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EXAMINATION  OF  THE  EYES. 


LECTURE  I. 


INTRODUCTION. 

Gentlemen  : — I  have  hardly  need  to  call  your  attention  to  the 
importance  of  the  visual  apparatus,  when  viewed  from  the  stand- 
point of  physiology.  In  this  department  of .  medical  science  it  has 
always  occupied  a  high  place.  You  will  more  fully  understand 
the  extent  and  importance  of  the  role  it  has  played  in  our  science 
when  you  call  to  mind  that  all  the  tissues  of  the  body  are  repre- 
sented in  the  eye  and  its  accessories. 

We  ought,  therefore,  to  find  in  these  parts  all  the  pathological 
alterations  which  are  liable  to  occur  in  the  various  tissues  of  the 
body.  And  so  we  do  find,  not  only  a  large  number  of  general 
diseases,  but  many  affections  of  other  particular  organs  as  well, 
reflected,  in  one  way  or  another,  in  the  eye. 

The  facility  with  which  the  visual  organ  can  be  examined 
enables  us,  frequently,  to  discern  the  manifestations  of  a  morbid 
condition  which  would  soon  affect  organs  as  yet  intact,  or  which 
are  only  affected  in  a  degree  not  at  the  time  appreciable. 

A  few  instances  will  make  my  meaning  clearer : — • 

The  anatomical  richness,  so  to  speak,  of  the  visual  apparatus  is 
apparent  at  a  glance. 

We  have,  in  the  first  place,  the  osseous  tissue  represented  in 
the  orbital  walls.  The  connective  tissue  abounds  in  all  its  various 
forms ;  as  cellular  adipose  tissue,  forming  a  bed  for  the  eye  to  rest 
in ;  as  elastic  tissue  in  the  sclerotic  and  the  sheaths  of  the  optic 
nerve ;  again,  in  a  homogeneous  form  in  the  membrane  of  Des- 
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cemet,  the  hyaloid  membrane,  the  limiting  membranes  of  the  retina, 
the  internal  layer  of  the  choroid,  etc.;  and  yet  farther,  in  a  form 
special  to  the  eye  it  constitutes  the  cornea;  nor  should  we  forget 
that  the  vitreous  humor  is  derived  from  the  same  blasto-dermic 
membrane. 

The  epithelium  is  neither  less  abundant  nor  less  various  in  its 
forms.  As  the  pavement  variety  it  covers  the  anterior  and 
posterior  surfaces  of  the  cornea  and  the  iris,  and  the  anterior 
capsule  of  the  lens.  It  is  scarcely  necessary  to  mention  cartilage, 
and  muscular  tissue  of  both  the  striated  and  non-striated  variety. 

Again   the  nervous  tissue  is  distributed  to  the  eye  in  very 
great  profusion.    In  classifying  the  organs  of  the  body,  we  must 
assign  the  eye  a  first  rank  when  we  consider  that,  ot  the  twelve 
cranial  nerves,  four  are  designed  especially  for  it,  and  two  others 
send  branches  to  it.    Six  pairs  of  nerves,  therefore,  are  required 
in  its  service:  the  optic  (second  pair),  the  motor  oculi  communis 
(third  pair),  the  patheticus  (fourth  pair),  the  abducens  (sixth  pair), 
the  trigeminus  (fifth  pair),  and  the  facial  (seventh  pair),  not  count- 
ino-  the  numerous  filaments  of  the  sympathetic. 

Moreover,  these  nerves  appear  under  all  possible  forms,  as 
fibres,  cells,  ganglions  and  retinal  tissue-that  wonderful  termmal 
expansion  of  the  optic  nerve.  _  _ 

How  many  different  diseases  can  affect  all  these  divers  tissues  I 
cannot  now  undertake  to  enumerate.  It  will  suffice  to  call  your 
attention  to  some  of  the  general  affections  in  which  the  eye  may 

take  part.  , 
I„  scrofula,  for  example,  yoa  kaow  ttat  one  of  the  most  frequent 
external  signs  of  the  diathesis  is  a  swelling  of  the  Uds  accom- 
panied with  redness  and  ulceration.    Bat  a.xde  from  th,s  b  - 
pharitis-which  has  nothing  of  a  special  character,  and  resemMes 
the  other  cutaneous  manifestations  of  scrofula-we  find,  very  tre- 
ouently,  in  these  subjects,  other  affections  of  the  eyes,  some  of 
which  are  noticeable  only  on  account  of  their  frequent  occurrence 
in  the  disease,  while  others  have,  beside  this,  a  specific  significance. 
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Among  the  first,  we  mentioa  conjunctival  and  corneal  phlyc- 
tenulse,  and  among  the  latter  interstitial  keratitis.  It  is  a  matter 
of  no  small  importance  to  know,  for  example,  whether  the  ulcera- 
tions of  the  cornea  which  we  find  so  frequently  in  children  of  a  lym- 
phatic temperament  require,  in  addition  to  the  treatment  of  their 
general  condition,  a  carefully  carried  out  local  treatment,  in  lack 
•  of  which  irreparable  damage  is  liable  to  be  done.  You  have  seen 
many  of  these  cases  of  leucoma  of  the  cornea  in  the  clinics, 
which,  when  once  they  are  formed,  constitute  an  incurable  defect. 

Other  affections  attack,  by  preference,  the  fundus  of  the  eye, 
where  we  can  readily  discern  their  presence.  The  anemias,  what- 
ever be  their  cause,  are  readily  detected  by  the  ophthalmoscope, 
in  the  decoloration  of  the  optic  papilla.  While  in  Zurich,  I 
saw  a  peculiar  form  of  anemia  which  Professor  Biermer  has  called 
permcious,  and  which  is  characterized  by  the  presence  of  multiple 
retinal  hemorrhages. 

It  is  to  our  learned  teacher  and  friend,  Professor  Horner,  who 
has  done  so  much  in  applying  the  facts  furnished  by  ophthal- 
mology to  general  medicine,  that  we  are  indebted  for  the  discovery 
of  the  ophthalmoscopic  appearances  of  this  affection. 

Tuberculosis  can,  in  certain  cases,  even  when  its  presence  can- 
not be  demonstrated  in  the  lungs,  be  diagnosed  from  the  presence 
of  tubercles  in  the  choroid.  I  have  often  seen  cases  where  the 
ordinary  medical  examination  left  the  diagnosis  uncertain  between 
a  meningitis  and  a  typhoid  fever,  or  other  disease.  When  the 
ophthalmoscope  had  revealed  to  me  tubercles  in  the  choroid,  there 
could  be  no  longer  a  doubt  that  we  had  to  do  with  a  tubercular 
meningitis. 

Even  rachitis,  which  attacks  only  i^he  osseous  system,  has  its 
manifestation  in  the  eye  under  the  form  of  zonular  cataract. 

It  is  syphilis,  however,  which  makes  its  appearance  in  the  eye 
under  the  most  various  and  most  characteristic  forms.  We  have 
it  as  iritis,  gummata  of  the  iris,  retinitis  syphilitica  simplex,  and 
neuro-retinitis  accompanying  gummy  tumors  of  the  encephalon. 
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We  have  also  that  form  of  keratitis  called  parenchymatous, 
which  is  so  rebellious  to  treatment,  as  a  product  of  the  hereditary 
form  of  the  disease. 

While  speaking  of  gumraata  of  the  iris  it  would  be  well  to  call 
your  attention  to  another  disease  which  produces  tumors  analo- 
gous in  appearance,  and  yet  of  a  nature  entirely  different.  I 
allude  to  a  special  form  of  leuccemia  in  which  we  find,  at  the  same 
time,  an  hypertrophy  of  the  cervical  ganglions  and  the  parotid 
gland,  keratitis  punctata  and  yellow  tumors  of  the  iris.  These 
tumors  leave  no  trace  of  their  existence  after  absorption,  while 
the  gummata  destroy  all  the  tissue  of  the  iris  in  which  they  have 
their  seat,  with  the  exception  of  the  posterior  pigmented  layer. 

But  of  all  the  organs  whose  diseases  are  liable  to  affect  the  eye 
we  must  place  the  brain  and  spinal  cord  first. 

You  are  aware  that  the  diseases  of  the  cerebral  nervous  system 
often  produce  in  the  organ  of  vision  troubles  which  are  either 
purely  functional,  or  accompanied  with  lesions  objectively  appre- 

ciable.  ,  . 

Among  the  first  class  we  cite,  as  the  most  important,  paralysis 
of  the  ocular  muscles,  either  extrinsic  or  intrinsic,  as  the  sphincter 
of  the  iris  and  muscle  of  accommodation. 

We  frequently  find  strabismus,  irregularity  of  the  pupil  and 
other  symptoms  accompanying  a  number  of  affections  of  the  brain 
and  its  meninges.  The  same  may  be  said  of  those  perturbations 
which  the  peripheric  or  central  portions  of  the  retina  present,  as 
regards  acuteness  of  vision  and  the  perception  of  colors.  Restric- 
tion of  the  field  of  vision,  scotomata,  and  hemiopia  m  particular, 
are  all  symptoms  which  have  great  diagnostic  value,  m  so  far  as 
they  often  assist  us  in  specifying  the  lesion  present  in  the  bram,  or 

in  localizing  its  seat.  u  • 

Encephalic  affcctioDS  are  also  liable,  as  we  Have        to  bring 

abont  changes  in  the  todns  of  the  eye  that  can  be  esamined  by 

the  ophthalmoscope. 

The  inflammation,  of  a,  meningitis,  for  example,  may  be  propa- 
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gated  directly  along  the  optic  nerve  to  the  retina,  and  sometimes 
even  to  the  vitreous  humor. 

Tumors,  which  increase  the  intra-cranial  pressure  and  that  of 
the  sub-arachnoidal  space,  cause,  through  the  inter-vaginal  space 
of  the  optic  nerve,  a  stasis  of  the  veins  of  the  retina,  serous  and 
hemorrhagic  exudations  in  that  membrane,  engorgement  of  the 
optic  nerve,  with  strangulation  of  the  papilla  with  its  consequences 
(choked  disc). 

In  a  less  degree  the  increase  of  the  intra-cranial  pressure  may 
manifest  itself  by  a  hyperaemia  of  the  papilla,  so  that  the  papilla 
becomes,  in  a  measure,  a  page  on  which  we  may  read  the  varia- 
tions which  the  intra-cranial  pressure  undergoes. 

There  are,  furthermore,  certain  diseases  of  the  heart  which  are 
manifested  through  a  pulsation  of  the  central  vessels  of  the  retina. 
Bright' s  disease  has  often  been  recognized  through  a  retinitis  of  a 
special  form  when  the  existence  of  albuminuria  had  not  yet  been 
demonstrated. 

Then,  too,  there  are  parasites  to  be  found  in  the  organ  of 
vision,  whose  presence,  when  revealed  by  the  ophthalmoscope, 
establishes  often  the  nature  of  an  affection  previously  undetermined, 
and  of  which  they  are  the  direct  cause. 

It  would  be  easy  to  multiply  examples.  These  are  diabetic 
cataract  and  retinitis,  the  dyschromatopsia  of  jaundice,  etc. ;  but 
the  instances  we  have  cited  are  sufficient  to  show  the  importance 
of  a  knowledge  of  the  elements  of  ophthalmology,  particularly 
that  portion  of  it  which  treats  of  the  examination  of  the  eyes,  and 
the  service  it  may  render  even  to  those  among  you  who  will  leave 
to  specialists  the  treatment  of  ocular  affections. 

We  think  we  are  warranted  in  saying  that  as  external  objects 
are  pictured  upon  the  interior  of  the  eye,  the  eye,  in  its  turn, 
becomes  a  mirror,  as  it  were,  from  which  is  reflected  what  is  going 
on  in  the  interior  of  the  body. 

But  if  ophthalmology  has  become,  within  the  last  twenty-five 
years,  an  exact  science,  it  is  not  alone  on  account  of  the  interest 
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it  has  universally  excited,  but  more  particularly  because  we  have 
been  enabled  to  subject  the  eye  to  the  most  thorough  and  accurate 
examination  as  regards  its  tissues  and  functions. 

I  remember  that,  at  the  beginning  of  my  medical  studies,  one 
of  those  impatient  spirits  of  young  Russia  said  to  me,  "  We  must 
not  deceive  ourselves.  Medicine  does  not  merit  the  name  of 
science,  it  is  pure  empiricism." 

These  words  made  a  deep  impression  upon  me,  because  they  had 
a  tendency  to  dampen  the  enthusiasm  with  which  my  new  studies 

had  inspired  me. 

Afterward,  when  I  came  to  frequent  the  clinics,  I  wiU  not  say 
that  I  fully  realized  the  truth  of  the  remark  of  my  friend,  but  I 
must  say  that  the  manner  in  which  medicine  was  yet  studied  did 
not  leave  it  entirely  without  a  foundation  in  fact.  And  m 
glancing  back  ove^  the  history  of  our  art  we  see  that  purely 
empirical  medicine  is  not  yet  so  antiquated. 

What  is  it,  then,  that  has  given  a  soul  to  the  dead  body  of 
empiricism?    To  what  shall  we  attribute  the  impulse  which  has 
ended  in  the  creation  of  scientific  medicine  ?    To  this,  that  medi- 
cine has  been  willing  to  profit  by  the  teachings  of  chemistry  and 
physics    It  is  chemical  analysis,  histological  analysis,  percussion, 
auscultation,  thermometry,  the  use  of  such  instruments  as  the 
spirometer,  the  sphygmograph  and  the  microscope,  and  the  appli- 
cation to  clinical  investigation  of  the  various  methods  and  instru- 
ments of  chemical  and  physical  science  that,  placing  medical 
study  on  a  scientific  basis,  has  remodeled  it  as  an  art. 

But  you  may  ask,  what  is  the  essential  advantage  of  all  these 
means  of  examination?  It  is  this,  that  we  are  thus  enabled  to 
express  exactly,  in  figures  and  by  curves  and  diagrams,  the 
forms  and  functions  of  the  various  organs  of  the  body. 

As  a  proof  of  this  tendency  of  modern  medical  thought,  I  wiU 
instance  the  fact  that  it  was  a  physician  who  established  the  law 
of  the  convertibility  of  forces  and  the  indestructibility  of  matter- 
the  two  principles  at  the  bottom  of  all  actual  science. 
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We  can  to-day  not  only  estimate  with  great  exactness  the 
value  of  an  aliment,  the  heat  and  work  which  it  can  furnish,  but 
we  know  how  to  utilize  these  facts  according  to  the  need  of  the 
organism,  just  as  we  determine  the  quantity  of  combustible  mate- 
rial required  by  a  machine  to  furnish  a  given  amount  of  force.  . 

The  examination  of  the  Wrine  has  become,  thanks  to  chemical 
analysis,  one  of  the  most  scientific  means  of  diagnosis. 

We  can  now  determine  exactly  the  position,  relations  and 
dimensions  of  many  organs  of  the  body  about  which  we  had,  in 
former  years,  but  the  most  indistinct  ideas. 

We  now  determine  the  variations  in  the  temperature  of  the 
body,  not  in  a  general  way,  as  formerly,  but  up  to  the  fraction  of 
a  degree.  The  characters  of  the  pulse  are  no  longer  judged  by 
the  sense  of  touch,  more  or  less  delicate,  of  each  individual  prac- 
titioner, but  they  are  recorded  in  their  most  minute  details. 

These  methods,  and  many  others  that  could  be  mentioned,  have 
given  medicine  an  honorable  and  legitimate  position  among  the 
sciences,  because  they  substitute  for  simple  approximations  or 
guesses  the  most  certain  methods  of  examination,  and  for  the 
variability  of  individual  sensations  the  inflexibility  of  figures. 

Now,  no  other  orgaa  in  the  body  is  so  well  adapted  for  the 
application  of  the  exact  sciences  as  the  eye.  This  is  why  the 
study  of  the  function  of  the  eye,  though  begun  only  within  a  very 
recent  period,  has  become  the  most  highly  developed  department 
of  physiology.  And  for  the  same  reason  the  treatment  of  eye 
diseases,  based  as  it  usually  is  upon  a  certain  diagnosis,  aided  by 
the  accessible  position  of  the  organ,  is  the  most  efficacious  in  the 
whole  range  of  therapeutics. 

It  is  the  diagnostic  part  of  ophthalmology  with  which  we  shall 
occupy  ourselves  in  this  course  of  lectures,  that  is,  we  shall  study 
the  means  and  methods  of  examining  the  forms,  functions  and 
diseases  of  the  apparatus  of  vision. 

The  science  of  the  examination  of  the  eye  in  a  healthy  and 
diseased  condition — the  metrology  of  the  eye,  as  we  call  it — is  of 
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very  recent  date.  It  is  not  more  than  thirty  years  since  we  were 
content  to  establish  the  fact  whether  the  patient  could  see  or  not. 

In  the  latter  event  two  grand  classes  were  distinguished— amau- 
rosis and  amblyopia— which  were  differentiated  thus  :  in  ambly- 
opia the  patient  saw  nothing,  but  the  physician  saw  something ; 
in  amaurosis  neither  the  physician  not  the  patient  saw  anything. 

Under  the  name  amblyopia  were  grouped  all  those  visual 
troubles  produced  by  lesions  appreciable  by  the  naked  eye,  such 
as  leucomata  of  the  cornea,  occlusion  of  the  pupil,  etc.  On  the 
other  hand,  all  those  troubles  which  had  their  seat  in  the  interior 
of  the  eye,  such  as  retinitis,  choroiditis,  atrophy  of  the  optic  nerve, 
etc.,  were  classed  under  the  head  of  amaurosis. 

The  opinions  respecting  refraction  and  accommodation  that  were 
held  in  those  days  seem  almost  incredible  to  us  now.  The  action 
of  the  dioptric  media  of  the  eye  was  for  physicists  themselves  the 
subject  of  most  curious  conjecture,  while  the  physician  was  greatly 
perplexed  by  questions  which  to  us  are  the  most  simple,  such,  for 
instance,  as  relate  to  the  use  of  spectacles.  Who  can  tell  how 
many  of  the  incurable  cases  of  myopia  which  we  see  even  now  are 
due  to  the  improper  use  of  these  most  useful  instruments? 

The  ideas  prevalent  regarding  the  movements  of  the  eyes  were 
not  more  advanced.  An  evidence  of  which  is  the  lamentable  results 
of  so  many  of  the  old  operations  for  strabismus.  How  many  of 
the  afflicted  are  we  now  able  to  relieve,  who  would  formerly  for 
the  want  of  proper  means  of  diagnosis,  have  been  abandoned  to 

their  fate?  i 
It  iB  to  ad  Englistman,  Thomas  Young,  a  man  of  ejoept.ona 
learning  and  intelligence,  that  we  are  indebted  for  the  first 
important  work  in  the  line  of  examination  of  the  organ  of  vision. 
But  his  views  were  so  far  in  advance  of  his  time  (he  hved  at  the 
end  ot  the  last  and  the  beginning  of  the  present  century)  that 
they  found  neither  comprehension  nor  acceptance  at  the  hands 

^'\7lTZZl7ior  Helmholt»  to  rediscover  the  works  of  this 
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English  savant  But  it  was  this  great  genius  himself  who,  by 
his  own  labors,  really  founded  scientific  ophthalmology,  the 
department  of  metrology  in  particular.  With  his  ophthalmometer 
he  laid  the  foundation  of  physiological  optics,  with  his  ophthalmo- 
scope that  of  medical  optics. 

Availing  himself  of  these  newly-discovered  facts,  Bonders,  the 
renowned  physiologist  of  Utrecht,  was  enabled  to  expose,  with  a 
clearness  and  precision  without  parallel,  the  laws  governing 
refraction  and  accommodation,  and  to  apply  them  to  the  demands 
of  practice.  It  is  only  since  the  publication  of  his  classical  work 
on  the  "  Anomalies  of  Eefraction  and  Accommodation  "  that  we 
have  had  any  clear  ideas  respecting  myopia,  hypermetropia, 
astigmatism  and  presbyopia,  and  have  been  able  to  correct,  in  a 
rational  manner,  the  different  forms  of  ametropia,  and  thus  give 
to  a  large  class  of  patients  a  means  by  which  they  could  pursue 
their  work  with  satisfaction  and  comfort.  It  would  be  a  gross 
injustice,  however,  to  pass  over  the  names  of  those  who  have 
extended  the  work  begun  by  Bonders- — Javal,  MacG-illavry, 
Giraud-Teulon,  Knapp,  Nagel,  Mauthner,  Green,  Loring,  Couper, 
Byer,  Thomson,  and  many  others. 

Buring  this  time  the  ophthalmoscope,  introduced  into  practice 
specially  by  the  school  of  Grafe  and  by  Jager,  underwent  a  series 
of  modifications,  all  tending  to  enhance  its  value.  Bonders 
applied  it  to  the  measurement  of  objects  at  the  fundus  of  the  eye. 
Giraud-Teulon  gave  relief  to  the  ophthalmoscopic  image  by 
adapting  it  to  binocular  vision,  while  Sichel  and  others  rendered 
an  examination  possible  by  several  persons  at  the  same  time.  A 
number  of  other  names  belong  to  successive  modifications  and 
applications  of  the  instrument. 

I  have  myself  treated  of  the  enlargement  of  the  ophthalmoscopic 
image,  and  of  the  correct  appreciation  of  the  size  of  the  objects 
observed. 

Snellen  furnished,  in  his  test-types,  the  first  scientific  method 
for  the  determination  of  the  focuteness  of  vision.    He  has  also 
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enriched  metrology  with  numerous  instruments  for  taefu^uring 
exophthalmus,  strabismus,  intra-ocular  tension,  etc.  His  metro- 
scope has  had  its  use  extended  beyond  the  limits  of  ophthalmology 
into  the  domain  of  geometry. 

Our  own  diplometer,  which  is  most  useful  in  measurmg  the 
different  parts  of  the  eye,  such  as  the  size  of  the  pupil,  the 
reflections  from  the  different  refracting  surfaces,  etc.,  irrespective 
of  the  movements  of  the  globe,  has  also  found  applications  outside 
of  ophthalmological  science.  _ 

Since  the  centre  of  rotation  of  the  eye  has  been  determined  by 
Bonders,  J.  J.  Miiller  and  others,  the  ocular  movements  have 
been  worked  out  in  a  very  exact  manner  by  Hering,  von  Grate, 

Javal  and  others.  ■,   n    r  +-u„ 

Aubert  and  Foerster  have  brought  forward  methods  for  the 
more  exact  determination  of  the  perception  of  light  and  the  limits 
of  the  field  of  vision.  After  some  Eussian  physicians,  Reich  and 
Uschakoff,  I  have  myself,  by  means  of  my  perimeter,  examined 
into  the  functions  of  the  peripheric  portion  of  the  retina,  the  results 
of  which  have  been  applied  with  great  advantage  in  the  practice 
of  general  medicine. 

Lbert  has  ako  contributed  largely  to  our  kuowWge  of  the 
physiology  of  the  retina,  and  more  recently  Hering  ha3  advanced 

I  It  ingenio-  *«"y  »       P^'^P"""  °' 

"C— ion  of  the  perception  of  <^-^l-- ^^^f^^-^l 
ocular  symptomatology,  thanks  to  the  researches  of  Dal^n  Cteh 
Maxwell  Leber,  StiUing  and  others.   You  w>ll  see  at  some  J 
our  tutu™  meetings  what  means  we  have  tor  exam.mng  th^ 
reLlte  function,  and  also  the  service  the  knowledge  thus  gamed 
>iQQ  rpndered  to  general  medicine. 

Thus  a  smaU  but  valiant  army  of  ophthalmolog,s.s  labor 
.itholeasing,  to  increase  and  perfect  the  -ans  f  — 
the  visual  apparatus,  in  order  to  be  able  to  trea  most  snccessfu  y 
its  diseases  and  those  of  the  organism  in  general. 
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We  shall  see  further  on  that  a  new  step  has  been  taken  which 
had  its  origin  in  ophthalmology,  but  whose  advantages  extend 
throughout  the  entire  field  of  optics.  I  allude  to  the  recent  intro- 
duction of  the  metric  system  into  ophthalmology. 

The  temptation  is  very  great  to  treat  the  subject  we  have 
chosen  in  a  strictly  scientific  manner,  for  in  this,  in  fact,  consists 
its  great  charm  and  value.  But  there  is  another  manner  of 
considering  it  which  is  at  the  same  time  attractive,  and  which 
will  conform  more  strictly  to  the  objects  you  have  in  view.  We 
shall  therefore  leave  to  physiologists  the  task  of  working  out  those 
problems  which  are  purely  scientific,  and  only  occupy  ourselves 
with  those  which  are  indispensable  to  our  daily  practice. 

Those  who  desire  to  enter  more  profoundly  into  the  subject  will 
find  the  questions  fully  treated  of  in  the  chapter  on  Metrology 
which  we  have  published  in  conjunction  with  Snellen  (Handbuch 
der  gesammt.  Augenheilk.,  B.  Ill),  and  even  more  extended  in  the 
work  we'  are  at  present  publishing  in  connection  with  Wecker 
{Traite  Complet  d' Ophthalmologie,  Paris,  1878). 

We  divide  the  subjects  we  shall  treat  of  in  this  course  of 
lectures  as  follows :  1st.  The  objective  general  inspection  of  the 
eye ;  2d.  Examination  of  the  lids,  conjunctiva,  lachrymal  passages, 
and  all  the  other  portions  of  the  organ  accessible  to  the  naked 
eye ;  3d.  Determination  of  the  distance  between  the  two  eyes,  their 
height  and  protrusion  ;  4th.  The  movements  of  the  eyes,  particu- 
larly in  their  relation  to  strabismus ;  5th.  Intra-ocular  tension ; 
6th.  Acuteness  of  vision;  7th.  Kefraction  and  accommodation; 
8th.  Perception  of  colors ;  9th.  Limits  of  the  visual  field  and 
indirect  vision ;  10th.  Ophthalmoscopy,  including  the  examination 
of  the  dioptric  media  by  means  of  the  oblique  light. 

Of  none  of  these  things  should  a  physician  of  to-day  be  in 
ignorance.  You  should  not  leave  them  to  the  study  of  the 
specialists  if  you  would  bring  to  your  work  as  general  prac- 
titioners all  the  resources  of  modern  diagnosis. 
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EXAMINATION  OF  THE  EXTERIOR  OF  THE  EYE. 

Gentlemen  :-In  the  examination  of  the  eyes,  as  in  the  exami- 
nation of  any  other  portion  of  the  body,  we  should  follow  some 
systematic  method.  This  is  absolutely  necessary  if  we  would 
overlook  nothing  and  attain  our  ends  with  certamty.  ^  _ 

We  shall  divide  our  examinations  into  objectvoe  and  subjective, 
the  first  having  for  its  object  to  make  us  acquainted  with  the  eye 
in  a  state  of  functional  inactivity,  the  second  to  determme  the 
condition  of  the  function  of  vision. 

The  objedhe  examination  should  begin  with  a  general  mspection 
of  the  patient  at  a  distance,  in  which  we  note  all  that  we  are  able 
to  observe  as  to  his  general  appearance,  and,  in  particular,  the 
appearance  of  his  eyes,  as,  for  example,  their  position,  etc. 

Afterward,  we  examine  all  the  parts  of  the  visual  apparatus 
which  are  accessible  to  the  naked  eye :  the  lids,  lachrymal  passages, 
conjunctiva,  the  form  and  size  of  the  globe,  the  cornea,  sclerotic, 
iris  crystalline  lens,  and  anterior  portion  of  the  vitreous  humor 
The  examination  is  completed  by  the  determination  of  the  ocular 


In  the  subjective  examination,  the  various  functions  of  the  eye 
are  passed  in  review,  such  as  movements,  refraction  and  accommo- 
dation, acuteness  of  vision,  perception  of  colors,  limit,  of  the  field 
of  vision,  the  periphery  of  the  retina,  etc. 

Finali;  the  examination  with  the  ophthalmoscope  and  the 
Ob  will  show  us  the  condition  of  the  interior  of  the  eye 

an  '  he    ioptric  -dia,  and  also  give  us  definite  ideas  regarding 


the  refraction. 
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Ophthalmoscopy  will  form  a  part  of  the  objective  examination ; 
but  this  always  dazzles  the  eye  to  a  greater  or  less  degree,  and 
renders  the  functional  examination  afterward  somewhat  less 
satisfactory.  Moreover,  the  ophthalmoscopic  examination  requires 
a  dark  room,  and  it  is  better  to  make,  at  first,  all  those  examina- 
tions that  are  possible  by  daylight.  Moreover,  the  facts  gained 
by  subjective  examination  are  very  useful  in  interpreting  the 
ophthalmoscopic  appearances.  These  are  sufficient  reasons  for 
reserving  the  ophthalmoscope  for  the  end  of  our  examination. 

First,  then,  of  the  objective  examination  of  the  patient. 

The  first  thing  to  which  we  should  direct  our  attention  is  the 
general  condition  of  the  individual  under  examination.  The  eye 
is  not  a  part  of  the  body  separate  and  distinct  from  the  other 
parts,  any  more  than  ophthalmology  is  a  branch  isolated  from  the 
other  divisions  of  medical  science. 

When  you  have  to  do  with  an  affection  of  the  eye  it  is,  therefore, 
advisable  not  to  begin  with  an  examination  of  that  organ,  but  to 
first  take  a  glance  at  the  general  aspect  of  the  patient. 

Such  a  rapid  general  inspection  will  frequently  furnish  us  with 
a  clue  to  an  ocular  affection,  the  cause  or  origin  of  which  would 
otherwise  have  escaped  our  notice.  It  will  give  us  greater  security 
in  the  diagnosis,  more  assurance  in  the  presence  of  the  patient, 
and  more  certainty  in  the  direction  of  our  treatment. 

For  example,  the  form  of  the  cranium  is  often  in  direct 
relation  to  the  conformation  of  the  eye.  Now,  the  form  of  the 
eye  is  that  which  influences  most  largely  its  refractive  condition ; 
you  can  therefore  judge,  with  a  greater  or  less  degree  of  certainty, 
of  the  state  of  the  refraction  by  the  shape  of  the  head. 

It  is  known  that  hyper metropia  depends,  in  the  majority  of 
cases,  on  a  want  of  development  of  the  eye  in  length,  while 
myopia,  on  the  contrary,  is  due  to  an  elongation  of  the  eye  in  its 
longitudinal  axis.  In  other  words,  long  eyes  are  generally  myopic, 
while  short  eyes  are,  on  the  other  hand,  mostly  hypermetropic. 

This  difference  is  frequently  pronounced  in  the  appearance  of 
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the  features  of  the  patient.  A  flat  or  "  dish"  face,  especially  if 
the  flatness  affects  the  region  of  the  zygomatic  arches,  is  nearly 
always  an  infallible  indication  of  hypermetropia. 

Myopia  is  indicated  by  characters  of  the  opposite  kind. 
In  Switzerland,  where  myopia,  hereditary  or  acquired,  is  very 
frequent,  I  have  found  two  types  of  conformation  of  the  cranium 
in  connection  with  this  state  of  refraction  :— 

In  the  first,  the  cranium  is  elongated  in  its  antero-postenor 
diameter ;  the  face  is  narrow  from  side  to  side,  while  the  nose  and 
the  middle  portion  ran  prominently  forward,  the  eyes  protrude 
almost  ,  entirely  out  of  their  sockets,  and  their  anterior  portions 
stand  almost  even  with  the  bridge  of  the  nose.    In  consequence  ot 
this,  the  palpebral  aperture  is  excessively  large.    I  have  seen,  for 
instance,  in  a  myopic  young  woman,  the  movements  of  the  eyes 
much  restricted  by  the  palpebral  aperture,  so  great  was  the 
projection  of  the  globe.    She  had  already  had  done  for  her  the 
operation  of  blepharo-phimosis.    While  in  this  first  form  the  f  r^- 
head  is  retreating,  in  the  myopes  of  the  second  -tegory  it  i 
straight  and  broad.    The  tuberosities  are  strongly  developed,  he 
nose  fiat.    The  eyes  are  sunken  in  a  deep  orbital  cavity,  protected 

other  would  lead  us  to  suspect  anisor.etrojp^a,  a  condition  m  which 
one  eve  is  myopic  and  the  other  hypermetropic.  _ 

ZZJoLsyraraetry  of  ike  o—  can  cause  a..,— 
thaUrregularity  o'f  the  dioptric  apparatus  in  which  th^  mend.ans 
of  the  cornea  of  the  same  eye  have  different  e— ^ 

For  example,  we  find,  sometimes,  faces  in  which  the  median  1  ne 

U„e  whiot  30in»  the  m.ddle  o£  the  f-^head  w  ^^^^.^^ 

i»  thrown  to  one  side,  and  -  ^'^^^^^^^  „j  ^^^.etry 

corresponding  to  the  bridge  of  the  nose,  i 
,  especial,,  manifested  hy  ^'^if 
•This  is  the  result  of  one  side  of  the  tace  s 
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than  the  other.  The  frontal  taberosities,  the  zygomatic  arches, 
the  maxillfe,  are  much  more  prominent  on  one  side  than  on  the 
other. 

Individuals  with  such  a  conformation  of  features  are,  nearly 
without  exception,  astigmatic,  and  very  frequently  anisometropic ; 
the  refraction  is  then  the  stronger  on  the  side  which  is  the  more 
fully  developed,  this  eye  generally  being  myopic,  or  at  least 
emmetropic,  while  the  other  eye  is,  as  a  rule,  hypermetropic. 

There  is  another  circumstance  which  is  also  worthy  of  atten- 
tion:  certain  individuals  have — it  may  be  congenitally,  or  in 
consequence  of  an  accident  or  disease,  such  as  syphilis — a  sinking 
of  -  the  root  of  the  nose.    This  predisposes  to  catarrh  of  the 
lachrymal  passages.    Now,  in  these  persons  the  nasal  duct  is 
usually  very  narrow  and  irregular  in  its  course.    It  is  well  to 
bear  this  fact  in  mind,  because  the  sound,  which  is  the  basis  of 
all  treatment  of  catarrh  of  the  lachrymal  sac,  is  inserted,  on 
account  of  this  irregularity,  with  great  difficulty,  and  a  very 
serious  obstacle  is  thus  thrown  in  the  way  of  the  management  of 
these  cases.    This  general  appearance  of  the  features  of  the 
patient  will,  therefore,  furnish  us  with  very  important  indications 
as  to  the  direction  in  which  the  sound  shall  be  introduced.  ■  If, 
for  example,  the  osseous  parts  corresponding  to  the  lachrymal  sac 
take  part  in  the  depression  at  the  root  of  the  nose,  or  if,  aside, 
from  any  pathological  condition,  the  superior  portion  of  the  orbit 
is  very  prominent,  you  should  give  the  sound  a  strong  curve,  and 
in  inserting  it  press  not  only  in  the  vertical  direction,  but  make 
the  free  extremity  sweep  toward  the  upper  edge  of  the  orbit,  and 
finally  direct  the  lower  extremity  toward  the  front. 

I  mention  this  point  incidentally  here  because  you  will  find  it 
of  great  utility  in  practice. 

When  the  patient  speaks  to  you  do  not  neglect  to  take  a  glance 
at  the  teeth.  You  know  that  Hutchinson's  teeth,  wedge-shaped, 
with  notched  edges,  indicate,  nearly  without  an  •  exception,  the 
existence  of  hereditary  syphilis.    On  the  other  hand,  indented 
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teeth,  striated  horiiontally,  are  suggestive  of  raoUtis,  M  is 
frequently  accompanied  by  zonular  cataract. 

If  it  is  important  to  observe  the  formation  of  the  cranium  m 
our  patients,  the  exammaivm  of  the  skin  is  not  less  useful. 

Certain  cutaneous  diseases,  pityriasis  and  eczema,  for  example, 
can  ailect  the  lids  as  well  as  other  portions  of  the  body.  We 
treat  them  in  the  same  way,  but  more  carefully  and  with  greater 
soUcitude,  because  of  the  pernicious  effects  which  they  are  liable 
to  produce  in  such  a  delicate  part ;  the  swelling  of  the  hds  of 
itself  sufficient  to  interfere  with  vision,  but  consider  the  serious 
troubles  which  a  faulty  direction  of  the  laches,  due  to  a  long- 
continued  indammation  of  the  edges  of  the  lids,  can  bnng  about 

Other  affections  of  the  skin,  not  directly  implicatmg  he  lids, 
furnish  no  less  important  indications  for  a  diagnosis  of  ocular 

'Tf"you  iind,  for  instance,  on  a  patient,  traces  of  a  syphUiii. 
eruption,  and  at  the  same  time  diagnose  an  iritis,  you  know 
pitivei;  that  the  iritU  is  of  a  specific  character,  and  demand 
Lide  from  the  ordinary  local  treatment  (atropine  and  exclusion  of 
liiht)  an  appropriate  general  treatment. 

H  ither  should  you  forget  that  there  is  a  connection,  fr^uently, 
befween  diseases  of  the  choroid  and  those  of  the  skin,  as  has  been 

^ trtriiollXrice s  of  an  Urpet.  nature,  characterised 
,y^t  eru'nilat'eral  position,  and  corresponding  to 
oL  nerve,  will  frequently  lead  us  to  the  recognition  of  an  heipeUc 
klra«  s  which  is  often  confounded  with  simple  phlyctenular 
"    These  two  affections  of  great  similarity  in  appearance 
'    r  a  ily  distinguished  the  one  from  the  other  by  this,  that  the 
Tmer,  iide  from  its  ^  -^^:Zr:tl 
-TZllrrrti:^^  rapid,y  under  the 
Tufflatt:  rlmeh    Moreover,  there  is  fr^uently  found  in 
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the  first  of  these  affectioas  a  diminution  of  the  intra-ocular 
tension,  which  is  absent  in  the  second. 

You  will  be  able  to  recognize,  by  the  peculiar  hue  of  the  skin, 
that  form  of  chronic  iritis  which  frequently  accompanies  leucsemia, 
and  the  special  danger  of  which  is  the  production  of  punctated 
deposits  on  the  membrane  of  Descemet  and  yellowish  tumors  on 
the  iris.  In  this  connection  you  will  remember  what  I  said 
about  this  form  of  disease  in  the  first  lecture. 

From  these  examples  you  will  see  how  important  it  is  to  take  a 
general  survey  of  the  patient,  and  how  often  it  gives  us  a  clue  to 
diseases  affecting  the  eyes.  Whoever  neglects  to  avail  himself  of 
these  helps  voluntarily  deprives  himself  of  one  of  the  elements  of 
an  accurate  diagnosis. 

.  Afterward  you  will  proceed  to  a  special  examination  of  the  eyes. 

And  here,  again,  you  should  begin  with  a  general  inspection. 
You  should  first  look  at  the  two  eyes  at  the  same  time,  comparing 
the  one  with  the  other.  Many  grave  lesions  are  liable  to  escape 
the  notice  of  those  who  neglect  this  comparison  and  limit  their 
examination  to  the  eye  which  appears  affected,  or  only  look  at  one 
at  a  time. 

Sometimes  a  slight  divergence  of  one  eye,  or  an  inequality  in 
the  dilatation  of  the  two  pupils,  is  sufficient  to  lead  us  into  the  way 
of  a  diagnosis  of  an  encephalic  affection. 

Tumors  of  the  orbit  or  brain  produce  frequently  a  lateral 
displacement,  or  an  exophthalmus  not  sufficiently  pronounced  to 
be  detected  except  by  a  comparative  examination  of  the  two  eyes. 

A  difference  in  the  size  of  the  palpebral  opening  could  not 
easily  escape  your  notice;  but  in  all  these  cases  take  care  to 
determine  whether  you  have  to  do  with  a  ptosis  in  one  of  the  eyes 
or  an  excess  of  separation  of  the  lids  in  the  other.  If  it  be  a 
ptosis  on  one  side  the  upper  lid  of  that  side  cannot  be  elevated  to 
its  fullest  extent,  while  that  of  the  other  eye  will  enjoy  the  full 
measure  of  its  movements;  in  the  case  of  extreme  separation  of 
the  lids  the  eye  will  not  be  able  to  close  itself  completely,  but, 
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tte  cornea  concealing  itself  involuntarily  under  the  upper  lid.  ia 

directed  upward.  ^^^^^  ^pp^r 

This  phenomenon  's  most  marked  ^^^.^^  ^^^^ 

lid  is  retracted  by  c.catncial  ba.>ds.  We 
manifest  only  by  holding  the  upper  Ud  up  for  ^m 
^hen  the  orbicularis  muscle  contracts  we  see  the  eye 
upward  in  search  of  the  lid.  laehrymal  m. 

H.er  neglect  to  — ^  beJ^pward  ; 

For  this  purpose  you  mast  press  lign  y  ^^^^ 

«al  then  see,  if  there  be  ca^  ^  ^^e^-.^^ 
less  purulent,  issue  from  the  lacUrym  p 

Happens  that  ulcers  of  the  ^^^X^ZZ.^  eontact  of 
of  time,  from  no  other  cause  ™^  before 

-  i« r;rLtytl  passages  ha3  even  a 
;:r:por"enwehaveunder— ^^^^ 

L  the  eye.    I' — o/^^^  ^-  ^ 

Hert  comes  the  e— .on  of  f  ^^i^,™, 

not  say  anything  further  in  reg  d  to  ^eph 
addition  to  what  I  have  already  said.  But 
..ention  to  the  position  of  ^e  lash,  wh^^  .  .  S  ^^^^^ 

importance  t»  examme  How  many  p  j^j^^^ations, 
.ith  iritis,  keratitis,  and  other  ™-  ,iere 
and  for  which  they  have  undergone  aU  sorto  o  ^^.^^.^^ 

a  displaced  eyelash  ha.  been  'l'-^^  ^^^^ 
Never,  therefore,  neglect  4'^P-' ^7;^^^  ^„  satisfied 
We  pass  on  now  to  the  J^^.^  ^,erB  the  globe 

-  simply  give  a  gla.e  at  t  e         c^va  whic 
or  the  inner  surface  of  the  low  conjunctiva  of 

hecause  the  most  important  part  to  —  ^  ^^^^^^ 

the  upper  lid,  -\-P7"^.tw!rnd  granulations  which  keep 
and  frequently  ^ticTwill  U  rebellious  to  treatment 

up  a  persistent  con)unctmtis,whicli  will 
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SO  long  as  we  do  not  discover  the  source  of  the  trouble  and  attack 
the  granulations  themselves. 

The  inferior  cul-de-sac,  or  retro-tarsal  fold,  is  quite  accessible ; 
we  have  only  to  apply  the  tip  of  the  finger  to  the  edge  of  the  lid, 
and  then  cause  the  patient  to  look  upward  while  we  pull  the  finger 
downward.    This  everts  the  lid  and  brings  out  the  cul-de-sac. 

For  the  upper  lid  we  employ  a  similar  proceeding,  but  there  is 
greater  difficulty  in  everting  it,  on  account  of  the  breadth  and 
resistance  of  the  tarsal  cartilage.  The  patient  should  look  down- 
ward while  you  seize  gently,  with  the  thumb  and  index  finger,  the 
edge  of  the  lid ;  with  the  other  hand  you  apply  some  resisting 
body,  as  the  point  of  a  pencil,  or  even  the  end  of  the  finger  above 
the  cartilage,  and  make  a  rotating  movement  with  the  other  hand 
around  this  body  as  a  centre.  The  internal  surface  of  the  lid 
being  brought  to  view  in  this  manner,  you  can  expose  it  still 
further  by  drawing  the  edge  yet  higher  and  pressing  it  against 
the  edge  of  the  orbit. 

It  is  astonishing  what  we  sometimes  find  hidden  away  under  the 
upper  lid.  It  is  not  only  the  seat,  by  preference,  of  granulations 
of  the  conjunctiva,  but  also  of  foreign  bodies  of  all  kinds.  A 
grain  of  sand,  a  bit  of  coal,  whenever  they  fly  into  the  eye,  nearly 
always  seek  refuge  here,  and  it  frequently  happens  that  these 
small  bodies,  remaining  concealed  in  the  retro-tarsal  fold  for 
months  and  even  years,  occasion  an  obstinate  and  painful  conjunc- 
tivitis, which  leads  frequently  to  papillary  hypertrophy  of  the 
mucous  tissue.  Would  you  believe  that  I  have  found  in  three 
difi"erent  cases  "  eye-stones  "  which  the  patients  had  introduced 
under  the  upper  lids  in  order  to  drive  out  a  grain  of  sand?* 
And  what  is  still  more  astonishing  than  the  remedy,  is  that  these 
gentlemen  lived  quietly  for  years  with  a  purulent  conjunctivitis 
which  almost  completely  disabled  them  from  work,  and  which  was 
due  entirely  to  the  bodies  in  question,  encased  in  the  hypertrophied 

•  It  is  the  custom  in  some  portions  of  the  United  States  to  introduce,  for  this 
purpose,  a  flax  seed  into  the  eye.— 2V. 
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papillse.    I  have  scarcely  need  to  say  that,  in  all  these  cases,  a 
removal  of  the  cause  sufficed  to  effect  a  cure. 

We  now  proceed  to  an  examination  of  the  eyes  proper,  and  we 
should  first  observe  their  general  aspect. 

We  should  direct  our  attention  successively  to  the  dutance 
Utwem  the  two  eyes,  and  to  the  digerenoe  in  the  height  of  the  eyes; 
afterward  to  the  degree  of  their  prominence-exophthalmus,  and 
finally  to  the  direction  of  the  visual  lines. 

The  distance  between  the  two  eyes  does  not  offer,  m  general, 
differences  appreciable  at  first  sight,  and  yet  it  is  a  question 
worthy  of  our  attention. 

As  an  evidence  of  fni3  I  need  only  call  attention  to  the  part 
wtict  this  distance  plays  in  the  act  of  convergence.    You  know 
that  in  reading,  near  work,  and  the  close  examinat.on  of  objeete 
Te  n^nst  J.  a  convergence  of  the  eyes.   Kow,  you  wdl  ea.ty 
understand  that  in  fixing  an  object  placed  at  a  S-n  distance  ^he 
more  widely  the  eyes  are  separated  the  greater  must  be  the  effort 
Tt  convergence.   Thus,  for  different  eyes  fixing  at  the  same  d.- 
nortte  angle  of  convergence  can  vary  more  than  ten  degree. 
Y     can  readdy  conceive  that  this  increase  of  -l^.  --^^^ 
amount  to  only  a  few  degrees,  may  end  .n  an  »  'h^ 

internal  recti  muscles,  which,  during  the  whole  of  hfe,  have  to 
produce  this  convergence.  _ 
'  For  my  part,  I  am  thoroughly  convinced  that  the  msufSc  en^ 
of  the  internal  recti,  which  is  such  a  frequent  cause  of  h 
asthenopia  of  myopes,  is  due  in  many  ca.es  to  an  e.cess  of 

.      ^^S^tt^rn  has  hitherto  been  almost  entirely  over- 
Jked  3  the  exception  of  some  researches  made  by  Mannhardt 
and  Pfilier    It  is  a  question  which  deserves  a  thorough  study, 
we  w  r^nd  m  it  many  new.  and  instructive  f^ts,  and  an 
ianaln  of  some  other  facts  already  known,  but  whose  s.gn.fi- 
cance  has  been  heretofore  falsely  -'-P-f  ^  ^^^^ 
The  principal  difficulty  in  the  study  of  the  subject 
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the  absence  of  an  exact  method  for  measuring  the  distance 
between  the  eyes.  It  is,  indeed,  almost  a  matter  of  impossibility 
to  measure  this  distance  with  a  graduated  rule,  because,  what  point 
shall  we  take  to  measure  from  ?  The  centre  of  the  pupil  ?  In 
the  first  place,  the  pupil  is  not  in  the  centre  of  the  anterior  part 
of  the  globe,  but  a  little  to  the  inner  -side.  And  further,  the 
centre  of  the  pupil  can  only  be  determined  approximately,  which 
would  give  chances  of  error. 

Should  we  take,  as  proposed  by  Horner,  the  edges  of  the  cornea, 
the  external  of  one  side,  the  internal  of  the  other  ?  This  method 
is  no  more  exact  than  the  preceding,  because  the  edges  of  the 
cornea  are  frequently  very  unequal,  and  it  is  difficult  to  find  the 
corresponding  points  on  the  same  horizontal  diameter. 

These  methods  have,  moreover,  a  very  serious  defect  in  this, 
that  we  cannot  apply  the  graduated  rule  to  the  points  the  distance 
between  which  we  desire  to  measure,  the  bridge  of  the  nose 
opposing  a  very  considerable  obstacle. 

In  the  last  place,  and  this  is  an  essential  point,  you  should  not 
forget  that  the  distance  which  separates  the  corresponding  points 
of  the  two  eyes  (centres  of  the  pupils  or  edges  of  the  cornea)  only 
represents  the  distance  between  the  eyes  in  a  single  condition,  and 
that  is  when  the  eyes  are  directed  in  lines  parallel  to  each  other. 
If  we  measure  this  distance  in  a  condition  of  convergence  it  .  is 
too  small ;  if  in  a  state  of  divergence  it  is  too  great. 

Now,  it  is  impossible  for  any  one  who  has  not  specially  prac- 
ticed to  that  end,  to  give  his  eyes  a  direction  absolutely  parallel. 
There  always  remains  a  greater  or  less  degree  of  convergence,  and 
the  surgeon  has  no  means  of  judging  whether  the  eyes  of  his 
patient  are  parallel  or  not. 

And  the  still  further  disadvantage  of  this  method  is  that  it 
cannot  be  applied  to  the  eyes  of  those  affected  with  strabismus, 
the  very  eyes  in  which  it  is  most  important  to  know  the  inter- 
ocular  distance.  It  is  evident  that  these  individuals  never  bring 
their  eyes  to  a  state  of  parallelism. 
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The  employment  of  the  graduated  rule  is  justifiable  only  in 
those  cases  where  we  desire  a  simple  approximative  measurement, 
as  when  we  want  to  determine  the  distance  which  should  separate 
the  glasses  of  spectacles. 

And  even  for  these  cases  I  would  advise  you  to  employ  my 
douUe  rale,  of  which  we  shall  speak  further  on,  or  to  proceed  in 
the  following  manner : — 

Place  yourself  in  front  of  the  patient,  and  cause  him  to  fix  an 
object  in  the  distance.    This  will  give  his  eyes  an  essentially 

parallel  direction. 

Then  apply  your  graduated  rule  over  the  nose  of  the  patient, 
and  closing  the  right  eye,  sight,  with  the  left  eye  over  the  point 
marked  zero  on  the  rule,  to  the  centre  of  the  pupil  of  the  right 
eye  of  the  patient.  Afterward,  closing  your  left  eye  and  opemng 
your  right,  you  read  off  on  the  rule  the  point  which  is  opposite 
the  centre  of  the  pupil  of  the  patient's  left  eye.  It  is.  of  course, 
understood  that  you  should,  during  the  examination,  make  no 
movement  of  your  own  head. 

In  this  manner  you  avoid  almost  entirely  any  parallax;  but  the 
method  is  not  applicable  to  strabismic  eyes,  and  moreover,  I  do 
not  propose  it  to  you  as  perfectly  exact. 

pLlly,  it  is  not  the  inter-pupillary  distance  with  which  we  are 
concerned.    What  is  it  we  really  want.    To  P-Pe 
the  work  of  the  internal  and  external  recti  muscles  in  the  diffe  en 
degrees  of  convergence.    We  should,  therefore  address  ourselv 
to  the  only  parts  of  the  eyes  which  remain  fixed  during  their 
movements.    These  fixed  points  are  the  centres  of  rotation 

For  measuring  the  distance  which  separates  the  centres  of 
rotation  I  have  devised  the  following  apparatus :- 

It  is  a  box  (Fig.  1)  having  the  form  of  a  rectangle,  of  sufficient 
lengtrone  end  of  which  has  two  holes  (o  o')  for  the  eyes  and  a 

depression  for  receiving  the  nose.  n  .  .Wt  tube  in 

Eaeb  of  the  two  openings  is  provided  with  a  sho  t  tube  i 
to  place  the  eye,  and  the,  can  be  separately  clos^  by  a 
movable  slide  from  the  inside. 
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A  vertical  phate  divides  the  box  into  two  parts  ;  it  is  situated 
exactly  in  the  middle  of  the  distance  separating  the  further 
extremity  of  the  box  and  the  line  uniting  the  centres  of  rotation 
of  the  eyes. 


FlQ.  1. 


The  further  extremity  of  the  box  is  closed  by  two  plates,  which 
can  be  moved  separately  in  a  lateral  direction.  In  each  of  these 
is  a  vertical  slit  {i'  and  i).  A  similar  slit  (c)  is  made  in  the 
middle  of  the  central  diaphragm,    A  cover  encloses  the  whole. 

To  measure  the  distance  between  the  two  eyes  we  apply  them 
to  the  anterior  extremity  of  the  box,  each  one  looking  through  its 
appropriate  opening.  By  means  of  the  slide  on  the  interior,  one 
of  the  openings,  for  example,  the  one  corresponding  to  the  left 
eye,  is  closed,  and  the  right  eye  alone  looks  into  the  box.  This 
eye  can  see  nothing  so  long  as  the  slit  in  the  middle  and  the  slit 
on  the  left  at  the  other  end  do  not  correspond  with  the  visual 
axis  of  that  eye.  "We  can  bring  this  about,  however,  by  a  suitable 
movement  of  the  left  movable  plate  at  the  further  end  of  the  box. 

We  proceed  in  a  similar  manner  with  the  other  eye. 

You  can  easily  understand  that  the  distance  {i'  i)  between  the 
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Fig.  2. 
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c:.; 


two  movable  slits  so  placed  will  represent  the  distance  (o  o')  which 
separates  the  two  eyes,  since  the  distances  are  bases  of  two  equal 

triangles  (Fig.  2). 

It  is  easy,  however,  by  using  the  same  principles,  to  arrive  at 
the  same  result  in  another  manner.  Take,  for 
instance,  a  rectangular  plate  with  a  needle  fixed 
in  its  centre,  and  at  one  of  its  extremities  two 
movable  needles ;  the  eyes  placed  at  the  other 
extremity  sight,  one  after  the  other,  by  the  cen- 
tral fixed  needle,  at  the  needles  beyond,  moving 
the  latter  until  they  are  covered  by  the  central 
one. 

Thinking  that  it  is  easier  for  our  patients  to 
mark  definitely  the  moment  when  they  perceive 
a  light,  I  usually  employ  the  first  form  of  appa- 
ratus. To  this  apparatus  I  have  given  the  name 
chiasmometer,  because  it  is  based  upon  the  cross- 
ing of  the  visual  lines. 

To  obtain  greater  exactness  in  this  method  we 
can  place  in  the  central  slit  a  fine  thread  or  hair, 
which  should  appear  exactly  in  the  centre  of  the 
illuminated  space  when  the  central  slit  coincides 
with  one  of  the  slits  at  the  further  end. 

The  great  advantage  of  this  method  is  that  it  requires  neither 
a  parallelism  of  the  two  eyes  nor  a  simultaneous  fixmg  of  the 
same  point.  This  enables  it  to  be  applied  even  to  strabismic 
eyes,  and  to  cases  where  there  is  an  insufilciency  of  the  muscles. 

We  will  now  consider  the  methods  for  measuring  the  displace- 
ments which  the  eye  may  suffer,  either  in  height  or  in  an  antero- 
posterior  direction.  These  displacements  are  due  most  frequency 
to  tumors  growing  in  the  orbital  cavity;  there  are  also  encephalic 
tumors  which  may  give  rise  to  them.  It  is  these_  displacement, 
of  the  eye  which  furnish  the  most  precise  indications  as  to  the 
growth  or  decrease  of  the  tumor.  It  is,  therefore,  not  sufficient  to 
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demonstrate  the  existence  of  a  displacement,  but  it  is  necessary  to 
measure  its  degree,  in  order  to  fully  appreciate  the  changes  it 
may  undergo. 

It  is  generally  easy  to  recognize  differences  in  the  height  of  the 
two  eyes.  It  usually  suffices  to  let  the  patient  hold  the  head 
perfectly  erect,  when,  in  moving  the  eyes,  the  affected  one  will 
appear  to  be  restricted  in  its  movements  in  the  direction  opposite 
to  that  of  the  displacement ;  a  tumor  on  the  lower  wall  of  the 
orbit  will  restrict  the  downward  movements  and  displace  the  eye 
upward. 

In  order  to  approximate  the  degree  of  displacement  we  hold  on 
a  level  with  the  pupil  of  the  unaffected  eye  a  rule  perfectly 
horizontal,  and  estimate  the  number  of  millimeters  which  the 
pupil  of  the  other  eye  is  displaced  above  or  below  this  level ;  if  we 
want  to  be  more  accurate  we  hold  another  rule,  perpendicular  to 
the  first,  on  which  we  measure  the  extent  of  displacement 
precisely. 

In  those  cases  where  the.  vertical  displacement  is  so  slight  as  to 
escape  our  notice  there  is  a  subjective  symptom  which  -will  not 
fail  to  furnish  evidence  of  its  existence,  and  that  is  diplopia. 

Diplopia  is  called  forth  whenever  there  exists  the  least  difference 
in  the  height  of  the  two  eyes,  and  it  is  so  much  the  more 
troublesome  because  the  double  images  can  be  united,  if  at  all, 
only  with  the  greatest  difficulty.  In  the  horizontal  direction  a 
strong  contraction  of  one  of  the  recti,  or  a  slight  rotation  of  the 
head,  suffices  to  reestablish  single  vision ;  here  it  is  not  so,  and  it 
is  frequently  the  diplopia  alone  which  brings  the  patient  to  the 
surgeon. 

In  such  a  case  it  should  be  determined  whether  the  diplopia  is 
due  to  a  total  displacement  of  the  eye,  or  whether  it  is  a 
consequence  of  an  incomplete  muscular  paralysis.  I  say  incom- 
plete, because  the  deviation  which  follows  a  complete  paralysis 
will  never  be  confounded  with  a  total  displacement,  and  vice  versa. 

Let  us  suppose,  for  example,  that  the  left  eye  of  a  patient 
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appears  higher  than  the  right.  The  patient  sees  double,  the 
image  of  the  left  eye  being  lower  than  that  of  the  right.  la  there 
a  total  displacement  of  the  left  eye,  or  an  incomplete  paralysis  of 
the  inferior  rectus,  in  consequence  of  which  the  anterior  portion 
of  the  eye  is  directed  upward  ? 

If  it  be  a  displacement  of  the  globe,  the  diplopia  will  persist 
when  we  have  elevated  the  point  of  fixation ;  it  will  diminish,  on 
the  contrary,  more  and  more,  and  finally  cease,  at  a  certain  eleva- 
tion if  it  be  a  paralysis  of  the  inferior  rectus. 

In  the  latter  case,  moreover,  the  image  of  the  affected  eye  will 
not  only  be  below  the  other  but  drawn  toward  the  other  eye  and 
inclined  in  its  upper  part  toward  the  left  side,  which  would  not  be 
the  case  in  a  total  displacement  of  the  globe. 

We  will  see  in  future  lectures  that  complex  symptoms,  analogous 
to  these  last,  accompany  other  muscular  paralyses ;  these  symptoms 
do  not  exist  in  displacements  of  the  globe. 

We  should  add  that  a  tumor,  an  exostosis,  for  instance,  need 
not  displace  the  eye,  in  one  direction  only.    In  the  majority  o 
cases,  we  shall  have,  independently  of  the  displacement,  vertical 
or  lateral,  also  a  protrusion  of  the  eye  of  a  greater  or  less  degree 
The  protrusion  of  the  eye  is  a  symptom  yet  more  important 
than  the  other  forms  of  displacement. 

It  is  in  the  first  place,  a  more  constant  phenomenon,  because 
the  anterior  portion  of  the  orbital  cavity  is  the  only  direction  m 
which  the  globe  can  recede  before  the  increase  of  volume  of  the 

tissues  surrounding  it.  .      •     -u  ^^^a 

We  find,  therefore,  protrusion  as  a  principal  symptom  m  abscess 
periostitis,  hyperostoses,  tumors,  cysticerci  of  the  orbit,  etc.,  and 
we  find  it  especiallv  in  Basedow^ s  disease  (exophthalmic  goitre). 

The  protrusion  oi  the  eye,  moreover,  is  of  prime  interest,  on 
account  of  the  pernicious  effects  which  it  entails  upon  the  cornea 

and  other  portions  of  the  eye. 

In  Basedow's  disease,  for  example,  the  exopUhalmus  faqaen  ty 
attains  to  such  a  degree  that  the  lids  no  longer  suffice  to  cover  the 
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cornea ;  this  latter,  then,  begins  to  ulcerate,  to  dry  up,  desquamate, 
and  the  trouble  ends  frequently  in  its  total  destruction  and  a 
complete  loss  of  vision. 

We  can  measure  the  protrusion  approximately,  by  taking,  as  a 
point  of  departure,  the  external  edge  of  the  orbit,  and  determining 
the  distance  which  the  cornea  of  each  eye  extends  beyond  it.  For 
this  purpose  we  employ  a  graduated  rule,  which  is  applied  hori- 
zontally against  the  external  wall  of  the  orbit,  and  observe  on  the 
rule  the  point  corresponding  to  the  apex  of  the  cornea. 

It  is  evident  that  this  method  is  not  very  exact,  because  we  are 
not  always  certain  that  we  sight  the  cornea  at  a  right  angle. 
We  can  avoid  this  error  by  using  my  double  rule. 

This  small  instrument  is  composed  of  two  rules  divided  in 
millimeters,  fixed  parallel  to  each  other  at  a  distance  of  about  one 
centimeter,  and  in  such  a  manner  that  the  perpendicular  lines 
marking  the  divisions  of  the  rules  shall  correspond  exactly. 
We  apply  the  zero  point  of  this  double  rule  against  the  edge  of 
the  orbit  and  sight  the  apex  of  the  cornea  across  it.  If  the  two 
corresponding  divisions  on  each  rule  and  the  apex  of  the  cornea 
are  in  a  line,  we  are  certain  that  we  have  sighted  at  a  right  angle 
to  a  line  perpendicular  to  the  cornea. 

This  method  suffices  in  the  majority  of  cases,  and  as  it  measures 
easily  with  the  exactness  of  one  half  a  millimeter,  can  replace  all 
such  instruments  as  protrusiometers,  exophthalmometers,  etc., 
which  have  been  invented  to  measure  exophthalmus,  and  which 
I  do  not  think  it  necessary  to  describe. 

There  is  a  condition,  however,  where  this  method  cannot  be 
applied,  viz.,  where  the  orbit  has  taken  part  in  the  process  which 
produces  the  exophthalmus.  The  orbit  cannot  then  be  taken  as  a 
point  of  departure  for  measurement,  and  can  no  longer  be  com- 
pared with  that  of  the  other  side.  But  there  is  one  point  that 
yet  remains  the  same,  and  that  is  the  bridge  of  the  nose. 

We  can  therefore  find  the  distance  the  bridge  of  the  nose  is  in 
advance  of  the  apex  of  the  cornea  on  each  side.    This  plan  of 


36  EXAMINATION  OF  THE  EYES. 

measurement  is,  however,  not  so  simple  as  the  preceding,  because 
we  can  apply  the  graduated  rule  neither  on  the  bridge  of  the  nose 
nor  on  the  cornea ;  it  is  therefore  necessary  to  sight  the  two  points 
at  a  distance. 

The  amount  of  protrusion  gives  us  no  knowledge  of  the  nature 
of  the  tumor.  We  endeavor  to  obtain  some  idea  of  this  from  the 
resistance  offered  by  the  globe  to  the  finger  in  pressing  it  into  the 
orbit. 

For  this  purpose,  we  apply  the  hands  to  the  temples,  while 
with  the  thumbs  we  make  light,  but  increasing,  pressure  on  the 
two  eyes.  In  this  manner  we  can  easily  ascertain  if  the  affected 
eye  gives  way  under  the  pressure  as  much  as  the  other,  or  if  it 
retains  its  position  in  the  orbit,  or  if  it  eludes  the  pressure,  and  in 
what  direction. 

Exostoses,  tumors  of  very  great  consistency,  it  is  evident,  do 
not  allow  of  much  movement  on  the  part  of  the  globe,  while 
serous  exudations  into  the  orbital  tissue,  and  even  abscesses,  are 

quite  compressible. 

If  the  eye  gives  way  always  in  the  same  direction  under  the 
pressure  of  the  finger,  we  can  be  pretty  certain  that  there  is  a 
tumor  of  considerable  consistency  on  the  orbital  walls  m  the 
direction  opposite  to  that  in  which  the  eye  gives  way. 

I  will  not  describe  here  the  instrument  of  Snellen,  by  which 
we  measure  at  the  same  time  the  protrusion  and  reducibihty  of 
the  eye.  I  would  refer  you  for  a  description  of  the  instrument 
and  the  manner  of  using  it  to  our  work  on  Metrology*  The 
sensibility  of  an  educated  finger  is  generally  sufficient  in  practice. 

*  Handbuch  der  Gesa^mt.  Augenheilk..  B.  iii,  and  Weaker  et  Landolt  Trait. 
Complet  d'Ophthalmologie,  Tom.  i. 
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LECTURE  III. 


MOVEMENTS. OF  THE  EYES. 

Gentlemen  : — Having  now  determined  the  position  of  the 
eyes,  we  turn  our  attention,  next,  to  their  direction. 

Unfortunately,  we  have  not  time  to  study  thoroughly  the 
physiology  of  the  movements  of  the  eyes.  Some  knowledge  of 
this  subject  is,  however,  essential  to  a  proper  understanding  of 
the  pathological  derangements  to  which  they  are  liable. 

You  know  that  the  eye  is  moved  by  six  voluntary  muscles. 

These  muscles,  taking  their  origin  mostly  from  a  tendinous  ring 
around  the  optic  foramen  (Fig.  3),  pass  over  to  the  globe  of  the 
eye,  some  directly,  others  after  reflexion,  and  become  attached  to 
the  sclerotic,  each  by  a  broad,  flat  tendon. 

Four  of  them,  which  go  directly  from  the  optic  foramen  to  the 
globe  of  the  eye,  have  received  the  name  of  recti  muscles,  and  are 
distinguished,  according  to  their  positions,  as  rectus  internus, 
rectus  externus,  rectus  inferior  and  rectus  superior. 

A  fifth  muscle,  the  superior  oblique,  arises,  like  the  foregoing, 
from  the  optic  foramen,  but,  after  passing  along  the  inner  and 
superior  wall  of  the  orbit,  is  reflected  through  a  tendinous  ring 
at  the  superior  and  anterior  inner  edge  of  the  orbital  cavity,  and 
passing  backward,  is  inserted  into  the  upper  and  outer  portion  of 
the  globe. 

The  sixth,  the  inferior  oblique,  arises  from  the  anterior  and 
inner  part  of  the  inferior  wall  of  the  orbit ;  it  passes  under  the 
globe,  toward  the  temple,  and  is  inserted  into  its  outer  and 
posterior  part. 

The  rectus  superior,  rectus  inferior,  rectus  internus  and  the 
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obliquus  inferior  receive  their  nervous  supply  from  tlie  same 
source — the  motor  oeuli  communis  (third  cranial  pair);  the 
superior  oblique  and  rectus  externus  each  receives  a  special  nerve, 
the  former  the  patheticus  (fourth  pair),  the  latter  the  abducens 
(sixth  pair). 

The  action  of  all  these  muscles  is  to  turn  the  eye  around  a  point 


Fig.  3. 


called  the  centre  of  rotation,  situated  on  the  antero-posterior  axis 
of  the  globe,  fourteen  millimeters  behind  the  cornea  and  ten 
millimeters  in  front  of  the  posterior  surface  of  the  sclerotic,  in  the 
emmetropic  eye,  and  corresponding  to  the  point  of  intersection  of 
the  axes  of  rotation  of  the  muscles  of  the  eye.    (See  Fig.  3.) 

From  their  points  of  insertion  it  will  be  readily  seen  that  these 
six  muscles  form  three  pairs  of  antagonistic  muscles,  each  of 
which  is  composed  of  two  muscles  turning  the  eye  around  the 
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same  axis,  but  in  opposite  directions.  Thus,  the  rectus  internus 
and  rectus  externum  turn  the  globe  inward  and  outward  about  a 
vertical  axis. 

The  axis  of  rotation  of  the  rectus  superior  and  rectus  inferior 
{d  d  Fig.  3)  is  situated  in  a  horizontal  plane ;  it  is  not,  however, 
strictly  transversal,  but  forms,  with  the  visual  axis,  an  angle  of 
about  67  degrees,  the  nasal  extremity  being  in  advance  of  the 
temporal.  On  this  account  these  two  muscles,  apart  from  their 
principal  action  in  elevating  and  depressing  the  cornea,  have  an 
effect  to  turn  the  eye  slightly  inward. 

The  axis  of  rotation  of  the  superior  and  inferior  oblique 
(o  0  Fig.  3)  is  likewise  in  a  horizontal  plane,  but  its  direction  is 
much  more  oblique  than  the  foregoing,  since  it  makes,  with  the 
visual  axis,  an  angle  of  38  degrees ;  its  external  or  temporal  ex- 
tremity is  in  advance  of  its  inner  or  nasal.  These  two  muscles, 
therefore,  incline  the  cornea  outward,  to  a  considerable  degree, 
at  the  same  time  that  they  direct  it,  the  first  downward,  the  second 
upward. 

In  a  normal  condition  these  muscles,  with  the  exception  of  the 
internal  and  external  recti,  never  act  singly,  but  are  associated  in 
divers  manners  for  bringing  the  line  of  vision  into  different 
positions. 

Thus,  to  look  directly  upward  the  rectus  superior  and  ohliquv^ 
inferior  are  united  in  action ;  to  look  directly  downward,  on  the 
contrary,  requires  the  combined  action  of  the  rectus  inferior  and 
obliquus  superior.  In  this  combination  the  deviation  inward  which 
would  be  caused  by  the  recti  superior  and  inferior,  when  acting 
singly,  is  counteracted  by  the  opposing  action  of  the  ohliqui.  But, 
even  when  a  single  muscle  suffices  for  any  direction  of  the  visual 
axis,  there  will  be  none  the  less  a  simultaneous  contraction  of  all  the 
other  muscles,  in  order  to  maintain  the  eye  in  the  position  which 
it  occupies.  This  tension  of  the  muscles  of  the  eye  is,  moreover, 
permanent,  for  on  section  of  all  the  muscles  the  globe  is  seen  to 
advance  several  millimeters.    In  all  cases  every  movement  of  one 
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eye  is  normally  accompanied  by  a  simultaneous  movement  on  tlie 

part  of  tlie  other. 

We  will  complete  these  preliminary  physiological  remarks  by 
adding  that  in  the  investigation  of  the  movements  of  the  eye  we 
take,  Is  a  normal  point  of  departure,  a  position  of  the  eyes  which 
corresponds  to  a  mmimum  of  innervation  of  their  muscles.  In 
this  position,  which  is  called  the  primary  position,  the  visual 
lines  are  directed  straight  in  front,  parallel  to  each  other,  and  in 
the  same  horizontal  plane. 

It  is  the  office  of  the  muscles  of  the  eye  to  direct  the  two  eyes  to 
the  point  of  fixation  in  such  a  manner  that  the  image  of  the  object 
fixed  shall  fall  simultaneously  on  the  macula  lutea  of  each  eye  ; 
or,  in  other  words,  to  secure  single  vision  with  the  two  eyes. 

All  departures  from  this  rule  indicate  a  derangement  in  their 
function. 

All  disturbances,  therefore,  in  the  movements  of  the  eyes 
manifest  themselves  by  the  impossibility  to  direct  the  two  eyes 
together  to  the  point  of  fixation.  This  is  manifested,  on  the  part 
of  the  patient,  by  the  impossibility  of  simple  binocular  vision, 
with  the  subjective  symptoms  of  asthenoTpia  and  diplopia;  on  the 
part  of  the  surgeon  by  the  deviation  of  the  eyes  of  the  patient. 

Whenever,  therefore,  a  patient  presents  himself  havmg  his  eyes 
turned  from  their  normal  position,  that  is  to  say,  not  directed 
to^^ether  toward  the  object  fixed,  the  following  questions  present 
themselves  for  solution,  and  their  answers  fix  the  diagnosis 

1st.  In  what  direction  is  the  deviation  ? 

2d.  Which  is  the  deviating  eye  ? 

3d.  What  is  the  degree  of  the  deviation  ? 

4th  To  what  cause  is  the  deviation  due  ? 

In  order  to  simplify  the  study  of  these  questions,  and  at  the 
same  time  to  see  the  full  extent  of  their  bearing,  let  us  take  an 

'Tpltient  comes  to  you  and  you  find  that  the  two  eyes  do  not 
fi:,  upon  the  same  point.    You  should  first  ask  yourself.  In  what 
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direction  is  the  deviation  ?  To  take  tlie  most  common  instance, 
is  it  an  excess  of  convergence  or  of  divergence?  It  is  an 
excess  of  convergence  when  the  lines  of  vision  or  the  visual 
axes  cross  in  front  of  the  point  of  fixation ;  it  is  an  excess 
of  divergence  when  they  cross  behind  it.  It  is  easy  to  determine 
either  of  these  conditions.  By  causing  the  patient  to  fix  an  object, 
as  the  tip  of  the  finger,  for  example,  we  see  immediately  whether 
the  eyes  converge  too  much  or  too  little.  In  the  example  we 
have  taken,  let  us  suppose  that  the  visual  lines  cross  in  front  of 
the  object  fixed :  the  strabismus  is  convergent. 

We  must  now  determine  which  eye  it  is  that  deviates.  In  other 
words,  an  excess  of  convergence  being  demonstrated,  to  which  eye 
is  it  due  ?    A  variety  of  cases  may  present  themselves. 

In  the  first  place,  the  convergence  may  be  produced  either  by 
a  paralysis  of  the  external  rectus,  or  by  a  spasm  of  the  internal 
rectus ;  the  latter,  however,  being  extremely  rare. 

Or,  without  a  loss  of  mobility  in  any  of  the  muscles  there  may 
exist  a  disturbance  in  their  relative  movements,  a  condition  in 
which  both  visual  axes  are  never  directed  to  the  same  point,  but 
are  always  crossed  in  front  of  the  object,  whichever  eye  is  fixed 
on  it.  This  is  called  strabismus  conaomitans.  In  this  case  the 
field  of  excursion  of  each  eye  is  not  diminished,  but  only  displaced 
a  certain  number  of  degrees  inwardly  or  outwardly. 

Finally,  strabismus  may  be  only  apparent.  The  centres  of  the 
cornea  which  guide  our  judgment  in  this  matter,  or  rather  the 
corneal  axes,  may  converge  or  diverge,  while  the  visual  lines 
cross  at  the  point  of  fixation.  This  is  possible  for  the  following 
reason:  Even  in  the  normal  eye  the  visual  lines  do  not,  as  a 
general  rule,  coincide  with  the  axes  of  the  cornea,  but  form  with 
them  an  angle  which  is  called  the  angle  a.  You  can  readily 
understand  that  this  angle  may  be  larger  or  smaller  in  difierent 
individuals. 

Allow  me,  by  way  of  parenthesis,  to  say  a  few  words  concerning 
4 
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the  angle  a,  of  which  you  hear  too  frequent  mention  in  ophthal- 
mology not  to  have  your  ideas  made  definite  in  regard  to  it. 

The  angle  a,  as  we  have  said,  is  the  angle  formed  hy  the 
optical  axis  and  the  visual  axis  (Fig.  4). 

The  optical  axis,  in  a  dioptric  system  accurately  centred,  is  the 
line  a  a  which  passes  through  the  optical  cen- 
tres of  the  system,  and  is  perpendicular  to  its 
surfaces.  On  the  optical  axis  are  situated  the 
cardinal  points,  among  others  the  fod,  and  the 
nodal  point  which  represents  the  optical  centre 
of  the  system.  In  the  eye  this  optical  centre  is 
found  in  the  posterior  portion  of  the  crystalline 

lens  at  k  (Fig.  4). 

The  visual  axis  is  the  line  which  unites  the 
point  fixed  ( V)  and  the  macwZa  lutea  (m).  This 
line  necessarily  passes  through  the  nodal  point, 
and  if  the  yellow  spot  were  perfectly  centred— 
if  it  were  found  on  the  optical  axis— the  visual 
axis  and  the  optical  axis  would  coincide.  AH 
objects  fixed  would  then  be  on  the  optical  axis ; 
there  would  be  nO  angle  a.    Bat  the  macula  is 
not  as  a  rule,  found  on  the  optical  axis;  conse- 
quently this  latter  only  coincides  with  the  visual 
axis  at  the  nodal  point,  and  forms  with  it  the 
angle  a,  the  apex  of  which  is  the  nodal  point. 

n  ti;e  great  majority  of  cases  the  yellow  spot  is  si^ua  d  to 
the  outer  side  of  the  optic  axis;  the  anterior  extremity  of  the 
is  there^re  W  on  the  inner  side  of  the  op^^a^ 
In  this  case,  we  give  the  sign  +  ^o  the  angle  a  and  call  i^^  ^^  ^^^ 

This  eccentricity  of  the  macula  may  be  so  great  as  t^^  F 
in  certain  cases  an  angle  a  of  7°  or  even  more    Th  s  .  the 
particularly  in  hypermetropia.    In  emmetrop^a  it  is  smaller,  gen 

erally  from  3°  to  4°. 

Myopic  eyes  have  a  smaller  angle  a,  and  in  hign  g 
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myopia  the  yellow  spot  approaches  the  optic  nerve  to  such  an 
extent  that  it  sometimes  passes  beyond  the  optic  axis  and  is 
found  on  the  inner  side.  In  this  ease,  the  anterior  extremity  of 
the  visual  axis  is  situated  to  the  outer  side  of  the  optic  axis,  and 
the  angle  a  is  negative  ;  we  give  it,  then,  the  negative  sign  — . 

These  facts,  worked  out  by  Helmholtz,  Knapp,  Bonders  and 
Doijer,  and  demonstrated  by  all  who  have  occupied  themselves 
with  ophthalmometry,  coincide  perfectly  with  analogous  facts  which 
I  have  observed  in  my  measurements  of  the  distance  between  the 
papilla  and  macula  lutea.  I  have  measured  the  distance  in  100 
eyes  during  life,  and  have  found  a  mean  of  3.9  millimeters  for  the 
emmetropic  eye,  a  greater  distance  for  the  hypermetropic  eye, 
and  a  smaller  for  the  myopic*.  M.  Dobrowolsky  has  obtained 
similar  results. 

You  understand,  now,  how  it  is  that  when  the  angle  a  is 
positive  the  eyes  appear  to  diverge,  while  they  appear  to  converge 
in  the  opposite  condition,  notwithstanding  the  perfectly  correct 
direction  of  the  visual  axis ;  the  observer  guiding  himself  by  the 
centre  of  the  cornea  or  the  pupil  through,  or  near  to  which,  passes 
the  optical  axis. 

For  the  determination  of  the  angle  a  we  generally  use  the 
ophthalmometer,  which  is  admirably  adapted  for  the  purpose  and 
very  exact.  But,  as  the  instrument  is  not  always  accessible,  I 
will  describe  a  method  much  less  exact  but  more  simple,  which  we 
owe  to  Javal. 

The  eye  to  be  examined  is  placed  in  the  centre  of  a  graduated 
arc  like  that  of  the  perimeter.  The  eye  is  then  requiried  to  fix  a 
point  (o)  which  corresponds  to  the  apex  of  the  arc,  while  you 
move  along  the  arc  a  small  flame,  the  reflection  of  which  you 
observe  in  the  cornea.  At  a  certain  degree  of  the  arc  the  reflection 
of  the  flame  will  be  just  in  the  centre  of  the  cornea.  You  find 
this  point  by  following  the  progress  of  the  flame,  the  eye  being 
directly  above  or  beneath  it.    When  this  point  is  found  we  know 

*  Annali  d'ottalmologia  del  Prof.  Quaglino.    Milano,  1872,  I. 
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that  the  flame  is  situated  on  the  optical  axis,  since  it  is  directly  in 
front  of  the  centre  of  the  cornea. 

On  the  other  hand,  the  visual  axis  of  the  eye  passes  through 
the  point  0,  on  which  it  is  fixed.  The  eye  being  in  the  centre  of 
the  arc,  the  degree  on  which  the  flame  is  found  measures  the 
angle  «. 

A  very  simple  and  exact  method  for  determining  the  angle  a, 
and  small  degrees  of  strabismus,  has  been  lately  published  by  our 
assistant,  Charpentier.*  The  plan,  in  brief,  is  as  follows:  The 
deviating  eye  is  placed  at  the  centre  of  the  perimeter.  At  o,  or 
on  a  line  with  it,  is  placed  a  small  flame  which  the  patient  must 
accurately  fix.  The  observer  now  moves  along  the  graduated  arc, 
the  flame  remaining  in  its  place,  until  he  sees,  with  one  eye,  the 
reflection  of  the  flame  at  the  apex  of  the  cornea  of  the  deviating 
eye.  The  angle  which  is  thus  formed  is  double  the  angle  of  the 
deviation  of  the  eye. 

Fig.  5. 


In  fig.  5,  0  i»  the  deviating  eye,  which  should,  in  its  normal 
position  be  ,  directed  toward  L,  but  is  now  directed  toward  X 
The  angle  AoL  is  the  angle  of  the  strabismus.   The  eye  of  the 
observer  will  see  the  reflection  of  the  flame  L  from  the  centre  of 
*  Annal,  d'ocul.,  Jan.-Fev.,  1878. 
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the  cornea  at  B,  when  the  ray  Lc  will  be  reflected  from  the  cornea 
at  an  angle  equal  to  the  angle  of  incidence  LcA.  This  last  angle 
is  almost  the  same  as  the  angle  LoA,  which  is  the  angle  of  the 
strabismus,  and  which  is  half  the  angle  LcB. 

Let  us  now  return  to  our  patient.  We  must  first  determine 
whether  the  strabismus  is  real  or  apparent.  For  this  purpose  we 
simply  cover,  with  our  hand,  one  of  the  eyes  of  the  patient  (or  we 
can  use  with  great  advantage,  for  the  same  end,  a  piece  of  ground 
glass,  which,  applied  close  to  the  eye  of  the  patient,  allows  the 
surgeon  to  follow  the  movements  of  that  eye,  but  through  which 
the  patient  is  unable  to  see).  We  then  cause  the  patient  to  fix 
attentively  the  forefinger  of  the  other  hand  with  the  uncovered  eye. 

Now,  while  he  fixes  the  finger  closely  we  cover  and  uncover 
rapidly  the  other  eye.  If  the  eye  first  covered  does  not  move 
while  under  the  glass,  or  when  the  cover  is  removed,  and  sees 
the  finger  fixed,  distinctly,  the  strabismus  is  only  apparent ;  it  is 
due  to  the  angle  «.  Already  under  the  hand  or  glass,  that  eye 
was  directed  to  the  object  fixed  by  the  free  eye.  We  had 
attributed  to  a  deviation  of  the  visual  axis  that  which  was  due  to 
the  convergence  of  the  corneal  axes. 

In  cases  such  as  we  have  chosen  (convergent  strabismus),  appa- 
rent strabismus  will  be  exceptional,  the  divergence  of  the  optic 
axes  being,  as  we  have  seen,  much  more  common  than  converg- 
ence. In  our  case,  as  soon  as  we  remove  the  hand  from  the 
covered  eye  it  makes  a  movement  outward,  in  order  to  fix  the 
finger.  This  shows  that  under  the  hand  it  had  been  directed  too 
far  inward.    The  strabismus  is,  therefore,  real. 

This  fact  being  established,  we  have  now  to  determine  whether 
we  have  to  do  with  a  paralysis  of  one  of  the  external  recti  muscles, 
or  with  a  strabismus  concomitans. 

For  this  purpose  we  repeat,  successively,  on  each  eye,  the 
procedure  just  detailed ;  we  ascertain,  by  this  means,  whether  the 
movement  of  readjustment  is  the  same  for  each  eye,  in  which  case 
it  will  be  a  strabismus  concomitans ;  or  whether  the  deviation 
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is  more  pronounced  on  one  side  than  on  the  other,  as  would  be 
the  case  if  there  were  paresis.  In  the  latter  instance  the  side  of 
the  paresis  will  be  that  on  which  the  eye  deviates  the  less  under 
the  ground  glass  or  hand ;  in  other  words,  that  which  makes  the 
least  movement  of  readjustment. 

In  our  case,  for  example,  the  left  eye  deviates  less  than  the 
right;  it  is,  therefore,  the  one  that  is  affected,  and  we  have  to  do 
with  a  paresis  of  the  external  rectus  on  the  left  side. 
This  is  explained  as  follows : — 

The  affected  eye  being  directed,  in  a  state  of  rest,  too  far  inward, 
demands  a  contraction  of  its  external  rectus  muscle  to  direct  it  to 
the  object  to  be  fixed.  But,  in  order  to  produce  that  contraction, 
this  weakened  muscle  requires  an  increased  nervous  impulse, 
which  must  be  the  greater  in  proportion  to  the  degree  of  its 

paresis.  •  3  v 

Now,  the  outward  movement  of  one  eye  is  accompamed  by  an 
inward  movement  on  the  part  of  the  other.    The  contraction  0 
■  the  left  external  rectus  being  associated  with  that  of  the  mterna 
rectus  on  the  right  side,  and  as  this  latter  is  healthy,  it  will 
respond  by  a  more  powerful  contraction. 

Therefore,  while  the  left  eye,  looking  singly,  makes  an  effort  m 
an  outward  direction  just  sufficient  to  fix  the  object,  the  right  is 
directed  so  strongly  inward  as  to  direct  the  line  of  vision  to  the 
inner  side  of  the  object  fixed;  when  the  right  eye  looks  smg  y, 
it  demands  for  its  sound  muscle  a  nervous  impulse  less  intense, 
the  left  eye  will  be  deviated  in  a  less  degree.    We  can  easdy 
understand,  then,  that  the  deviation,  and  — en^^^^^^  ^ 
movement  of  readjustment,  is  greater  for  the  healthy  than  the 

affected  eye.  .       .^j-,  •  ■>  • 

We  are  ttas  enabled  to  answer  fte  second  quesUon  :  Wbch  .s 

the  deviating  eye?  But  oar  diagnosis  will  gain  much  m  prec>.on 

it  we  determine,  at  the  same  time,  the  Jmto  of  «.r«o./or  ^ 

eue  or  more  properly,  the^ieM  of  fixaiwn. 

For  this  puV-  we  cause  the  patient  to  follow,  w.th  h.s  eyes. 
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our  finger,  wHcli  we  move  to  the  right,  left,  upward,  downward, 
to  the  furthest  limits  at  which  he  is  able  to  see  it. 

We  thus  compare  the  degree  of  adduction  and  abduction  which 
each  eye  is  capable  of,  and  ascertain  whether  these  movements 
are  normal,  as  they  are  in  the  case  of  strabismus  concomitans,  or 
whether  they  are  limited  in  one  direction,  as  they  would  be  in 
paresis  or  paralysis. 

This  is  a  rough  means  for  determining  the  limits  of  the 
movements  of  the  eyes,  but  more  latterly  I  have  been  using  a 
method  in  my  clinic  which   enables  me  to  measure,  with  a 
considerable  degree  of  exactness,  the  field  of  fixation  for  each  eye, 
both  in  healthy  and  pathological  conditions.    I  put  the  head  of 
the  patient  at  the  centre  of  the  hemisphere  represented  on  the 
walls  by  tangents  (Fig.  8).    The  divisions  are  made  in  a  hori- 
zontal and  vertical  direction,  as  well  as  in  two  intermediate 
.  directions.    I  cause  the  eye  under  examination  to  follow  an 
object  (test  letters),  which  measures  its  minimum  acuteness  of 
vision,  and  which  I  move  along  the  graduated  lines.    The  patient 
indicates  the  points  where  it  can  no  longer  be  seen  distinctly. 
This  marks,  of  course,  the  limits  of  excursion  for  the  eye  in  the 
various  directions  followed.    It  is  quite  necessary  to  use  as  an 
object  one  of  which  the  patient  can  distinguish  the  details,  and 
not  simply  a  piece  of  white  paper  or  a  flame  of  a  candle,  because, 
in  order  to  determine  with  exactness  the  limits  of  movements,  we 
must  take  as  a  basis  the  liiie  of  direct  vision  which  falls  on  the 
macula  lutea.    If  we  use  indirect  vision  we  are  sure  to  obtain  a 
field  of  fixation  larger  than  exists  in  reality. 

The  measurement  can  also  be  made  by  means  of  the  perimeter 
and  very  small  printed  letters.  This  plan  is  especially  applicable 
to  myopes.  The  field  of  fixation  is  recorded  on  the  same  diagrams 
as  the  field  of  vision  (Fig.  24).  This  method  of  determina- 
tion is  of  especial  importance  when  we  have  to  do  with  the 
operation  of  strabotomy.  By  measuring,  before  the  operation,  the 
degree  of  strabismus  and  the  contractile  power  of  the  weakened 
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muscle  and  its  antagonist,  and  by  repeating  the  measurements, 
after  the  operation,  for  some  days,  we  can  obtain  valuable  hints  as 
regards  the  choice  of  an  operative  method  and  the  amount  of 
effect  it  is  necessary  to  produce. 

The  mean  measurements  of  the  field  of  fixation,  in  a  normal 
condition  are — 

Outward,  45°-50°.  Inward,  45°. 

Upward,  35°-40°.  Downward,  60°. 

In  our  case,  we  see  that  in  making  the  patient  look  strongly  to 
the  right  the  pupil  of  the  right  eye  is  half  hidden  under  the 
external  angle  of  the  lid,  while  in  looking  strongly  to  the  left  the 
external  edge  of  the  left  pupil  hardly  reaches  the  outer  angle  on 
that  side.  As  far  as  the  power  of  convergence  is  concerned,  it  is 
preserved  in  an  equal  degree  in  the  two  eyes. 

When  the  eye  does  not  follow  the  object  of  fixation  in  a  certain 
direction,  but  remains  motionless,  there  is  evidently  a  complete 
paralysis  of  the  muscle  which  moves  it  in  that  direction.  If,  on 
the  contrary,  the  eye  is  able  to  follow  it  up  to  a  certain  point,  as 
in  the  case  under  consideration,  the  paralysis  is  incompUte. 

When  the  eye  arrives  at  the  limit  of  the  excursion  which  it  is 
capable  of,  we  frequently  see  it  affected  with  oscillatory  move- 
ments. This  nystagmus  is  due  to  the  fact  that  the  muscles 
which,  in  a  normal  condition,  are  accessory  to  the  paralyzed 
muscle  endeavor,  but  without  success,  to  supply  its  place.  It  is 
the  two  obliques,  and  possibly  some  isolated  fibres  of  the  recti 
inferior  and  superior,  which  produce  this  rotatory  movement. 

We  are  now  prepared  to  study  the  third  question :  What  is  the 
degree  of  the  strabismus  ? 

You  have  seen  that  just  now,  in  estimating  approximately  the 
deviation  of  the  eye,  I  took  as  the  fixed  point  of  comparison  the 
.commissures  of  the  lids.    We  are  accustomed  to  express  the 
strabismus  by  a  linear  measure.which  we  note  on  the  edge  of  the 
lid.    Thus,  we  speak  of  a  strabismus  of  5  millimeters  when  the 
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point  on  the  lower  lid  which  corresponds,  vertically,  to  the  centre 
of  the  deviating  eye  is  removed  5  millimeters  from  the  point  to 
which  the  centre  of  the  pupil  would  correspond  in  a  normal 
condition. 

You  will  easily  see,  however,  that  this  is  a  method  of  measure- 
ment extremely  arbitrary.  In  the  first  place,  what  is  more  difficult 
than  to  determine  exactly  the  points  on  the  lid  which  correspond 
to  the  first  and  second  positions  ? 

Then,  again,  it  is  evident  that  rotary  movements,  such  as  those 
of  the  eye,  should  never  be  expressed  by  linear  measure.  When 
we  have  to  do  with  displacements  of  the  eye  in  its  totality,  we 
may  say,  the  eye  is  moved  5  millimeters  upward,  downward,  to 
the  left,  to  the  right,  or  forward.  But  the  movements  of  the  eyes 
are  not  displacements  en  masse,  as  we  well  know;  they  are 
rotations  around  a  centre  which  remains  fixed. 

The  expression  of  the  excursive  movements  of  the  eye,  as  well  as 
the  limitation  of  such  excursions,  is  given  by  the  arc  which  the 
eye  has  described,  or  by  its  corresponding  angle,  the  apex  of 
which  is  at  the  centre  of  rotation  of  the  globe. 

You  can  see  what  errors  we  are  liable  to  commit  by  measuring 
this  arc  by  its  projection  on  a  straight  line.  You  find  one  day, 
we  will  suppose,  a  strabismus  of  5  millimeters ;  some  time  after  it 
is  10  millimeters  ;  would  you  say  that  it  had  doubled  ?  Certainly 
not.  You  all  know  that  the  projection  of  equal  arcs  on  a  right 
line  tangent  to  0°  diminishes  more  and  more  in  proportion  as  the 
arcs  approach  to  90°,  in  such  a  manner  that,  in  the  case  we  speak 
of,  the  rotation  of  the  eye  has  more  than  doubled.  . 

Strabometry  based  on  the  measure  of  displacement  of  the 
centre  of  the  pupil  is,  therefore,  a  method  radically  wrong,  and  it 
is  astonishing  that  any  one  should  propose  a  linear  strabometer. 

If  we  use  a  graduated  rule  across  which  we  sight  at  the  centre 
of  the  pupil,  if  we  use  the  edge  of  the  lid,  which  is  neither  a 
straight  line  nor  an  arc  concentric  with  the  excursions  of  the  eye, 
or  if  we  use  the  pretended  strabometers,  which  consist  of  a 
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graduated  disc  having  the  curvature  of  the  lids,  we  cannot  hope 
to  obtain  a  true  measurement  of  the  strabismus. 

If  you  want  only  an  approximate  estimation  the  naked  eye 
suffices.  If  you  want  an  exact  measurement,  such  as  a  conscien- 
tious observation  of  the  progress  of  the  affection  demands,  you 
must  determine  the  angle  of  the  strabismus. 

I  have  defined  this  angle  as  follows*:    The  an^le  of  the 
strabismus  is  the  angle  which  the  visual  axis  of  the  deviating  eye 
forms  with  the  direction  which  it  should  have  in  a  normal  condi- 
tion. 

We  can  determine  this  angle  either  subjectively  or  objectively. 
The  simplest  manner  of  determining  the  angle  of  the  strabismus 
is  analogous  to  that  we  used  in  measuring  the  angle  a  (see  Fig.  6). 

We  employ  the  graduated  arc  of  the  perimeter,  at  the  centre  of 
which  we  place  the  deviating  eye  c,  the  arc  lying  in  the  plane  of 
the  deviation.  In  the  case  we  have  taken  as  an  example,  the 
plane  will  lie  horizontally.  We  then  cause  the  patient  to  fix  with 
his  two  eyes  a  distant  object  0,  situated  on  the  central  radius  coO. 
This  is  the  direction  which  the  deviating  eye  should  have  in  a 
normal  condition.  What  we  have  now  to  determine  is  the  pomt 
X,  at  which  the  eye  is  in  reality  directed ;  the  angle  ocx  formed  by 
these  two  directions  is  the  angle  of  the  strabismus. 

In  order  to  obtain  this  latter  direction,  we  have  only  to  determine 
the  visual  axis  of  the  eye.    This,  however,  is  by  no  means  an  easy 
matter    We,  therefore,  in  practice  remain-  content  with  the  optical 
axis  which  differs  from  the  former,  as  we  have  seen,  only  by  an 
angle  (angle  a)  which,  in  comparison  with  the  large  angle  of  the 
strabismus,  we  can  easily  neglect.    We,  therefore,  as  has  already 
been  explained,  move  a  candle  along  the  arc  until  it  comes  to  ^e 
point  X  where  its  reflection  is  in  the  centre  of  the  cornea.  We 
have  then  found  the  optical  axis.    The  method  of  Charpentier, 
described  on  page  44,  is  most  admirable  for  low  degrees  of  stra- 

*  See  Handhu^h  der  GesamnUel  AugenhMe,  von  Gr^fe  u.  Stoisch. 
Band  III. 
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bismus.  It  does  not  answer  so  well  as  the  foregoing  in  the  hig! 
degrees. 

If  the  eye  is  deviated  upward  or  downward,  we  proceed  in 
same  way,  placing  the  arc  vertically. 

Fig.  6. 


When  the  deviation  is  not  in  a  horizontal  or  vertical  plane,  but 
in  an  intermediate  one,  it  will  be  with  considerable  difficulty  that 
we  can  determine  the  precise  meridian  of  deviation.  In  this  case 
we  measure  separately  the  horizontal  and  vertical  deviation.  The 
result  is  then  expressed  as  follows :  the  eye  has  a  deviation  of, 
say,  2°  horizontally,  and  10°  vertically. 

This  manner  of  proceeding  is  the' more  legitimate  since  we  follow 
the  same  principle,  as  we  shall  see  further  on,  in  determining 
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subjectively  the  degree  of  the  strabismus,  and  frequently  even  in 
therapeutics,  by  combining  a  tenotomy  of  the  superior  or  inferior 
rectus  muscle  with  that  of  a  lateral  muscle. 

After  you  have  examined  the  deviation  of  the  eye  at  a  distance, 
it  should  be  examined  for  the  changes  which  it  undergoes  for  near 
vision.  For  this  purpose  you  simply  bring  the  object  0  nearer, 
and  proceed  as  before. 

We  frequently  see  the  degree  of  the  strabismus  change  with  the 
convergence,  and  this  fact  furnishes  us  with  important  indications 
for  operative  procedure.  If  we  find,  for  example,  that  a  convergent 
strabismus  diminishes  very  much  in  near  vision,  we  should  be 
careful  to  guard  against  too  great  an  effect  in  the  tenotomy,  which 
would  expose  the  patient  to  the  evils  of  a  painful  or  incomplete 
convergence. 
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MOVEMENTS  OF  THE  EYES  (Continued).— P E I S M S . 

Gentlemen  : — The  objective  examination,  of  whicli  we  spoke  in 
the  last  lecture,  is  the  only  one  possible  in  cases  where  the 
deviating  eye  has  lost  its  power  of  vision.  Where  the  power  of 
vision  is  still  preserved  this  should  be  followed  by  the  subjective 
examination. 

The  principal  subjective  symptom  of  paralytic  strabismus  is 
diplopia.  The  diplopia  is  due  to  the  fact  that  the  retinal  image 
of  the  object  fixed,  which,  in  the  unaffected  eye  is  formed  on  the 
macula,  falls,  in  the  deviating  eye,  on  another  part  of  the  retina, 
and  is  projected  as  if  the  eye  was  in  its  normal  position. 

Let,  for  example,  D  (Fig.  7)  be  the  right  eye,  and  S  the  left 
deviating  inward.  The  centre  of  rotation  is  in  r,  the  macula  in 
m ;  0  is  the  object  of  fixation.  The  macula  of  the  right  eye  is 
directed  toward  the  point  0;  that  of  the  left  is  directed  toward 
the  point  X.  The  image  of  0,  instead  of  being  formed  in  the 
latter  eye  at  m,  is  formed  at  o,  and  the  eye  S,  which  judges  of 
the  position  of  exterior  objects  as  if  it  was  in  the  proper  position, 
projects  its  retinal  image  o  in  the  direction  from  which  the 
luminous  rays  should  come,  that,  in  a  normal  position  of  the  eye, 
form  their  image  in  o. 

In  order  to  find  this  last  direction  we  have,  then,  to  suppose  the 
eye  returned  to  its  normal  direction,  toward  0.  In  this  case  the 
point  m  will  be  at  o  in  front  of  0 ;  and  o  will  be  displaced  at  an 
equal  angle,  and  be  found  in  o',  and  consequently  the  image  will 
be  projected  in  the  direction  o'  0'.  The  object  fixed  is  really, 
therefore,  seen  by  the  left  eye  S  at  0\    It  is  at  0'  that  the 
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object  should  be  found  which  forms  its  image,  whea  the  eye  is 
normally  directed,  at  o'.  As  this  projection  of  the  object  is 
situated  on  the  same  side  as  the  deviating  eye,  we  caU  this  form 
of  diplopia  homonymous. 


Fig.  7. 


The  reverse  of  this  takes  place  in  araii^mm  dwergens.  when 
the  eye  ie  deviated  outward.   The  anterior  portion  of  the  eye 
being  then  tnrned  ontward,  the  posterior  part  is  turned  m  he 
opposite  direction,  and  the  macula  is  situated  on  the  mside  of  h 
toage  of  the  object  fixod;  the  latter  is,  therefore,  formed  on  the 
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temporal  part  of  the  retina.  Since,  in  a  normal  condition,  it  is  the 
objects  situated  on  the  opposite  side  which  form  their  images  on 
the  outer  portion  of  the  retina,  the  image  is  projected  in  the 
direction  of  the  nose,  that  is  to  say,  to  the  side  of  the  unaffected 
eye,  and  the  diplopia  is  crossed. 

Hence  the  general  law :  The  diplopia  is  always  in  the  direction 
opposite  to  that  of  the  deviation:  strabismus  convergens, 
homonymous  diplopia;  strabismus  divergens,  crossed  diplopia; 
eye  deviated  upward,  image  below ;  deviation  downward,  image 
above.  In  the  example  which  we  have  selected  we  will  have, 
therefore,  a  homonymous  diplopia. 

The  diplopia  is  only  noticeable  by  the  patient,  and  causes  him  to 
seek  advice,  when  the  deviation  occurs  suddenly,  in  consequence 
of  an  apoplexy,  for  example,  or  in  rheumatic,  syphilitic,  or 
traumatic  paralysis,  etc.  When  the  strabismus  is  developed 
slowly,  especially  in  anisometropia,  or  when  there  is  a  notable 
difference  in  the  acuteness  of  vision  in  the  two  eyes,  the  patient 
soon  learns  to  suppress  the  image  of  the  deviating  eye  and  to 
look  only  with  the  other,  whether  there  be  a  persistent  deviation 
on  one  side,  or  each  eye  fixes  in  succession. 

In  these  cases  we  sometimes  bring  out  the  diplopia  by  covering, 
with  a  colored  glass  of  a  strong  tint,  the  eye  which  is  habitually 
in  use,  and  cause  the  patient  to  look  at  the  flame  of  a  candle 
placed  at  about  two  or  three  meters  distance.  This  method  has, 
moreover,  the  additional  advantage  of  enabling  us  to  control 
better  the  answers  of  the  patient,  since  we  always  know  to  which 
eye  to  refer  each  image. 

In  our  case,  therefore,  we  will  cover  the  right  eye  with  a  deep 
red  glass,  and  the  patient  will  say  that  he  sees  two  flames,  one,  of 
the  usual  yellow  color,  to  the  left,  the  other,  red,  to  the  right.  If 
the  diplopia  is  not  immediately  pronounced  we  ask  him  the  color 
of  the  flame  he  sees;  he  will  probably  answer  "red."  We  then 
cover  the  right  eye  with  the  hand  in  order  to  draw  his  attention 
and  fix  it  on  the  image  of  the  left  eye.    By  thus  covering  each 
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eye  in  succession  you  will  soon  find  the  patient  observing  two 
images. 

There  are  cases,  however,  where,  the  strabismus  not  being  very 
great,  the  patient  succeeds  in  uniting  the  double  images  for  some 
time,  and  sees  only  a  single  red  flame. 

You  must  not  confound  this  single  but  binocular  vision  with 
monocular  vision ;  because  the  flame  seen  by  a  single  eye  through 
the  colored  glass  appears  deeper  in  color  than  if  seen  by  the  two 
eyes  together.  In  order  to  make  the  diplopia  apparent  we  have 
only  to  place  in  front  of  the  unaffected  eye  a  prism,  with  its  base 
turned  upward  or  downward.  The  image  is  thus  deviated 
vertically,  and  the  fusion  of  this  image  with  that  of  the  other  eye 
is  made  impossible. 

The  patient  being  no  longer  able  to  correct  the  hoi-izontal 
diplopia,  we  can  measure  the  lateral  displacement  without  any 
difficulty. 

The  existence  of  diplopia  being  established,  we  now  turn  our 
attention  to  the  determination  of  its  degree.  This  is  evidently  in 
direct  relation  to  the  distance  between  the  double  images.  It  is 
hardly  necessary  to  say  that  this  distance  increases  with  the 
degree  of  the  strabismus ;  the  greater  the  deviation  of  the  eye  the 
more  is  the  corresponding  image  removed  from  that  of  the  other 
eye. 

Moreover,  we  find  the  diplopia  greater  in  the  direction  of  the 
paralyzed  muscle,  and  less  in  the  direction  of  the  deviation. 
There  is  yet  another  method  for  determining  which  muscle  is 
paralyzed.  In  our  case,  for  example,  the  distance  between  the 
double  images  will  increase  in  proportion  as  we  carry  the  object 
of  fixation  to  the  left ;  it  will  diminish,  on  the  contrary,  in  the 
right  half  of  the  field  of  fixation,  and  will  cease  altogether  when 
the  object  coincides  with  the  direction  of  the  visual  axis  of  the 
deviating  eye.  The  diplopia  can,  therefore,  be  rnade  to  serve  as  a 
measure  of  the  strabismus;  only  we  must  observe  certam 
precautions. 
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In  the  first  place,  the  diplopia  varies,  for  the  same  deviation, 
according  to  the  distance  between  the  objeot  fixed  and  the  eyes  of 
the  patient;  it  increases  and  diminishes  directly  as  this  distance. 
You  can  easily  convince  yourself  of  this  fact  by  producing '  an 
artificial  diplopia  by  means  of  a  prism.  You  will  thus  see  that 
the  two  images  approach  to  or  remove  from  each  other,  as  the 
object  is  approached  to  or  removed  from  the  eyes.  If  we  would 
express  the  degree  of  the  strabismus  by  the  distance  between  the 
double  images,  it  is  necessary  to  state  the  distance  between  the 
object  fixed  and  the  eyes  of  the  patient. 

This  method  is  the  one  generally  adopted  for  the  measurement 
of  diplopia.  It  is  said,  for  example,  "  here  is  a  patient  who,  at 
a  distance  of  two  meters,  has  a  diplopia  of  ten  centimeters;  it 
increases  toward  the  left  and  amounts  to  thirty  centimeters  at  a 
distance  of  two  and  a  half  meters."  The  diplopia  for  vision  to  the 
right,  upward  and  downward,  is  determined  in  the  same  way. 
What  strikes  us  at  once  in  this  manner  of  proceeding,  is  the  large 
number  of  figures  employed,  and  the  confusion  which  they  are 
liable  to  cause.  But  its  principal  defect  lies  in  the  fact  that  we 
express  the  value  of  angles  in  linear  magnitudes.  We  have 
rejected  linear  strabometry  in  the  objective  examination ;  we  should 
therefore,  for  the  same  reason,  reject  it  in  subjective  strabometry 
by  means  of  diplopia. 

Here  again  we  say :  the  line  of  vision  is  deviated  to  the  right  or 
left,  not  for  so  many  meters,  hut  hy  so  many  degrees. 

Again,  we  do  not  content  ourselves  with  indicating  the  distance 
between  the  double  images,  but  measure,  by  the  diplopia,  the 
angle  of  the  strabismus.  According  to  the  definition  we  have 
already  given,  the  angle  of  the  strabismus  is  the  angle  formed  by 
the  visual  axis  of  the  deviated  eye  with  the  direction  which  it 
should  normally  have. 

Let  us  now  refer  for  a  moment  to  Fig.  7.  We  place  a  lamp  at 
0,  at  a  distance  of  three  meters  in  front  of  the  deviating  eye  S; 
oO  is  therefore  the  direction  which  the  visual  axis  should  normally 
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have.  Bat  the  macula  being  found  in  m,  mX  is,  in  reality,  the  ^ 
direction  it  has  now.    OrX  is,  therefore,  the  angle  of  the  | 

strabismus.  1 

The  image  of  0  which  the  eye  S  receives  falls  on  o  ;  and  as  we 
hare  seen,  is  projected  in  0'.    In  order  to  iind  this  direction  we 
have  supposed  the  eye  to  be  readjusted  to  its  normal  pos.taon  ;  the 
macula  will  then  be  at  o  and  the  image  in  o',  having  —d  an 
an<,le  00'  equal  to  mo.   The  angle  O'rO  is,  therefore,  equal  to  th 
an^le  OrX^the  angle  of  the  strabismus.    Now,  00'  is  the  tangent 
of  "his  angle  OrO' ;  tU  distance  between  the  Amble  images  « 
terfore  th.  tangent  of  the  angh  of  the  strabismus  and  conse- 
qltly  we  can  use  it  to  measure  that  angle.   For  th.s  purpose  we 
have  simply  to  reduce  the  tangent  to  Its  angle. 

I  have  made  this  redaction  on  tape  for  a  d,sUnce  (rad.us) 
,hree  meters.    I  place  one  end  ^  the  tape  I'ori-*-  - 
at  the  height  of  the  patient's  eyes,  in  such  a  manner  that  the  z  ro 
lu  be  in  front  of  the  deviating  eye  (c.  Fig.  8).   Tbe  pat.ent  ,s 
ltd  three  meters  from  this  wall. ,  To  the  right  and  left  of  sero 
tlape  extends  in  a  nght  line  three  meters,  which  »r.sponds  to 

.    r       o^rrlp  nf  45°     At  these  pomts  the  tape  is 
tbp  taneent  of  an  angle  oi       .    -a-"  "  t 

itself  at  a  right  angle,  and  fixed  in  t>^at  P;.t.n  on 
ohair  or  the  adjoining  wall.   This,  however,  is  generally  unnec  s 
ear"  since  the  field  of  fixation  seldom  exceeds  forty-five  or  fifty 

'Tthis  manner  we  have  the  tape  in  the  form  of  a  rectangle,  and 
on  h  s  are  marked,  at  intervals  of  five  degrees,  the  pomte  where 

he  rl  from  the  e;e  cut  the  Upe.   In  o^^^'^o.i.^^^^Z 
on  the  tape  represent  the  tangents  of  the  angles  at  '"^rvals  ° 
five  deg^L,  baving  their  apices  at  the  place  occupied  by  A 

I  ted  eve    Nothing  is  easier  than  to  make  this  division.  We 
affected  eye.    iNotning  , 

:  rsirjrx    — — 


MOVEMENTS  OF  THE  EYES. 


59 


of  the  perpendicular  direction  which  this  portion  of  the  tape  will 
occupy. 


Fig.  8. 


For  a  radius  of  three  meters  the  tansients  are  as  follows :- 


From  0  : 

5°  = 

26 

cm. 

=  85° 

from  90° 
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It 
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53 

It 
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tt  It 

li 

It 
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80 

tt 
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tt  It 

It 

It 

20°  = 

109 

It 
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It  tt 

t( 

It 

25°  = 

140 

tt 

=  65° 

tt  tt 

u 

It 

30°  = 
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It 

=  60° 

tt  tt 

u 

It 

35°  = 

210 

tt 

=  55° 

tt  tt 

It 

It 

40°  = 

251 

it 

=  50° 

tt  tt 

It 

It 

45°  = 

300 

tt 

=  45° 

tt  It 

For  those  who  prefer  a  less  distance  than  three  meters  I  have 
reduced  the  tangents  for  a  radius  of  225  centimeters  : — 

From  0:5°=   19.6  cm.  =  85°  from  90°. 
10°  =   39.6  "   =  80° 
15°  =  60 
20°  =  82 
25°  =  105 
30°  =  130 


35°  =  158 
40°  =  189 
45°  =  225 


=  75° 
=  70° 
=  65° 
"  =  60° 
"  =  55° 
"  =  50° 
"  =45° 
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Those  from  45°  to  90°  are  repeated  in  the  reverse  order, 
starting  at  45°  on  the  perpendicular  portion  of  the  tape.  A 
second  tape  is  fixed  vertically  to  the  first,  along  a  perpendicular 
passing  through  zero.  The  divisions  should  be  made  upward  and 
downward  in  the  same  manner  as  in  the  preceding. 

To  further  increase  the  exactness  of  my  method,  we  can  cover 
the  wall  with  lines  running  horizontally  and  vertically  through 
the  points  marked  on  the  two  tapes. 

The  affected  eye  thus  finds  itself,  so  to  speak,  at  the  centre  of  a 
graduated  sphere,  and  in  moving  the  candle  flame  along  the 
divisions  on  the  wall  we  can  always  mark  in  degrees  the  direction 
in  which  it  appears  to  the  eye. 

The  distance  between  the  double  images,  indicated  by  the 
patient  on  the  tapes,  gives  thus  directly  the  angle  of  the  strabismus. 

Suppose,  for  example,  that  in  our  case  we  have  placed  the  flame 
at  the  point  0°.    The  right  eye,  covered  with  a  red  glaas,  sees  the 
red  flame  at  0°,  while  the  left  eye,  deviating  inward,  sees  an 
ordinary  flame  on  the  point  of  the  tape  marked  5°.    The  angle  o. 
the  strabismus  is  5°.    Let  us  now  carry  the  flame  to  the  left  as 
far  as  20° ;  the  red  image  corresponds  to  20°,  while  the  image  of 
the  deviating  eye  falls,  say,  at  35°.    We  then  say  that,  under  an 
angle  20°  to  the  left,  the  angle  of  the  strabismus  has  become  15  . 
We  follow  the  same  course  for  deviations  to  the  right,  upward  or 

downward.  mo  4.^  4.'=;° 

Naturally,  the  lengths  of  tte  divisions  morease  from  0  to  « 
i.  such  a  manner  that  if  in  direct  vision  and  m  vsion  at  45  we 
Zl  the  same  distance  between  the  donb.e  '-g-  >  - 
follow  that  the  angle  of  the  strabismus  .s  the  sam  -  ^o^J^  ; 
it  will  be  smaller  in  the  second  posit.on,  and  the  if^-^^-^  '"^^ 

ill  further  increase  a.  the  angles  pa.s  45«.  — ; 
distance  between  the  double  images  —  J, 
turned  laterally,  it  is  not  always  a  sign  of  an  " 
bismus  in  that  direction.    On  the  contrary,  even  if  the  angle 
»  Lmdolt,  d.  i.  Slrabomlrk  Am.  iocul.  JM.  1875. 
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strabismus  remains  the  same  for  all  movements  of  the  eyes,  the 
diplopia  must  necessarily  increase  in  all  the  directions  of  the  field 
of  fixation.  In  such  a  case  we  have  to  do  with  a  true  strabismus 
concomitans,  and  the  increase  in  the  distance  between  the  double 
images  simply  corresponds  to  the  increase  in  the  tangents  of  the 
same  angle. 

You  thus  see  what  an  error  we  commit  in  taking  for  a  direct 
measure  of  the  strabismus  the  linear  distance  between  the  two 
images. 

We  remark,  finally,  that  our  method  of  measuring  the  angle  of 
the  strabismus  is  in  no  way  more  complicated  than  the  linear 
measurement.  In  this  latter  you  must  likewise  use  a  graduated 
tape.  Now,  the  tangent  division  is  as  easily  made  as  the  linear, 
since  you  have  all  your  lengths  calculated  in  the  table  which  we 
have  just  given.  The  final  advantage  of  this  method  is  that  it 
gives  results  which  can  be  compared  with  those  furnished  by  the 
objective  measurement,  and  allows  one  to  be  controlled  by  the 
other. 

PEISMS. 

We  come  now  to  an  important  method  for  correcting,  and  at 
the  same  time  measuring,  the  strabismus,  that  is,  the  use  of 
"prisms. 

In  looking  through  a  prismatic  glass  we  find  that  it  produces 
an  effect  analogous  to  that  of  a  deviation  of  the  eye,  that  is  to  say, 
it  causes  a  displacement  of  the  objects  looked  at.  It  follows 
from  this  that,  employed  in  a  contrary  sense,  the  prism  would 
neutralize  the  diplopia  caused  by  the  deviation  of  an  eye. 
The  action  of  a  prismatic  glass  is  explained  as  follows : — 
A  luminous  ray  coming  from  the  point  a  (Fig.  9)  and  falling  at 
6  on  a  prism  under  an  angle  of  incidence  ah  d,\s,  deviated  toward 
the  normal,  let  fall  at  h,  and  crosses  the  prism  in  the  direction  h  c. 
It  leaves  the  prism  inclining  from  the  normal  to  the  point  e,  and 
pursues"  its  course  toward  the  eye  o  in  a  direction  c.  o,  very 
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different  from  its  primary  direction  a  b.  In  order  to  see  the 
point  a  the  eye  must  be  directed  toward  e,  and  a  will  then  appear 
in  a'.  Therefore,  when  we  look  through  a  prism,  the  luminous 
rays  being  deviated  toward  its  base,  objects  appear  displaced 
toward  the  apex  S. 


This  displacement  evidently  increases  with  the  index  of  refrac- 
tion of  the  substance  of  the  prism,  and  with  its  principal  angle  (j>). 
When  the  angle  of  incidence  and  the  angle  of  emergence  are  equal 
the  direction  of  the  luminous  rays  in  the  interior  of  the  prism  is 
perpendicular  to  the  line  bisecting  its  angle;  the  angle  of  devia- 
tion (d)  is,  then,  for  weak  prisms,  equal  to  half  of  this  latter. 

The  numbers  inscribed  on  the  prisms  in  our  boxes  of  trial 
glasses  indicate  their  principal  angles.  The  prism  marked  No.  4 
produces,  therefore,  a  minimum  deviation  of  2°,  and  so  on. 

In  order  to  show  the  application  of  prisms  in  practice  we  will 
take,  as  an  example,  the  one  already  chosen,  in  which  there  is  a 
convergent  strabismus  of  the  left  eye.  The  patient  has  a  homony- 
mous diplopia,  and  the  object  fixed  appears,  for  the  left  eye, 
displaced  outward.  A  prism  with  its  apex  directed  inward  has 
the  opposite  effect,  and  displaces  the  object  of  fixation  toward  the 

Tuch  a  prism,  properly  chosen,  therefore,  brings  the  image 
which  the  left  eye  receives  to  its  normal  position  that  is  o  say  it 
corrects  the  diplopia.    lu  effect  the  macula  is  here  displac 
outward,  the  image  of  the  object  falling  to  the  inner  side  of  it. 
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The  effect  of  a  prism  with  its  base  directed  outward  will  be  to 
turn  the  rays  coming  from  the  object  in  that  direction,  and  make 
them  fall  on  the  yellow  spot. 

By  this  means,  the  images  of  the  object  fixed  being  formed 
simultaneously  on  the  macula  of  each,  eye,  single  and  binocular, 
vision  is  reestablished. 

Whence  we  obtain  the  general  law :  The  apex  of  the  correcting 
prism  should  be  turned  in  the  same  direction  as  that  in  which  the 
eye  is  deviated;  deviation  upward,  apex  upward;  strabismus, 
divergens,  apex  outward,  etc. 

The  intermediate  or  oblique  deviations  can  be  corrected,  by 
single  prisms  placed  obliquely ;  but  we  prefer,  in  the  determina- 
tion of  the  strabismus,  to  divide  them  into  their  two.  component 
parts,  the  one  vertical,  the  other  horizontal,  and  in  their  correction 
to  use  two  prisms  with  their  apices  directed  in  the  corresponding 
directions.    "We  have  no  need,  then,  to  determine  directly  the 
inclination  of  the  prism.    You  can  readily  see  that  it  is  also  pos- 
sible to  correct  the  diplopia  by  holding  a  prism  in  front  of  the 
unaffected  eye  and  directing  the  apex  in  the  contrary  direction. 
We,  however,  prefer  to  correct  directly  the  deviating  eye,  or  to 
divide  the  correction  equally  between  the  two  eyes. 

The  greater  the  deviation  of  the  eye,  and  consequently  the 
more  considerable  the  diplopia,  the  stronger  must  be  the  prism. 
The  angle  of  deviation  of  the  prism  should,  therefore,  increase 
with  the  angle  of  the  strabismus,  and,  theoretically,  the  one  should 
be  a  measure  of  the  other,  in  such  a  manner,  for  example,  as  that 
a  diplopia  corrected  by  a  prism  No.  8  (having  an  angle  of 
deviation  of  4°)  should  correspond  to  a  strabismus  of  4°. 

This  method  of  measuring  strabismus  is,  indeed,  the  one  quite 
generally  employed.  But,  in  the  majority  of  cases,  the  value  of 
the  angle  of  strabismus,  determined  objectively,  is  greater  than 
the  angle  of  deviation  of  the  correcting  prism.  . 

This  can  be  explained  as  follows :  When,  by  the  aid  of  a  certain 
correction,  the  double  images  are  brought  very  close  to  one 
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another,  the  tendency  to  single  vision,  so  to  speak,  being  awakened 
in  the  affected  eye,  it  makes  (with  its  weakened  muscle)  a  last 
effort  to  correct  the  remaining  diplopia,  an  effort  which  an 
instinctive  knowledge  of  its  powerlessness  to  do  it  prevented  it 
.from  attempting  when  the  diplopia  was  greater.  Thus,  the  angle 
of  deviation  of  the  correcting  prism  is  always  less  than  the  angle 
of  the  strabismus,  but  it  approaches  the  more  closely  to  it  the 
more  completely  the  muscle  is  paralyzed.  The  prism  is,  therefore, 
not  a  means  perfectly  exact  for  measuring  strabismus. 

Our  trial  boxes  contain,  generally,  ten  prisms,  Nos.  2,  3,  4,  5, 
6  7,  8,  9,  10  and  15.  For  those  cases  where  No.  16  does  not 
suffice  we  simply  combine  a  number  of  prisms  together,  always 
giving  their  apices  the  same  direction.  The  number  of  the  prism 
thus  obtained  would,  of  course,  be  the  sum  of  the  several  prisms 
employed. 

In  order  to  produce,  by  a  single  instrument,  a  series  of  different 
prismatic  effects,  we  superpose  two  prisms,  of  15°  each,  for 
example.  When  their  apices  are  directed  in  opposite  directions 
the  one  neutraUzes  the  other ;  when  they  have  the  same  direction 
the  one  is  added  to  the  other,  and  they  represent  a  prism  of  30°. 
In  turnin-  the  one  on  the  other  from  the  first  position  to  the  last 
we  reproduce,  successively,  the  action  of  all  the  prisms  comprised 
between  0°  and  30°.  We  obtain  the  same  result  by  turmng  both 
in  opposite  directions.  This  principle  was  brought  into  practice 
formerly  by  Volkmann,  and  more  recently  by  Cretes,  m  Paris. 

Such  an  instrument  is  very  easy  to  manipulate.  The  prisms,  of 
a  circular  form,  are  moved  by  the  aid  of  two  springs  which 
terminate  in  the  frame  and  are  controlled  by  a  movable  button 
pressed  by  the  finger.  A  graduation  marked  on  its  frame  serves 
to  show  the  resultant  action  of  the  two  prisms. 

We  will  end  this  study  with  some  remarks  on  the  relative 
frequency  of  the  paralyses  of  the  different  muscles  of  the  eye  and 
the  general  laws  presiding  over  the  deviations  which  result  from 
them. 
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The  muscles  which  are  the  most  frequently  paralyzed  singly,  are 
the  external  rectus  and  the  superior  oblique,  each  supplied  by  a 
special  nerve.  The  other  muscles,  internal  recti,  superior  recti, 
inferior  recti,  and  inferior  obliques,  all  supplied  by  the  motor 
oculi  communis,  are  generally  affected  together,  and  are  accom- 
panied by  paralyses  of  other  muscles  supplied  by  the  same  nerve ; 
the  levator  palpebrse  superioris,  sphincter  of  the  iris,  and  muscle 
of  accommodation ;  constituting  a  very  characteristic  group  of 
symptoms.  We  should  say,  however,  that  isolated  paralyses  of 
one  of  the  muscles  innervated  by  the  third  pair  are  not  altogether 
rare. 

Grafe,  whose  authority  on  all  points  touching  the  troubles  of 
motility  of  the  eye  is  incontestable,  has  recorded,  among  40,000 
observations  of  eye  affections,  183  cases  of  paralysis  of  the  muscles, 
and,  among,  this  number — 


105  paralyses 

(isolated)  of  external  rectus. 

62  " 

"       "  superior  oblique. 

10  " 

"        "  rectus  inferior. 

9  " 

"        "    "  superior. 

5  " 

"        "    "  internus. 

2  " 

"        "  inferior  oblique. 

I  cannot  here  enter  into  a  detail  of  the  special  symptoms  offered 
by  the  paralyses  of  these  different  muscles.  I  would  refer  you,  for 
that,  to  the  Chart  to  be  found  at  the  end  of  the  volume.  But  as 
all  these  symptoms,  however  various  they  may  be,  are  under  the 
dominion  of  a  few  general  laws  which  follow  from  what  we  have 
been  considering  in  this  lecture,  I  will  conclude  by  giving  an 
exposition  of  them : — 

A.  In  incomplete  paralysis,  the  deviation  which  the  unaffected 
eye  undergoes  while  the  affected  eye  fixes,  is  greater  than  the 
deviation  of  the  affected  eye  during  the  fixation  of  the  unaffected 
eye. 

B.  The  impaired  motility  and  the  diplopia  increase  in  the 
direction  of  the  action  of  the  paralyzed  muscle.    This  is  why,  in 
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carrying  the  object  of  fixation  in  the  direction  of  the  paralyzed 
muscle,  the  image  of  the  deviating  eye  appears  to  fly  in  front  of 
that  of  the  unaffected  eye,  and  viee  versa. 

C.  The  image  which  the,  deviating  eye  receives  is  always 
projected  in  the  direction  of  the  paralyzed  muscle.  From  this 
there  result  the  following  consequences  :— 

1st.  The  image  of  the  affected  eye  is  always  found  on  the  side 
opposite  to  the  deviation  of  the  cornea,  or  inclined  in  the  direc- 
tion the  opposite  of  the  pathological  inclination  of  the  vertical 

meridian.  .    ,  »  ,  i 

2d  In  fixing  with  tlie  deviating  eye  alone,  the  patient  falsely 
estimates  the  position  of  objects.   When  the  sonnd  eye  is  covered, 
and  he  is  reqnired  tK>  quickly  strike  an  object  placed  within  reach, 
he  invariably  misses  it,  and  his  hand  goes  to  the  side  o£  the  object 
corresponding  to  the  paralysed  muscle.   In  paralysis  of  the 
external  rectus,  for  example,  he  always  strikes  to  the  outside  of 
the  object.   This  phenomenon  is  manifested,  in  a  very  curious 
manner  when  the  patient  walks  with  the  sound  eye  covered 
When  you  ask  him  to  walk  quickly  toward  a  certain  point  in  front 
of  him,  at  first  he  will  go  considerably  to  the  side  corresponding 
to  the  affected  muscle,  and  afterward,  when  he  approaches  near 
the  object,  suddenly  turns  toward  it.  This  phenomenon  s  explained 
by  the  increase  of  nervous  impulse  necessary  for  the  paretic 
muscle,  in  order  to  fix  the  object  properly.   Whence  it  comes  that 
the  patient  judges  the  distance  traveled  over  by  *e  eye  is  much 
greater  than  it  is  in  reality,  that  is  to  say,  proportional  to  he 
Lvoua  effort  which  the  paralyzed  muscle  puts  forth  to  direct  th 
eye  to  the  object  fixed.    He  judges,  therefore,  the  object  to  be 
sLated  to  the  outer  side  of  its  true  position.    It  is  in  part  to 
this  cause  that  we  can  attribute  the  vertigo  and  he  difficn  y 
*hich  certain  patient,  experience  in  walking,  especially  when  th  y 
Le  to  descend  steps.    However,  these  troubles  are  due  m  part, 
also,  to  the  diplopia. 
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LECTURE  Y. 


MUSCULAR  ASTHENOPIA.  — TONOMETRY. 

Gentlemen  : — I  cannot  leave  the  consideration  of  the  move- 
ments of  the  eyes  without  speaking  of  certain  visual  troubles 
which,  at  first  sight,  would  appear  quite  independent  of  muscular 
function,  but  which,  in  reality,  are  in  the  most  intimate  connection 
with  it. 

A  patient  complains,  for  example,  that  his  vision  is  fatigued 
very  quickly ;  in  the  evening,  especially,  he  cannot  read  nor  write 
for  any  length  of  time,  because  when  he  has  read  for  a  short  while 
the  letters  dance  before  the  eyes.  If  he  attempts  to  overcome 
this  faulty  vision  he  is  successful  only  for  a  time,  and  invariably 
experiences,  in  consequence,  pain  in  the  eyes  and  head,  especially 
the  forehead.  We  have,  in  a  word,  the  condition  which  is  termed 
asthenopia. 

Your  first  thought  would  be  that  the  patient  is  hypermetropic 
or  presbyopic,  since  the  complaints  of  such  patients  are  difficulty, 
in  vision  near  at  hand  and  the  impossibility  to  continue  work  for 
a  length  of  time  without  pain.  The  cause  of  these  phenomena  is, 
as  you  are  aware,  an  error  of  accommodation. 

But  on  examination  you  find,  on  the  contrary,  a  myopia, 
and  frequently  of  a  considerable  degree. 

You  can  here  exclude  presbyopia,  because  the  patient,  even 
without  an  efibrt  of  the  accommodation,  can  see  near,  at  hand. 
You  should  now  get  a  full  and  complete  account  of  the  symptoms 
of  which  the  patient  complains.  Ask  him,  in  particular,  if  he 
does  not  sometimes  see  the  letters  double  when  the  eyes  begin  tO' 
ache.    If  he  answers  in  the  affirmative,  as  is  usually  the  case. 
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your  attention  should  be  at  once  directed  to  the  muscular  system 
of  the  eye. 

There  may  not,  however,  be  the  least  trace  of  strabismus. 

Nevertheless,  cause  him  to  fix  an  object,  the  forefinger,  for 
example,  with  one  eye,  and  bring  it  near  the  eye,  the  other  being 
covered  with  the  hand  or  a  bit  of  ground  glass,  as,  in  the 
examination  of  strabismus.    You  will  now  find,  when  the  object 
is  brought  sufficiently  close,  that  the  eye  under  the  hand  or  ground 
glass  is  deviated  slightly  outward.    As  soon  as  the  eye  is 
uncovered  it  makes  a  movement  inward,  in  order  to  fix  the  object. 
In  repeating  the  experiment  on  the  other  eye  essentially  the  same 
conditions  are  found,  and  you  have  to  do  with  a  very  common 
affection-an  asthenopia  caused  by  an  imuffioiency  of  the  internal 
recti  muscles. 

The  frequency  with  which  this  trouble  is  met  with  is  not  at  all 
surprising.  There  are  few  muscles  in  the  human  economy  so 
constantly  in  action  as  the  internal  recti. 

All  objects  not  situated  at  infinity  demand  for  their  fixation  by 
the  eye  a  convergence  of  the  visual  axes,  requiring,  of  course  a 
creator  or  less  amount  of  contraction  on  the  part  of  the  muscles 
Tn  question.    And  the  closer  the  object  is  approached  the  greater 
the  amount  of  work  required  of  them.    This  accounts  for  the  fact 
that  the  fatigue-the  expression  of  the  feebleness  of  the  two 
muscles-is  manifested  especially  during  near  work;  and  also  for 
the  other  fact  that  it  is  most  frequently  met  with  in  myopes.^  it 
is  indeed,  in  these  that  the  greater  convergence  is  required, 
m'yopes  being  obliged  to  bring  all  objects  very  close  to  the  eyes 
when  they  wish  to  see  them  distinctly,  the  reverse  bemg  the  case 
v^ith  hypermetropes,  who  generally  fatigue  their  internal  recti 

much  less.  .  . 

For  the  same  reason  the  asthenopia  is  felt  more  especially  in 
the  evening,  because  the  patients  have  already  been  using  their 
convergence  during  the  whole  of  the  day. 

But  it  does  not  suffice  to  determine  the  deviation  of  the  eyes 
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under  the  hand  or  ground  glass  ;  it  is  necessary  to  study  it  more 
closely  and  determine  its  degree.  For  this  purpose  we  cannot 
use  the  objective  mensuration,  because  there  is  generally  no 
spontaneous  deviation,  and  it  is  only  manifest  after  considerable 
use,  and  in  consequence  of  fatigue. 

"We  must  have  recourse,  therefore,  to  the  diplopia.  But  again, 
this  does  not  manifest  itself  spontaneously,  especially  for  vision  at 
a  distance.  In  order  to  produce  it  we  place  in  front  of  one  of  the 
eyes  of  the  patient  a  prism  of  about  15°,  with  its  apex  directly 
upward  or  downward. 

We  have  already  seen,  in  considering  strabismus  of  low  degrees, 
that  the  super-position  of  images  produced  by  the  prism  renders 
their  fusion  impossible.  So  the  patient  abandons  his  eyes  to  the 
natural  play  of  their  muscles,  and  then  there  is  made  manifest,  in 
the  case  under  consideration,  a  crossed  diplopia.  In  order  to 
prove  it  you  place  before  the  patient  a  sheet  of  paper  on  which  is 
marked  a  black  dot  on  a  vertical  line.  You  cause  him  to  hold 
this  at  the  distance  at  which  he  habitually  reads. 

The  patient  looking  through  the  prism  will,  naturally,  see  two 
black  dots,  but  not  on  the  same  vertical  line ;  the  left  eye  will  see 
one  of  them  to  the  right,  and  the  right  eye  the  other  one  to  the  left. 

Crossed  diplopia  corresponds,  as  we  have  seen,  to  a  divergence 
of  the  eyes.  We  seek,  therefore,  the  prism  which,  held  horizon- 
tally with  its  apex  directed  outward,  again  brings  the  two  images 
on  the  single  vertical  line.  It  is  solely  for  the  purpose  of 
facilitating  the  judgment  of  the  patient  as  regards  the  position  of 
the  two  images  that  we  draw  the  vertical  line  through  the  dot. 
The  patient  has,  then,  only  to  indicate  the  moment  when  the 
double  lines  are  exactly  super-posed.  You  should  take  the 
precaution  not  to  make  the  lines  so  long  that,  with  the  prism 
employed  and  the  distance  at  which  the  experiment  is  made,  they 
touch  each  other.  The  degree  of  insufficiency  is  determined  by 
the  number  of  the  prism,  held  horizontally,  which  corrects  the 
diplopia. 
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In  order  to  correct  the  insufficiency  of'  the  internal  recti  we 
seldom  have  need  to  make  a  tenotomy  of  one  of  them.  It 
generally  suffices  to  employ  a  prism,  the  action  of  which  is  divided 
between  the  two  eyes.  If  we  find,  for  example,  the  insufficiency 
is  counteracted  by  a  prism  No.  6  held  in  front  of  one  eye,  we 
place  in  front  of  each  eye  a  prism  No.  3  with  the  apex  turned 
outward.  We  can  also  give  to  the  two  surfaces  of  the  prisms  a 
concave  or  convex  curvature,  in  such  a  manner  as  to  combine  the 
action  of  spherical  lenses  with  that  of  the  prisms. 


Fia.  10. 
A 

/  'i 


In  the  less  pronounced  cases,  it  will  suffice  simply  to  separate 
the  concave  glasses  of  myopes.  The  myope  will  then  look  mostly 
through  the  inner  portion  of  the  glasses,  which  will  act  as  pnsms 
with  their  bases  turned  toward  the  nose. 

If  an  insufficiency  of  the  internal  recti  is  found  in  hyperme- 
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tropes  or  preshyopes  who  wear  convex  glasses,  we  can  produce,  on 
the  other  hand,  the  same  effect  by  approximating  the  glasses; 
the  external  portions  of  the  convex  glasses  will  act  as  prisms  with 
their  apices  directed  outward.  An  examination  of  Figure  10  will 
show  at  once  the  mechanism. 

We  can  easily  obtain  the  prismatic  effect  by  having  the  glasses 
so  cut  and  fitted  into  the  spectacle  frame  that  the  centres  of  the 
pupils  shall  fall  to  any  desirable  extent  to  the  outer  or  inner  side 
of  the  centre  of  the  lens.  We  can  thus  attain  the  desired  end  and 
avoid  the  somewhat  striking  appearance  which  widely  separated 
glasses  present. 

When  the  insufficiency  of  the  internal  recti  is  greater  than  15°, 
and  when  the  patient  has  passed  the  age  of  infancy,  we  can 
remedy  the  error  by  a  delicately  performed  tenotomy  of  one  of 
the  external  recti,  or  even  of  both.  But  we  must  be  on  our  guard 
and  not  give  too  much  effect  to  the  operation ;  we  should  the 
rather  leave  a  slight  degree  of  divergence  than  run  the  risk  of 
a  possible  convergent  strabismus.  Under  such  circumstances  we 
prefer  the  horizontal  incision  in  the  subconjunctival  tenotomy. 

We  meet,  sometimes,  with  an  insufficiency  of  the  external  recti. 
It  is  found  nearly  always  in  hypermetropes.  It  is  much  less 
frequent  than  that  of  the  internal  recti,  and  the  consideration  of 
it  will  not  detain  us,  since  it  has  the  same  symptoms,  but  in  an 
opposite  sense,  as  those  we  have  been  considering.  The  diplopia 
is  homonymous,  and  in  order  to  correct  it  we  must  separate  the 
convex  lenses,  which  then  represent  prisms  with  their  apices  turned 
inward ;  or,  if  we  prefer,  we  give  prismatic  glasses  turned  in  the 
same  direction. 

TONOMETRY. 

The  resistance  which  the  eyeball  opposes  to  external  pressure  is 
called  the  intra-ocular  tension,  and  is  a  condition  which  sometimes 
assumes  great  importance  in  diagnosis  and  in  treatment.  As  an 
example,  I  instance  glaucoma.    You  are  aware  of  the  extreme 
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gravity  of  this  affection,  which,  requiring  prompt  surgical 
interference,  is  very  frequently  misunderstood,  especially  at  the 
beginning  of  its  course.  Now,  glaucoma  is  characterized  by  an 
increase  in  the  tension  of  the  eye,  and  if  the  surgeon  neglects 
the  examination  of  the  state  of  tension  he  will  not  recognize  the 
affection  in  its  first  stage,  and  will  not  be  prepared  to  combat  it 
effectually. 

The  following  case,  which  recently  came  under  my  observation, 
will  serve  to  illustrate  the  importance  of  this  examination.  A 
poor  patient  came  to  me  from  the  provinces,  completely  blind ; 
she  came,  she  said,  to  be  operated  on  for  cataract;  and,  in  fact, 
the  lenses  in  both  eyes  were  somewhat  turbid  ;  and  this  was  the 
more  apparent  on  account  of  slight  dilatation  of  the  pupils.  But, 
on  an  ophthalmoscopic  examination,  which  was  easily  possible,  in 
spite  of  the  opacity  of  the  lens,  I  discovered  an  excavation  of  both 
optic  papillfB,  and  a  complete  atrophy  of  the  optic  nerves;  the 
globe,  on  both  sides,  was  as  hard  as  stone;  there  was  not  a  trace 
of  perception  of  light.    It  was  a  case  of  double  absolute  glaucoma, 
and  I  was  obliged  to  send  the  unfortunate  woman  home  without 
any  hope  of  recovery  of  her  vision. 

How  did  this  come  about  ?  The  affection  was  developed  slowly, 
first  in  one  eye  and  afterward  in  the  other.  When  this  woman 
was  suffering  she  went  to  her  physician,  who  told  her  that  she 
had  a  cataract,  but  that  she  could  not  be  operated  upon  until  the 
cataract  was  ripe,  that  is  to  say,  when  she  could  no  longer  see  at 
all.  This  happened,  indeed,  but  at  a  time  when  she  was  beyond 
all  hope  of  cure.  If  the  physician  had  recognized  the  necessity 
of  examining  the  tension  of  the  eye,  he  would  have  recogmzed 
at  once  the  nature  of  the  trouble,  and  would  have  been  able  to  save 
the  eyes  of  his  patient. 

This  unfortunately,  is  not  an  isolated  instance.  Every  ophthal- 
mologist can  cite  analogous  cases.  It  is  important,  therefore,  that 
you  should  have  your  attention  directed  toward  a  symptom  of  so 
much  consequence,  and  that  you  should  know  how  to  test  the 
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intra-ocular  tension.  To  do  this,  we  proceed  in  very  much  the 
same  manner  as  we  make  palpation.  We  place  the  tips  of  the 
forefingers  lightly  on  the  eye,  covered  by  the  upper  lid,  and  press 
gently  with  each  in  turn,  the  other  fingers  resting  against  the 
edge  of  the  orbit.  This  palpation  should  be  made  solely  by  the 
muscles  of  the  fingers,  and  never  by  a  pressure  of  the  entire  hand. 
During  this  examination  the  patient  should  look  downward,  in  order 
that  we  may  press  only  on .  the  sclerotic ;  if  the  eye  is  directed 
upward,  pressure  is  made  on  the  cornea,  which  causes  the  tension 
to  appear  higher.  For  a  similar  reason  the  tips  of  the  fingers 
should  be  applied  above  the  tarsal  cartilage,  the  thickness  and 
resistance  of  which  will  give  a  false  idea  of  the  tension  of  the  eye. 

Coccius  has  proposed  that  the  fingers  be  applied  directly  to  the 
globe,  the  proceeding  being,  according  to  him,  exceedingly  well 
supported,  if  precaution  is  taken  to  moisten  the  fingers  in  tepid 
water.  This  is,  of  course,  much  more  exact  than  the  other  method, 
on  account  of  the  variation  in  the  volume  and  consistency  of  the 
lids  in  different  individuals.  However,  when  one  has  become  used 
to  making  palpation  through  the  lid,  an  exactness  suflicient  for 
practical  purposes  can  be  attained.  The  direct  palpation  can  be 
reserved  for  doubtful  cases,  or  those  in  which  the  lid  is  deformed. 

For  comparison  you  can  take  the  eye  of  the  opposite  side  when 
it  is  healthy ;  but  it  is  best  to  take  your  own  eye.  This  com- 
parison you  should  never  neglect. 

Bowman,  of  London,  has  endeavored  to  find  how  many  distinct 
degrees  of  intra-ocular  tension  he  could  recognize  by  the  aid  of 
the  touch  simply.  By  comparing  his  results  with  those  of  his 
colleagues,  he  concluded  that  there  could  be  recognized  three 
different  degrees  of  augmentation  and  three  of  diminution  of  intra- 
ocular tension.  Designating,  then,  by  Tn  the  normal  tension,  he 
calls  T+1,  T+2,  T+3,  the  various  degrees  of  elevation,  T—l, 
T — 2,  T — 3,  the  different  degrees  of  diminution  of  the  tension  of 
the  eye. 

In  order  to  measure  in  a  manner  still  more  exact  the  intra- 
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ocular  pressure,  divers  instruments,  called  tonometers,  have  been 
constructed.    Most  of  these  come  from  the  Utrecht  school,  which 
has  been  especially  engaged  with  this  question.    The  principles  of 
these  instruments  are  either  to  measure  the  force  necessary  to 
produce  a  depression  of  a  given  depth  in  the  globe,  or  to  determine 
the  depth  of  a  depression  produced  on  the  globe  by  a  given  force. 
But  aU  neglect,  more  or  less,  the  form  of  the  depression,  which 
evidently  varies  much  according  to  the  degree  of  tension  of  the 
eye,  and  according  to  the  resistance  of  the  sclerotic.    In  a  word, 
the  instruments  in  question  have  not  found  as  extended  a  practical 
application  as  was  hoped  for. 

I  shall  therefore  not  enter  into  a  description  of  them,  and  would 
refer  those  of  you  who  are  specially  interested  in  the  question  to 
the  description  of  a  tonometer  proposed  by  Snellen.  That  instru- 
ment unites  the  advantages  of  all  other  instruments  proposed, 
and  seems  to  fulfill  the  conditions  necessary  for  an  exact  mea- 
surement. 

The  tonometer  of  Snellen  consists  of  three  metallic  stems  placed 
side  by  side  in  a  tube,  the  two  lateral  ones  perfectly  movable,  the 
third,  central  one,  being  connected  with  a  spring,  the  strength  of 
which  is  regulated  at  will.  The  two  first  form  a  vernier  with  the 
central  stem,  in  order  to  indicate  exactly  how  much  this  passes  the 
others. 

Before  using  the  instrument  we  give  to  the  spring  the  required 
force,  and  afterward  apply  to  the  globe  the  free  extremities  of  the 
three  stems,  directed  toward  its  centre.    We  then  make  pressure, 
and  at  the  moment  when  this  has  attained  the  required  force  an 
escapement  arrests  the  spring  and  fixes  the  stems  in  their  relative 
positions.*    We  now  have  at  once  the  force  of  the  pressure,  and 
the  depth  and  form  of  the  depression  made  on  the  globe.  The 
form  of  this  depression  can  be  determined  in  a  yet  more  exact 
manner  by  giving,  successively,  to  the  stems  different  degrees  oi 
separation. 

*  Weber. 
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At  a  reunion  of  physicians  at  Utreclit  I  proposed  to  construct  a 
tonometer  according  to  the  following  principle  : — 

Take  a  compressible  ball  the  size  of  the  eye  and  communicating 
with  a  receptacle  which,  as  well  as  the  ball,  is  filled  with  water. 
Apply  this  ball  against  the  eye  in  such  a  manner  that  the  latter 
shall  make  a  certain  depression  in  it ;  afterward  increase,  by  any 
means  whatever,  a  weight  or  spring,  the  pressure  on  the  ball  until 
this  shall  have  recovered  its  original  form ;  its  tension  will  then 
equal  that  of  the  eye.  This  moment  will  be  indicated  by  a  return 
of  the  water  contained  in  the  ball  to  the  level  of  that  of  th^ 
receptacle.  The  pressure  which  you  have  to  make  on  the  ball  in 
order  to  restore  it  to  its  form  will  represent  the  intra-ocular  tension. 

I  have  not  pursued  this  idea  to  its  realization,  but  I  give  it  to 
you,  and  think  that,  proceeding  on  this  principle,  we  can  make 
a  good  tonometer. 

In  practice,  it  is  true,  the  educated  fingers  nearly  always  suffice 
to  appreciate  the  intra-ocular  tension ;  but  who  knows  if,  with  the 
means  of  measurement  rendered  perfect,  we  should  not  obtain,  on 
this  point,  new  indications  important  for  diagnosis  and  therapeusis  ? 
In  any  event,  physiology  demands  a  tonometer  which  can  replace, 
without  any  lesion  to  the  eye,  the  manometer  which  the 
experimenter  is  obliged  to  introduce  into  the  anterior  chamber  in 
order  to  determine  the  pressure  of  the  interior  of  the  eye. 

Among  the  diseases  in  which  we  especially  find  an  increase  of 
the  intra-ocular  tension,  we  mention,  in  the  first  place,  glaucoma, 
of  which  it  forms,  as  we  have  previously  remarked,  the  principal 
symptom.  It  is  this  excess  of  pressure  which  produces  the 
corneal  trouble,  the  dilatation  of  the  pupil,  the  pulsation  of  the 
veins  and  frequently  of  the  arteries  of  the  retina,  but,  first  of  all, 
the  excavation  of  the  papilla  and  the  compression  of  the  nervous 
fibres  which  causes  the  progressive  contraction  of  the  field  of 
vision,  and  finally  complete  amaurosis.  You  are  aware  that  a 
large  iridectomy,  peripherally  situated,  almost  certainly  arrests 
the  progress  of  the  disease. 
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The  intra-ocular  tension  can  also  be  increased  by  tumors  de- 
veloped in  the  interior  of  the  eye  or  compressing  it  exteriorly. 
We  observe,  on  the  other  hand,  a  diminution  of  tension  when  the 
membranes  of  the  eye  are  thinned  or  ruptured  in  any  place,  and 
when  there  is  a  phthisis  of  the  globe  or  a  change  in  the  conditions 
of  filtration  (exosmose  and  endosmose). 

Detachment  of  the  retina  is  nearly  always  accompanied  by  a 
diminution  of  intra-ocular  tension.    A  diminished  tension  is  like- 
wise nearly  always  present  in  paralysis  of  the  ophthalmic  branch 
of  the  fifth  pair.    We  see  it  again  in  cases  of  cyclitis,  where  it 
becomes  an  alarming  symptom;   it  then  indicates  either  the 
approach  of  an  exacerbation  of  the  trouble  or  the  imminence  of  a 
sympathetic  inflammation  of  the  other  eye.    This  is  explamed  m 
the  following  manner:  while  the  intra-ocular  pressure  is  excessive 
the  ciliary  nerves  are  more  or  less  compressed  at  their  entrance 
into  the  sclerotic,  and  a  propagation  of  the  affection  by  these 
nerves  is  less  possible;  when,  on  the  contrary,  the  tension 
diminishes,  the  ciHary  nerves  recover  their  conductibihty,  and 
with  this  the  danger  of  sympathetic  ophthalmia  revives. 
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LECTURE  YI. 


KEFE  ACTION. 

Gentlemen: — The  different  parts  of  the  apparatus  of  vision 
can  be  divided  into  three  groups  :  The  first  group  comprises  the 
external  parts,  serving  to  protect  the  eye  or  to  move  it:  lids 
orbit,  external  muscles,  etc. 

In  the  second  group  we  range  the  parts  transmitting  the  light, 
or  the  dioptria  apparatits,  serving  to  bring  the  optic  nerve  in 
relation  with  the  external  world. 

The  third  comprises  the  nervous  apparatus  which  receives  and 
conducts  to  the  central  organ  the  luminous  impressions  transmitted 
by  the  media  of  the  second  group. 

Up  to  the  present  we  have  been  occupied  with  the  parts  which 
enter  into  the  formation  of  the  first  group,  and  we  have  studied 
them  with  an  eye  single  to  the  object  to  which  these  lectures  are 
devoted,  viz.,  to  their  importance  in  a  diagnostic  point  of  view. 

We  now  enter  on  the  consideration  of  the  second  group,  still 
more  important  than  the  first.  It  is  constituted,  as  I  have  told 
you,  of  the  dioptric  apparatus,  and  it  is  this  which  gives  to  the 
organ  its  properties  of  refraction  and  accommodation. 

The  dioptric  apparatus  is  composed  of  the  cornea,  aqueous 
humor,  the  crystalline  lens  and  vitreous  humor.  Our  knowledge  of 
these  media  is  to-day  quite  advanced,  though  it  has  but  recently 
become  so,  since  it  was  only  in  1611  that  Kepler  proved  scientifi- 
cally, for  the  first  time,  that  the  dioptric  media  produced  images, 
real  and  inverted,  on  the  fundus  of  the  eye. 
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Moreover,  it  was  only  toward  the  end  of  the  last  century  and 
the  commencement  of  this,  that  Thomas  Young  and  Volkmann 
laid  the  foundation  of  the  theory  of  the  refraction  and  accommo- 
dation of  the  eye.  But  it  was  Helmholtz  who,  by  the  aid  of  his 
ophthalmometer,  determined  with  mathematical  exactitude  the 
dimensions,  the  radii  of  curvature  and  the  indices  of  refraction  of 
the  various  dioptric  media.  It  was  he  and  Listing  who  deduced 
the  optical  constants  of  the  eye. 

Bonders,  our  illustrious  master,  has  the  merit  of  makmg  a 
practical  application  of  the  labors  of  these  learned  physicists,  by 
further  developing  the  ideas  in  regard  to  the  accommodation,  and 
by  establishing  the  theory  of  the  anomalies  of  refraction  and  the 
principles  of  their  treatment.    You  see,  by  this,  that  physiological 
optics  is  of  a  very  recent  date.    Probably  it  is  m  part  to  this 
circumstance  that  the  chapter  of  accommodation  and  refraction  of 
the  eye  is  generally  regarded  as  the  most  difficult,  most  obscure, 
and  especially  the  most  theoretical  in  ophthalmology.    As  regards 
this  last  charge,  it  is  not  at  all  merited,  and  when  once  you  are 
familiar  with  these  questions,  you  will  be  astonished  to  see  how 
many  advantages  essentially  practical  flow  from  them;  how  many 
patients,  unsuccessfully  treated  by  a  hundred  different  co  lyria,  or 
mutilated  by  inappropriate  operations,  can  be  restored  to  useful 
vision  by  the  use  of  glasses  properly  selected  and  adjusted. 

As  to  the  reproach  of  abstruseness,  it  is  explained  less  by  he 
want  of  a  knowledge  of  mathematics  and  physics  than  by  the 
lack  of  a  clear  and  accurate  exposition  of  the  subject.       ^  _ 

I  assure  you  that  it  is  not  necessary  to  be  a  mathematician  in 
order  to  comprehend  perfectly  the  most  difficult  problems  of  this 
portion  of  optics,  and  that  the  most  elementary  knowledge  of 
Igebra  and  p'hysics  suffices  to  master  the  principles  of  the^efra. 
tion  and  accommodation  of  the  eye,  and  to  -t-ally  cor  e  t, 
anomalies.    It  will  be  our  endeavor,  moreover,  to  treat  the 
.rtion  as  simply  as  possible,  and  to  limit  ourselves  to  that  which 
is  strictly  necessary  for  practice. 
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The  only  thing  which  seems  likely  to  complicate  our  task  is 
that,  just  now,  we  find  ourselves  in  a  period  of  transition  from  the 
old  to  a  new  system  of  measurement  of  refraction,  and  this  change 
must  influence,  more  or  less,  our  manner  of  investigating  the 
subject.    I  allude  to  the 

INTRODUCTION  OF  THE  METRICAL  SYSTEM  INTO  OPTICS. 

It  is  not  my  purpose  to  treat  of  refraction  and  accommodation 
according  to  the  old  system,  which  is  destined  to  fall  into  disuse, 
as  well  as  the  expressions  in  feet,  inches  and  lines,  on  which  it 
la  founded.  But  we  cannot  dispense  with  some  consideration  of 
the  old  methods  of  measurement,  and  it  is  necessary  for.  us  to 
point  out  the  differences  between  the  old  and  the  new  systems. 
This  is  the  more  imperative  as  we  have  learned  the  elements  of 
optics  according  to  the  old  system.  And  this  latter  differs  from 
the  new  system  in  many  important  particulars. 

The  refracting  power  of  a  lens  depends,  on  the  one  hand,  on  the 
index  of  refraction  of  the  glass  of  which  it  is  made,  and,  on  the 
other,  on  the  radius  of  curvature  of  its  surfaces. 

The  refracting  power  of  a  lens  is  the  inverse  of  its  focal  distancei. 
The  more  strongly  the  lens  refracts  the  light  the  closer  to  it  is  its 
focus  and  the  shorter  its  focal  distance ;  inversely,  the  greater  the 
focal  distance  the  feebler  the  lens. 

The  formula  expressive  of  the  relations  between  the  focal 
length  F,  the  radius  of  curvature  r,  and  the  index  of  refraction  n, 
of  a  bi-spherical  lens,  is — 

^  —  2  {n—iy 

A  rational  system  of  notation  should  indicate  either  the  focal 
distance  of  the  lens  or  its  power  of  refraction. 

The  numbers  which  belong  to  the  lenses  of  the  old  system 
(bi-spherical)  indicate,  in  inches,  the  radii  of  curvature  of  their 
surfaces.    Now,  as  the  above  formula  shows  us,  the  radius  of 
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curvature  does  not  tell  us  tlie  refracting  power  of  a  lens,  unless  we 
know,  at  tlie  same  time,  the  index  of  refraction  of  the  glass  of 

which  it  is  made. 

In  order  to  simplify  the  matter,  a  common  index  of  refraction  of 
1.5  has  been  attributed  to  the  glass  of  which  lenses  are  made. 

In  this  case  the  formula  for  F  becomes  F=r,  that  is  to  say,  the 
focal  distance  and  radius  of  curvature  are  equal  when  the  index 
of  refraction  of  the  glass  is  1.5. 

It  was  generally  accepted,  therefore,  that  the  number  of  the 
lens  indicated  both  the  radius  of  curvature  and  focal  distance. 
Thus,  for  example,  No.  6  was  supposed  to  have  a  focal  distance  of 
6  inches  and  a  refracting  power  of  \,  etc. 

But  the  index  of  refraction  of  the  glass  generally  used  in  the 
manufacture  of  lenses  is  very  seldom  1.5.  It  varies  between 
1.526  and  1.534.  Consequently  F  is  not  always  =  r.  On  the 
contrary,  the  focal  distance  is  nearly  always  less  than  the  radius 
of  curvature.  The  lenses  of  the  old  system  are,  therefore, 
stronger  than  they  are  represented  if  the  numbers  are  intended  to 
express  their  focal  distances.  Thus,  in  taking  the  mdex  of 
refraction  =  1.53,  No.  36  has  not  36"  focal  distance,  but  only 
34"  and  its  refracting  power  is  ^  instead  of 

The  same  is  true  for  the  other  numbers.  In  the  second  column 
of  the  Table  (page  87)  will  be  found  the  numbers  which  express 
exactly  the  radius  of  curvature  *  of  the  lenses  in  the  old  system 
with  the  index.of  refraction  which  is  most  common,  viz.,  1.53.  ^ 
It  is  certainly  a  great  inconvenience  of  the  old  system  that  it 
gives  to  glasses  numbers  which  in  and  of  themselves  mean 
nothing,  or  which,  at  best,  only  give  approximatively  the  focal 

distance  of  the  lens. 

The  old  system  has  yet  other  inconveniences,  and  among  them 

is  the  fact  that  its  unit  is  too  strong. 

*The  xnoulds  which  are  used  in  the  manufacture  of  lenses  become  worn  in 
time,  and  the  radius  of  curvature  is  thus  materially  modified. 
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In  practice  we  have  much  more  to  do  with  the  refracting  power 
of  a  lens  than  with  its  focal  distance.  Now,  supposing  the 
number  to  give  the  focal  distance  of  the  lens,  the  refracting  power 
will  be  the  inverse  of  that  number ;  and  this  being  expressed  in 
inches,  the  unit  of  the  system  was  necessarily  a  lens  of  1"  focal 
distance,  with  a  refracting  power  of  {.  This  lens  is  not  found  in 
boxes  of  trial  glasses,  and  we  seldom  have  need  of  it  in  practice, 
because  it  is  too  strong.  We  have  need  of  lenses  feebler  in  their 
refracting  power  than  the  unit,  and  it  is  for  this  reason  that  all 
our  lenses  are  represented  hj  fractions  of  the  unit.  * 

This  is  inconvenient,  because  the  combination  of  lenses,  and 
all  calculations  relative  to  the  values  of  the  refraction  which  we 
have  to  make  in  the  daily  routine  of  practice,  must  be  made  in 
fractions,  and  thus  become  complicated. 

Moreover,  the  inch  is  not  a  uniform  measure  corresponding  to 
a  standard  universally  adopted  ;  it  is  a  measure  arbitrarily  chosen, 
and  different  in  different  countries.  Thus,  we  have  the  Paris 
inch,  the  English  inch,  the  Austrian  inch,  etc.,  all  of  which  differ 
from  one  another. 

Thus— 

1"  Paris       =       27.07  mm. 
1"  English    =       25.3  " 
1". Austrian  =       26.34  " 
1"  Prussian  =       26.15  " 

Spectacles  are  manufactured  in  accordance  with  each  of  these 
measures.  A  lens  No.  5,  made  in  France,  does  not  correspond, 
therefore,  to  a  No.  5  English,  Austrian  or  Prussian  lens. 

Finally,  the  intervals  between  the  different  numbers  of  the  old 
series  are  very  unequal,  and  it  was  difl&cult  to  estimate  their  value, 
because  it  must  be  done  through  the  subtraction  of  fractions. 

*If  we  had  need  of  lenses  of  J  or  J  inch  focal  distance,  they  would  be 
represented  by  i>  ^,  etc. ;  that  is  to  say,  by  the  whole  numbers  2  and  4,  etc. 
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In  the  following  table  is  this  old  aeries,  with  the  intervals 
expressed  in  diop tries  : — 
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These  various  inconveniences  have  been  felt  for  a  long  time  by 
ophthalmologists.  Thus,  Professor  Bonders  has  not  used,  as  a 
measure  of  the  accommodation,  a  focal  distance,  but  has  taken  as 
a  unit  of  refraction  a  lens  with  a  refracting  power  of  ^  of  the  old 
system.  On  this  unit  he  has  based  his  diagram  representing  the 
amplitude  of  the  accommodation. 

Burow,  who  was  among  the  first  to  occupy  himself  with  this 
question,  already  in  1863  had  a  series  of  lenses  which  were 
regularly  progressive,  with  an  interval  of  refraction  equal  to  a 
lens  of  120"  (3  meters)  focal  distance. 
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Giraud-Teulon  pointed  out*  how  much  the  calculations  which 
are  to  be  made  in  the  determination  of  the  refraction  and  accom- 
modation are  simplified,  when  we  express  in  whole  numbers,  not 
the  focal  distance,  but  the  refracting  power.  By  adopting,  as  a 
unit,  a  refracting  power  of  ^  (216"  focal  length),  Giraud- 
Teulon  made  a  great  step  toward  procuring  for  us  the  introduction 
of  a  new  system  in  the  numbering  of  glasses. 

Finally,  at  the  International  Congress  of  Ophthalmology,  held 
at  Paris  in  1867,  Javal,  in  the  name  of  many  colleagues,  proposed 
to  number  lenses  no  longer  according  to  their  radii  of  curvature, 
but  by  their  focal  length,  and  to  use,  as  a  basis  of  measurement  of 
that  distance,  the  meter  instead  of  the  inch. 

On  the  same  occasion  Nagel,  recognizing  as  well  as  Javal  the 
necessity  of  introducing  the  metrical  system  in  the  numbering  of 
glasses,  again  brought  forward  his  planf  to  use,  in  giving  numbers 
to  the  lenses,  not  their  focal  distance,  but  their  refracting  power. 

This  method  of  numbering  necessitated  the  choice  of  a  unit  of 
refraction,  and  Nagel  proposed  as  such  a  unit  a  lens  of  one  meter 
focal  distance,  and  offered  to  the  Congress  exactly  the  series  of 
lenses  which  we  now  employ. 

This  proposition  was,  however,  not  immediately  adopted.  But 
a  commission,  composed  of  Messrs.  Becker,  Bonders,  Giraud- 
Teulon,  Javal,  Leber,  Nagel,  Quaglino  and  Scelberg- Wells,  was 
appointed  to  examine  this  question,  and  at  the  Ophthalmological 
Society  held  in  Heidelberg  in  1875,  and  at  the  International 
Medical  Congress  held  in  Brussels  in  the  same  year,  a  new  system 
of  numbering  glasses  was  adopted,  which  is  now  in  use,  and  which, 
as  we  shall  see,  is  precisely  the  one  proposed  by  Nagel,  and  for  a 
long  time  contended  for  by  him  alone.  The  principles  of  this 
new  system  are  as  follows : — 

1st.  Numbering  the  lenses  according  to  their  refracting  power. 


*  Giraud-Teulon  in  Makenzie's  "  Trait6  pratique  des  maladies  des  jeux,"  4th 
edition-Supplement,  1865. 
t  Nagel's  Compendium  der  Kefractions  Anomalieen,  p.  30,  1866. 
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2d.  The  choice  of  a  unit  sufficiently  feeble,  so  that  the  numbers 
of  the  lenses  generally  in  use  should  be  expressed  in  whole  numbers 
and  not  in  fractions. 

3d.  The  substitution  of  the  meter  for  the  inch  as  a  basis  of 
measurement  of  the  focal  distances  of  the  lenses. 

4th.  Having  the  intervals  increase  gradually  from  the  feebler 
to  the  stronger  numbers. 

The  unit  of  the  new  system,  No.  1  of  the  new  series  of  lenses, 
is  a  lens  of  1  meter  focal  distance.  It  is  called  a  dioptry  (D)  in 
accordance  with  the  proposition  of  Monoyer.  Its  refracting  power 
is,  therefore,  represented  by 

We  call  No.  2  the  lens  which  has  two  units  of  refraction,  two 
dioptries,  i4  =  2  D ;  No.  3  has  three  dioptrics ;  No.  4  has  four, 
and  consequently  is  four  times  as  strong  as  No.  1,  (4x^  =  4,)  and 


so  on 


By  thus  following  the  simple  cardinal  numbers  we  obtain  a 
series  of  lenses  having  the  same  interval,  namely,  one  dioptry. 

It  has  been  found  in  practice,  however,  that  we  have  need  of 
lenses  weaker  than  one  dioptry.  And  for  this  reason  there  have 
been  admitted  into  the  scale  fractions  of  a  dioptry.  We  have 
lenses  of  f  D  (0.75  D),  i  D  (0.5  D)  and  i  D  (0.25  D). 

Quarters  of  a  dioptry  have  likewise  been  introduced  between 
the  weaker  numbers  of  the  series  up  to  No.  2.5,  and  half  dioptries 
from  No.  2.5  up  to  No.  6.  In  the  higher  numbers  of  the  series 
the  interval  of  one  dioptry  is  too  small,  a  slight  variation  in  the 
distance  between  the  lens  and  the  eye  producing  an  effect  greater 
than  1  D.  No.  19  has,  for  this  reason,  been  suppressed.  The 
series  found  in  column  V  of  the  Table  has  been  adopted  for  the 
trial  cases  in  use  in  practice. 

The  interval  which  separates  any  two  adjacent  numbers  of  the 
series,  as  is  seen,  is  1,  or  i,  or  i  of  the  unit,  that  is  to  say,  of  one 
dioptry;  and  in  all  cases  the  interval  between  any  two  numbers 
can  be  readily  found  by  the  simple  subtraction  of  whole  numbers 
or  decimals.    We  can  thus  easily  tell  by  how  much  one  glass  is 
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weaker  or  stronger  than  another,  or  how  much  an  ametropia  or 
presbyopia  has  increased  or  diminished. 

Focal  distance.  It  is  very  easy  to  find  the  focal  distance  of  the 
lenses  of  the  new  system,  when  we  remember  that  the  focal 
distance  is  the  inverse  of  the  refracting  power.  We  have,  for 
example,  a  lens  of  a  power  of  4  D,  ^  or  joo^^j  its  focal 
distance  is  =  ^  or  ^^^-^  =  25  cm.  6  D  corresponds  to  ^-^^ 
=  16  centimeters  focal  distance,  etc. 

We  can  determine  with  the  same  facility  the  number  of  the 
lens,  that  is  the  number  of  dioptrics,  corresponding  to  a  given 
focal  distance.  Since  the  dioptry  is  the  inverse  of  the  focal 
distance,  the  number  is  found  by  means  of  a  fraction  whose 
numerator  is  one  meter  or  100  centimeters,  and  the  denominator 
the  focal  distance. 

To  find,  for  example,  the  number  of  dioptries  {d)  corresponding 
to  a  focal  length  of  40  centimeters,  we  write — 

d  =  o-i-4  or  W  =  2.4  D. 

In  order  to  express  in  a  general  formula  the  above  facts  we  call 
the  number  of  dioptries  d,  the  focal  distance  F,  and  then  write — 

d=|,F  =  ^,dF  =  l. 

THE  RELATIONS  OF  THE  OLD  SYSTEM  TO  THE  NEW. 

When  we  wish  to  know  the  focal  distance  in  inches  of  a  lens  of 
a  given  number  of  dioptries,  we  have  only  to  bear  in  mind  that 
1  meter  =  37"  of  Paris,  or  39.5"  English. 

Therefore : — 
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That  is  to  say,  we  must  divide  37"  (or  39.5")  by  the  number  of 
dioptries,  in  order  to  obtain  the  equivalent  refracting  power  in 
inches.  The  denominator  of  the  fraction  then  gives  the  focal 
distance  of  the  lens,  expressed  in  inches.  The  numbers  of  the 
new  system  thus  obtained  are  the  figures  in  columns  VII  and  VIII 
of  the  Table. 

We  proceed,  in  an  inverse  manner,  to  find  the  equivalent  in 
dioptries  of  a  lens  whose  focal  distance  in  inches  we  know.  Let 
the  focal  distance  of  this  lens  be  expressed  by  p"  ita  refracting 
power  will  be  1",  and  this  lens  wiU  represent  as  many  dioptries 
as  its  refracting  power  contains  (Paris)  or  ^.^  (English).  In 
order  to  find  the  number  of  dioptries  it  is  necessary,  therefore,  to 
divide  ^"  by  ^  (Paris).    Now,  to  divide  ^"  by  ^  is  the  same 

as  dividing  37  by  p"  ( =  |^  )  i\i^r^iore,  only 

to  divide  37  (or  39.5  when  using  English  inches)  by  the  number 
of  inches  focal  distance  in  order  to  obtain  its  equivalent  in 
dioptries.  Thus,  a  lens  of  17"  Paris,  focal  distance  will  be 
11  =  2.25  D;  17"  English,  =         =  2.3  D. 

It  is  in  this  way  that  we  can  transpose  the  lenses  with  the  old 
numbers  to  the  new  series  when  the  index  of  refraction  of  the 
glass  is  1,6,  or  when  the  radius  of  curvature  and  the  focal  distance 
are  the  same.  When  such  is  the  case  we  have  only,  when  we 
wish  to  find  the  number  of  D  corresponding  to  any  number  of  the 
old  system,  to  divide  37  (Paris)  or  39.5  (English)  by  that  number. 

But  when,  as  is  most  commonly  the  case,  the  index  of  refraction 
is  greater  than  1.5,  and  consequently  the  radius  of  curvature  is 
not  equal  to  the  focal  distance,  we  divide  37  or  39.5,  not  by  the 
number  which  the  lens  bears,  but  by  its  determined  focal  distance. 
For  a  lens  with  an  index  of  refraction  of  1.53  we  do  not  take  the 
number  in  the  first  column  of  the  table,  but  that  in  the  second, 
which  expresses  the  focal  distance  corresponding  to  that  index  of 
refraction.  In  this  manner  we  find,  as  equivalents  of  the  old  series, 
the  numbers  of  D  contained  in  columns  III  and  IV. 
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We  can  accomplish  the  same  thing  in  a  more  simple  manner 
when,  for  a  given  index  of  refraction,  we  calculate  at  first  the 
dioptric  equivalent. 

Thus,  for  an  index  of  refraction  of  1.53,  a  lens  of  37"  =  1  meter 
focal  distance,  should  have  a  radius  of  curvature  of  39.15"  (Paris,) 
and  should  have,  therefore,  the  number  39.15.    In  order  to  find 
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the  equivalent,  not  of  the  focal  distance,  but  of  the  number  of  the 
lens,  we  write — 

1  D  =  -^'.TT,  2  D  =  ^^TS,  d'D  =  ^^TJ. 
Under  the  same  circumstances  a  lens  of  1  meter  focal  distance 
=  39.5  English  inches  should  have  a  radius  of  curvature  of  41.87 
inches. 

1  D  =         2  D  =         <^'^  =  TT^rr- 
Inversely,  to  find  the  number  of  dioptries  which  corresponds  to 
a  number  of  that  series,  we  will  have  to  divide  39.15  by  the 
number.    Thus — 

No.  13  will  give         =  3.01.  D. 
No.  N      "       ^liJ^  dioptries. 

But  the  number  39.15  is  very  difficult  to  divide,  and  we  can, 
without  any  considerable  error,  replace  it  in  practice  by  No.  40 
(for  French  inches),  and  consider  the  dioptry  as  corresponding  to 
No.  40  French,  or  No.  42  English  of  the  old  system. 

The  numbers  of  the  new  system  become  larger  with  the 
refracting  power  of  the  lens,  while  those  of  the  old  system  become 
smaller.  The  two  numbers  progress,  therefore,  in  opposite 
directions,  and  2  D  corresponds  to  the  No.  ^-  =  No.  20  of  the 
old  system  ;  3  D  =  ^,  =  13.3  of  the  old  series ;  4  D  =  ^,  = 
10,  etc. 

Now,  if  we  call  the  number  of  dioptries  d  and  the  number  of 
the  old  system  N  we  shall  have  the  equation— 

Inversely,  knowing  the  old  number,  if  we  desire  to  find  the 
number  of  dioptries  corresponding  to  it,  we  simply  reverse  the 
equation — 

Example :  the  old  No.  20  (Paris)  corresponds  to 


^  BEFEACTION.  Of' 

This  question  being  solved,  we  can  now  return  to  our  principal 
subject,  the  refraction  of  the  eye,  and  explain  the  elementary 
principles  involved  in  it.  You  will  be  better  able  to  understand 
these  fundamental  principles,  however,  when  we  come  to  apply 
them  to  practice,  in  determining  the  nature  of  the  refraction  and 
accommodation  and  the  degrees  of  ametropia. 

The  dioptric  apparatus  of  the  eye  comprises,  first,  the  cornea, 
the  radius  of  whose  curvature  is  about  8  millimeters.  It  is 
separated  from  the  crystalline  lens  by  the  anterior  chamber,  filled 
with  the  aqueous  humor,  and  having  a  depth  of  4  millimeters. 
The  anterior  surface  of  the  crystalline  lens  has  a  radius  of 
curvature  of  10  millimeters,  the  posterior  surface  a  radius  of  6 
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millimeters ;  its  thickness  is  4  millimeters  (see  Fig  11).  After 
having  crossed  these  media  the  light  pursues  its  way  in  the 
vitreous  humor  up  to  the  retina.  The  index  of  refraction  of  the 
aqueous  and  vitreous  humor  is,  on  an  average,  and  that  of 
the  lens 

The  figures  which  we  have  just  given  have  been  determined  by 
Listing,  Helmholtz  and  Bonders.  They  have  not,  however,  an 
absolute  value,  and,  within  a  certain  measure,  may  be  found 
different  in  different  eyes.  Helmholtz  has,  indeed,  modified  the 
above  numbers  somewhat,  but  we,  nevertheless,  give  them  as  they 
appeared  in  his  first  work,  because,  being  round  numbers,  they 
are  more  easily  managed. 

The  office  of  the  dioptric  apparatus  of  the  eye  is  to  produce  on 
the  retina  distinct  images  of  external  objects.  You  are  already 
7 
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aware  that  the  images  are  inverted,  as  all  real  images  formed  by 
a  collective  system  are. 

The  question  has  been  frequently  discussed  as  to  why  we  see 
those  objects  upright  whose  images  are  inverted  on  the  retina. 
At  the  beginning  of  the  last  century,  even,  there  were  some 
physiologists  who  denied  the  fact,  and  who,  not  being  able  to 
explain  how  the  inverted  images  were  projected  upright  exter- 
nally, maintained  that  the  retina  received  the  image  upright.  I 
remember  to  have  found,  for  example,  in  a  medical  work  of 
Stephen  Blanquard,  published  at  the  commencement  of  the 
eighteenth  century,  an  engraving  which  shows  how  images 
which  are  inverted  by  the  lens  are  again  inverted,  that  is  to  say, 
are  set  upright,  by  the  vitreous  humor. 

The  explanation  of  the  fact  in  question  appears  to  me,  however, 
to  be  very  simple.    Suppose  one  born  blind  to  suddenly  receive 
sight.    Far  from  having  a  correct  idea  of  what  he  sees,  he  does 
not  at  first  at  all  properly  interpret  the  images  formed  on  the 
retina.    He  sees  neither  upright  nor  inverted ;  he  does  not  see  at 
all,  so  to  speak,  although  objects  are  painted  on  the  retina. 
Indeed,  he  has  not,  as  yet,  the  mental  conceptions  which  cor- 
respond to  the  impressions  made  on  the  percipient  elements  of 
the  retina.    It  is  only  by  experience,  by  comparison  of  the 
impressions  of  touch,  hearing,  and  of  the  other  senses  with  his 
visual  impression,  that  he  comes  to  bring  the  retinal  image  m 
relation  with  the  external  object.    Experience  teaches  him,  among 
other  things,  that  in  order  to  observe  the  upper  extremity  of  an 
object  it  is  necessary  to  direct  the  eyes  upward,  and  in  order  to 
observe  the  lower  extremity  he  must  direct  them  downward,  and 
in  this  manner  is  established  the  interpretation  of  the  position  of 
objects  by  means  of  the  movements  of  the  eyes.    It  would  be 
entirely  useless  for  the  individual  to  receive  the  image  upright, 
since  he  would  not  find  it  easier  to  interpret  it  thus  than  if  it  were 
inverted.    In  any  case  he  would  be  compelled  to  resort,  for  its 
interpretation,  to  experience. 
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What  is  of  much  more  importance  than  the  posture  of  the 
retinal  image  is  its  distinctness.  If  the  image  is  not  distinct  the 
eye  cannot  see  clearly.  Now,  in  order  that  the  image  be  distinct 
the  retina  must  lie  exactly  at  the  place  where  the  image  of  the 
dioptric  system  is  formed,  for,  as  with  all  dioptric  systems,  the  eye 
can  furnish  distinct  images  only  of  objects  situated  at  one  and  the 
same  distance,  unless  its  dioptric  apparatus  is  capable  of  alteration. 
Fortunately,  however,  we  can  see  equally  well  at  diflferent 
distances. 

The  cause  of  this  is  found  in  the  accommodative  power  of  the 
eye.  Accommodation,  of  which  we  shall  speak  more  fully  further 
on,  consists  in  an  increase  of  the  convexity  of  the  lens,  caused  by  a 
contraction  of  the  ciliary  muscle.  Accommodation,  therefore, 
increases  the  refracting  power  of  the  eye,  and  adapts  it  to  objects 
nearer  at  hand. 

The  eye,  in  a  state  of  repose,  is  adapted  to  the  furthest  point  at 
which  it  is  able  to  distinguish  objects,  that  is  to  say,  to  its 
punctum  remotum.  Now,  the  greatest  distance  at  which  an 
object  can  be  situated,  and  at  which  we  have  need  to  see,  is 
infinity.  For  this  reason  we  consider  as  normal  an  eye  which, 
in  a  state  of  rest,  sees  at  an  infinite  distance,  and  we  call  that 
condition  emmetropia. 

EMMETROPIA. 

The  emmetropic  eye  is,  therefore,  one  which,  in  a  condition 
of  rest,  sees  at  an  infinite  distance ;  and  since,  in  order  to  see 
clearly,  it  must  have  an  image  formed  distinctly  on  its  retina,  the 
retina  of  the  emmetropic  eye  should  be  found  where  the  rays 
coming  from  infinity,  that  is  to  say,  parallel  rays,  are  brought  to 
a  focus  by  the  dioptric  system  of  the  eye.  It  is  at  the  principal 
focus  of  this  system  that  the  rays  coming  from  infinity  are 
brought  to  a  focus.  "We  can,  therefore,  define  an  emmetropic  eye 
as  follows  : — 

The  emmetropic  eye  is  one  the  retina  of  which  is  found  at  the 
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prindpal  focus  of  its  dioptric  system,  or  one  which  unites  parallel 
rays  on  its  retina,  or,  expressed  in  another  manner,  the  punctum 
remotum  of  which  is  situated  at  infinity. 

We  can  represent  the  emmetropic  eye  by  a  convex  lens  at  the 
focus  of  which  is  a  screen  which  corresponds  to  the  retina  (E  E 
Eig.  12).  The  sun,  or  any  object  far  removed,  forms  a  distinct 
image  on  the  screen. 

Fig.  12. 


For  simplicity,  we  choose  as  an  object  the  flame  of  a  candle 
placed  at  a  distance  of  about  6  meters  ;  this  being,  for  the  eye,  a 
distance  sufaciently  great  for  rays  coming  from  it  to  be  considered 
parallel. 

AMETEOPIA. 

All  eyes  which  are  not  emmetropic  are  ametropic.  In  ametropia 
parallel  rays  are  not  united  on  the  retina,  but  either  in  front  of 
or  behind  it.  If  we  advance  the  screen  toward,  or  withdraw  it 
from,  our  lens,  we  will  find  that  the  image  of  the  flame  becomes 
diffuse  (a  b,  b'  a'.  Fig.  12).  The  same  phenomenon  occurs  m 
the  eye. 

HYPERMETROPIA. 

When  the  retina  is  found  in  front  of  the  focus  of  the  dioptric 
system,  parallel  rays  are  united  behind  it  (Fig.  13)  and  make  a 

diffused  image  a,b.  ,     i  j 

In  order  to  be  united  on  the  retina  the  rays  must  be  already 
more  or  less  convergent  before  reaching  the  eye,  as  is  indi- 
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cated  by  the  broken  lines  in  Fig.  13.  Now,  there  do  not  exist 
any  converging  rays  in  nature.  Those  which  come  from  objects 
near  at  hand  are  divergent;  those  coming  from  infinity  are 
parallel;  in  order  to  be  convergent  it  would  be  necessary  for 
them  to  come  from  beyond  infinity,  so  to  speak.  The  name  of 
hypermetropia  has  been  given  to  that  condition  of  the  eye  in 
which  it  is  adapted  for  a  point  situated  beyond  the  normal  distance 
to  which  the  emmetropic  eye  is  adapted. 

The  punctum  remotum  to  which  the  hypermetropic  eye  is 
adapted  in  a  state  of  rest  is  not  to  to  be  found  in  front  of  the  eye. 
It  corresponds  to  the  point  of  intersection  of  the  convergent  rays 
which  the  eye  requires  in  order  to  see  distinctly.    By  prolonging 


Fig.  13. 


these  rays  we  find  this  point  of  intersection  (i2  Fig.  13)  behind 
the  eye. 

The  punctum  remotum  of  the  hypermetropic  eye,  instead  of 
being  the  point  from  which  the  rays  of  light  emanate,  is,  on.  the 
contrary,  the  point  to  which  they  should  converge  in  order  to  be 
united  on  the  retina,  because  its  refracting  power  is  too  feeble 
relative  to  its  length  (see  Fig.  13).  In  order  to  make  it  emmetropic 
its  refracting  power  must  be  increased  by  adding  to  it  a  convex 
lens.  The  number  of  the  lens  which  adapts  the  hypermetropic  eye 
to  vision  at  a  distance  with  parallel  rays,  indicates  at  the  same 
time  by  how  many  dioptries  the  hypermetropic  eye  is  more  feeble 
than  the  emmetropic  eye,  and  thus  gives  the  measure  of  the 
hypermetropia.  If  the  convex  lens  has  6  dioptries,  the  refracting 
power  of  the  eye  is  feebler  by  6  dioptries  than  the  emmetropic 
eye,  and  consequently  the  hypermetropia  is  expressed  by  6  D. 
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But  the  correcting  lens  shows  us  yet  another  thing:  if  the 
hypermetropic  eye,  which  has  need  of  convergent  luminous  rays, 
sees  distinctly  at  infinity,  through  a  convex  lens,  it  follows  that  the 
convergence  communicated,  by  the  lens,  to  the  parallel  rays  is 
exactly  that  of  which  the  eye  has  need.  Now,  the  lens  causes 
parallel  rays  to  converge  toward  its  focus,  and  the  rays  which  the 
hypermetropic  eye  unites  on  its  retina  should  converge  toward  its 
punctum  remotum. 

The  punctum  remotum  of  the  eye  and  the  focus  of  the  correcting 
glass  should,  therefore,  coincide,  and  the  focal  distance  of  the 
convex  lens,  placed  just  in  front  of  the  eye,  is  therefore  equal  to 
the  distance  which  separates  the  eye  from  its  punctum  remotum. 

The  focal  distance  of  the  correcting  lens  being,  in  our  example, 
100  _  16  cm.,  the  punctum  remotum  is  situated  at  16  cm.  heUnd 
the  eye.    If  we  place  the  correcting  gl^ss  at  a  certain  distance  in 
front  of  the  eye,  say  at  2  centimeters,  it  should  have  a  greater 
focal  distance.    In  this  case,  the  punctum  remotum  being  situated 
16  centimeters  behind  the  cornea,  and  the  glass  being  2  centi- 
meters in  front  of  it,  the  focal  distance  should  be  16  +  2  =  18 
centimeters,  and  its  power,  not  6,  but  5^  dioptrics        =  6.5)  in 
order  that  its  focus  coincide  with  the  punctum  remotum.  With 
respect  to  the  eye,  the  action  of  the  convex  lens  is  the  stronger 
the  further  it  is  removed  from  it.    It  is,  therefore,  important  to 
take  into  account  the  distance  at  which  the  correcting  lens  is 

placed  from  the  eye. 

In  practice  we  cannot  always,  tell  whether  the  individual  brings 
his  accommodation  into  play.  This,  however  feeble  it  may  be, 
diminishes  the  manifest  degree  of  the  hypermetropia ;  it  is  for  this 
reason  that  we  should  take  as  the  expression  of  the  hyperme- 
tropia, the  strongest  convex  lens  which  adapts  the  eye  to  infinity; 
that  is  to  any  distance  beyond  5  meters. 

It  is  on  this  account  that  young  hypermetropes  who  have  yet 
possession  of  the  full  power  of  their  ciliary  muscles,  and  those 
whose  hypermetropia  is  not  very  great,  see  perfectly  well  at  a 
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distance,  and  even  quite  close  at  hand,  without  the  intervention  of 
convex  glasses. 

Causes  of  iTyjjermeirqpia.— Hypermetropia,  which,  as  we  have 
seen,  consists  in  this,  that  the  principal  focus  of  the  dioptric 
media  is  situated  behind  the  retina,  can  be  produced  by  different 
causes. 

1st.  The  dioptric  system  of  the  hypermetropic  eye  may  be  the 
same  as  that  of  the  emmetropic  eye,  but  the  axis  of  the  eye  may 
be  too  short,  as  represented  in  Fig.  13.  I  have  given  to  this 
form  the  name  axial  hypermetropia  (hypermetropic  axile),  and 
the  sign  H'  indicates  at  once  the  nature  of  the  ametropia  and 
its  cause. 

2d.  The  length  of  the  hypermetropic  eye  may  be  the  same  as 
that  of  the  emmetropic  eye,  but  the  refracting  power  may  be  too 
feeble,  either  on  account  of  a  diminution  of  the  convexity  of  the 
cornea  or  of  the  surfaces  of  the  lens,  or  on  account  of  the  absence 
of  the  lens,  constituting  hypermetropia  from  insufficient  curvature 
(hypermetropic  de  courbure),  H". 

3d.  It  may  be  that  the  index  of  refraction  of  the  aqueous 
humor  or  the  lens  is  diminished,  constituting 

The  most  frequent  variety  of  hypermetropia  is  the  axial  form, 
that  is  to  say,  hypermetropia  produced  by  an  arrest  of  develop- 
ment of  the  eye  in  its  totality,  or  in  its  antero-posterior  diameter. 
These  eyes  are  distinguished  by  their  smallness  and  mobility.  It 
is  on  this  account  that,  when  the  eye  is  turned  as  much  as 
possible  toward  the  nose,  and  the  lids  are  widely  separated,  we  are 
able  to  see  not  only  the  equatorial  portion  strongly  curved,  but  to 
see  that  the  back  part  of  the  globe  slopes  quite  suddenly  toward 
the  posterior  pole. 

The  second  form  of  hypermetropia — hypermetropia  from, 
insufficient  curvature — is  much  rarer ;  the  cornea  of  the  hyper- 
metropic eye  being  generally  more  convex  than  that  of  the 
myopic  eye. 

There  is,  however,  a  hypermetropia  produced  by  a  depression 
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in  the  cornea  as  a  consequence  of  keratitis.  H"  also  follows, 
sometimes,  as  a  result  of  the  flattening  of  the  cornea  from  the 
increase  of  intra-ocular  tension,  and  from  the  flattening  of  the 
lens,  in  paralysis  of  the  ciliary  muscle. 

It  is  hardly  necessary  for  me  to  call  your  attention  to  the 
hypermetropia  caused  by  the  absence  of  the  lens;  you  have  all 
seen  cases  of  luxation  of  the  lens,  and  you  see  every  day  those 
who  have  been  operated  on  for  cataract  armed  with  strong  convex 
lenses,  which  correct  the  high  degree  of  hypermetrop'a  which 
follows  extraction  of  the  crystalline  lens.  Finally,  the  hyper- 
metropia which  is  developed  in  advanced  age,  first  demonstrated 
by  Bonders,  should,  perhaps,  be  referred  to  a  flatness  of  the  lens 
as  a  whole  in  consequence  of  senile  degeneration.  It  is  an  exam- 
ple of 

MYOPIA. 

Eeturning  now  to  the  experiment  with  the  convex  lens  and 
screen,  if,  instead  of  advancing  the  screen  on  which  the  image  of 
the  flame  is  received,  we  remove  it  further  away,  we  obtain  again 
an  indistinct  image  (6'  a',  Fig.  12).  This  is  caused  by  the  diverg- 
ence of  the  rays  after  their  union  at  the  focus,  and  this  condition 
corresponds  to  that  of  myopia.  We  define  myopia,  therefore,  as 
follows : — 

Myopia  is  that  condition  of  the  eye  in  which  the  retina  is 
situated  behind  the  focus  of  its  dioptric  apparatus;  and, 
expressed  in  a  general  manner,  we  may  say  that  the  dioptric 
system  of  the  myopic  eye  is  too  strong,  relative  to  its  length. 

In  order  that  the  rays  coming  from  the  flame  may  be  brought 
to  a  focus  on  the  screen,  it  will  be  necessary  either  to  render 
them  more  convergent  by  bringing  the  flame  nearer  (at  E,  Fig.  12), 
or,  the  flame  remaining  at  infinity,  to  diminish  the  refracting 

power  of  the  lens. 

So,  in  order  to  adapt  the  myopic  eye  to  infinity,  that  is  to  say, 
to  render  it  emmetropic,  we  must  dimi/nish  its  refracting  power. 
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This  can  be  accomplished  by  concave  glasses ;  and  the  number  of 
the  concave  glass  which  allows  the  eye  to  see  at  infinity  represents 
the  degree  of  the  myopia,  because  it  shows  by  how  many  dioptries 
the  refracting  apparatus  of  the  eye  is  stronger  than  that  of  the 
emmetropic  eye. 

In  taking  account  of  the  action  of  the  correcting  concave  lens 
we  will  find  again  the  same  coincidence  of  its  focus  with  the 
punctum  remotum  of  the  myopic  eye  that  we  found  in  the  case  of 
hypermetropia. 

The  myopic  eye  in  a  state  of  rest  is  adapted  for  its  punctum 
remotum  situated  at  a  certain  distance  in  front  of  it;  in  other 
words,  in  order  to  see  distinctly,  it  must  have  rays  diverging  from 
its  punctum  remotum.  Now,  the  action  of  a  concave  lens  is  to 
render  parallel  rays  divergent,  as  if  they  came  from  its  focus. 


Fig.  U. 


When  a  concave  lens  adapts  the  myopic  eye  to  vision  at  a  dis- 
tance, it  shows  that  that  lens  gives  to  parallel  rays  a  divergence, 
as  if  they  came  from  the  punctum  remotum  of  that  eye.  On 
this  account,  the  focus  of  the  correcting  lens  and  the  punctum 
remotum,  H,  of  the  myopic  eye,  coincide.  If  the  eye  requires 
a  concave  lens.  No.  6,  placed  close  to  the  cornea  {d  =  o,  Fig. 
14)  its  punctum  remotum,  R,  is  situated  at  16  centimeters  in 
front  of  it,  because  the  focal  distance  of  this  lens  is  equal  to  16 
centimeters. 

If  we  place  the  correcting  lens  at  2  centimeters  from  the  cornea 
{d  —  2  centimeters),  the  focal  distance  LB,  should  be  2  centimeters 
less,  that  is,  14  centimeters,  and  the  lens  will  then  be  not  6,  but  7, 
dioptries        =  7  D). 
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You  see  that  it  is  by  no  means  a  matter  of  indifference  as  to 
where  you  place  the  correcting  lens ;  the  further  the  concave  lens 
is  from  the  eye  the  stronger  it  must  be,  and  vice  versa.  Those 
among  you  who  use  concave  glasses  have  doubtless  frequently 
observed  that  the  closer  they  are  approached  to  the  eyes  the 
stronger  is  their  action. 

Since  it  is  only  necessary  to  measure  the  distance  between  the 
punctum  remotum  and  the  eye  in  order  to  know  the  degree  of  the 
myopia,  we  can  determine  this  degree  even  without  the  inter- 
vention of  a  lens.  It  is  sufficient  to  cause  the  individual  to  read 
small  print  at  the  greatest  distance  he  is  able.  In  this  manner  we 
find  the  punctum  remotum ;  and  the  distance  which  separates  this 
from  the  eye  is  the  focal  distance  of  the  lens  which  gives  the 
degree  of  the  myopia. 

Suppose  a  myope  to  read  without  any  effort  of  the  accommo- 
dation at  a  distance  of  9  centimeters.  His  myopia  will  be  equal  to 
11  D,  because  9  centimeters  represent  the  focal  distance  of  11  D 
(IM-  =  11). 

In  the  determination  of  myopia  we  should  agam  take  account 
of  the  accommodation ;  if  this  is  not  absolutely  suspended,  the 
myopia  will  appear  much  higher  than  it  is  in  reality,  on  account 
of  the  increase  in  the  refracting  power  of  the  eye.  It  is  for  this 
reason  that  we  should  always  choose  the  feeblest  concave  lens  which 
gives  the  best  vision  at  a  distance.  In  the  direct  determination 
we  should  take  as  the  focal  distance  of  the  lens  for  correcting  the 
myopia  the  greatest  distance  at  which  smaU  print  is  read. 

.  Causes  of  Myopia.-Uyo^i^.,  like  hypermetropia,  has  different 
causes  for  its  production. 

1st.  The  eye  may  be  too  long  for  a  dioptric  system  as  strong  as 

that  of  an  emmetropic  eye ;  axial  myopia  (myopie  axile),  M». 
2d  The  dioptric  system  may  be  too  strong,  while  the  length  of 

the  eye  remains  emmetropic;  myopia  from  excessive  curvature 

(myopie  de  courbure),  M°. 
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3d.  The  index  of  refraction  of  the  dioptric  system  may  be 
increased,  M'. 

I,  -AXIAL  MYOPIA,  M'. 

Myopia  from  an  excessive  length  of  the  eye  is  by  far  the  most 
frequent  form.  You  doubtless  call  to  mind  the  protruding  eyes  of 
certain  myopes,  even  when  the  myopia  was  of  slight  degree. 

As  we  said,  in  the  second  lecture,  hypertrophy  of  the  globe  (if 
we  can  call  it  such)  can  attain  to  such  a  degree  that  the  eye  is 
restricted  in  its  movements.  The  lengthening  is  more  pronounced 
in  the  direction  of  the  optic  axis  by  the  formation  of  a  staphyloma 
posticum,  an  ectasia  in  the  region  of  the  macula  lutea  which  is  so 
frequently  a  cause  of  myopia. 

II.  MYOPIA  FROM  EXCESSIVE  CURVATUEE,  M". 

Myopia  from  excess  of  curvature  is  much  rarer  than  the  axial 
form,  the  cornea  of  the  myope  not  differing  generally  from  that  of 
the  emmetrope,  having,  indeed,  frequently  a  longer  radius  of 
curvature.  Examples  of  this  kind  of  myopia  are  conical  and 
staphylomatous  cornece. 

We  sometimes  see  an  apparent  myopia  due  to  an  excess  of 
curvature  of  the  lens,  caused  by  a  spasm  of  the  ciliary  muscle.  In 
this  case  the  myopia  disappears  under  the  influence  of  atropine. 

III.   MYOPIA  FROM   AN   INCREASE   OF   THE    INDEX    OF  REFRAC- 
TION, M^ 

Sometimes  in  the  course  of  the  development  of  a  cataract  we 
find  a  myopia  which  did  not  exist  previously.  It  is  due,  without 
doubt,  in  such  cases,  to  an  increase  of  the  index  of  refraction  of 
the  lens. 

We  have  seen,  gentlemen,  that  the  great  majority  of  cases  of 
ametropia  is  due  to  differences  in  the  length  of  the  eye,  the 
dioptric  apparatus  remaining  the  same  as  that  of  the  emmetropio 
eye. 
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From  this  it  will  appear  that  the  expression  "anomalies  of 
refraction,"  by  which  ametropia  is  usually  designated,  is  not  exact. 
Indeed,  it  is  not  the  refraction,  but  the  length  of  the  eye  which 
is  abnormal  in  these  cases.  If  we  designate  the  axial  ametropias 
by  the  name  "anomalies  of  refraction,"  we  should  always  add 
mentally,  in  relation  to  th&ir  length. 
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LECTURE  VII. 


ASTIGMATISM. 

Gentlemen  : — In  the  different  forms  of  refraction  of  the  eye 
whicli  we  have  hitherto  studied  it  has  always  been  supposed  that 
its  refracting  surfaces  were  spherical,  a  condition  in  which,  since 
all  the  meridians  have  the  same  curvature  and  refract  equally,  the 
rays  are  brought  to  a  focus  in  one  and  the  same  point. 

We  have  no  need  to  speak  of  the  eye  as  not  being  a  perfect 
instrument  in  the  strict  sense  of  the  word.  We  seldom  ever  find 
an  eye  which  fulfills,  mathematically,  the  conditions  of  a  perfect 
instrument.  The  departure  from  a  spherical  form  is,  however,  in 
the  majority  of  cases,  so  small  that  we  can  very  properly  neglect 
it,  in  practice. 

But  frequently  this  inequality  in  the  curvature  of  the  different 
meridians  of  the  refracting  surfaces  of  the  eye  is  so  great  as  to 
influence,  in  no  inconsiderable  degree,  the  acuteness  of  vision,  and 
it  then  constitutes  a  peculiar  form  of  anomaly  of  refraction  which 
is  known  as  astigmatism. 

Astigmatism  consists  in  an  irregularity  of  the  curvature  of  the 
dioptric  surfaces  of  the  eye,  which  deviate  in  various  degrees  from 
the  normal  spherical  form.  The  refraction  of  an  astigmatic  eye 
is,  therefore,  not  the  same  in  its  different  meridians.  It  is 
strongest  in  the  meridians  with  the  strongest  curvatures,  and 
most  feeble  in  those  where  the  curvature  is  least. 

We  can  imitate,  artificially,  this  anomaly  by  means  of  a 
cylindrical  lens.  A  cylindrical  lens  is  one  formed  by  a  section  of 
a  cylinder  of  glass  made  parallel  to  its  axis,  or  by  two  of  these 
sections  symmetrically  associated. 


102  •  EXAMINATION  OP  THE  EYES. 

A  cut  made  across  a  convex  or  concave  cylindrical  glass 
perpendicular  to  its  axis  presents,  therefore,  the  form  of  Fig.  15 
or  Fig.  16,  while  a  cut  parallel  to  the  axis  has  simply  the  form 
of  Fig.  17,  thicker  or  thinner,  according  as  it  is  made  nearer 
the  border  or  middle  line  of  the  cylinder.    The  rays  of  light 
which  pass  through  the  cylinder  in  a  plane  perpendicular  to  its 
axis  are  brought  to  a  focus  in  the  same  manner  as  they  are  by 
all  convex  lenses,  while  those  which  pass  in  a  plane  parallel  to 
the  axis  undergo  no  more  deviation  than  if  they  had  passed 
through  a  glass  with  plane  parallel  surfaces. 

FiQ.  15.  Fig.  16.  Fig.  17. 


The  same  is  true  of  concave  cylindrical  lenses,  which  disperse 
only  the- rays  which  pass  through  them  perpendicular  to  their 


axes 


Take,  for  example,  the  convex  cylindrical  lens  No.  5  and 
combine  with  it  a  spherical  convex  No.  50,  the  refracting  power 
of  which  is  nearly  the  same  as  that  of  the  dioptric  system  of  the 
eye,  since  it  unites  parallel  rays  20  mm.  behind  it. 

Kays  coming  from  a  luminous  point  at  a  great  distance  and 
passing  through  this  combination  in  a  plane  parallel  to  the  axis  of 
the  cylinder  are  affected  only  by  the  spherical  glass,  the  cylmder 
exerting  no  influence  on  it  in  that  direction,  and  they  are  brought 
to  a  focus  in  a  point  20  mm.  behind  the  combination. 

The  rays,  on  the  contrary,  which  pass  through  the  system  m  a 
plane  perpendicular  to  the  axis  of  the  cylinder  will  be  affected  by 
both  the  spherical  No.  50  and  the  cylindrical  No.  5,  making, 
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together,  55  D ;  they  will  be  brought  to  a  focus,  therefore,  at 
i|ojL  —  18  mm.  behind  the  lens,  consequently  2  mm.  in  front  of 
the  point  of  union  of  the  rays  passing  through  the  plane  of  the 
axis,  and  at  a  place  where  these  latter  form  an  image  of  diffusion. 
On  the  contrary,  at  the  focus  of  the  rays  which  have  passed  parallel 
to  the  axis  of  the  cylinder,  the  rays  of  the  plane  perpendicular  to 
the  axis  form  an  image  of  diffusion  by  diverging  after  their  union. 

In  the  space  comprised  between  the  foci  of  the  two  principal 
MERIDIANS  (that  is  to  say,  those  meridians  with  the  maximum 
and  minimum  of  curvature)  are  to  be  found  the  foci  and  the 
images  of  diffusion  of  the  rays  which  pass  through  the  system  in 
the  intermediate  meridians. 

From  this  it  results  that  such  a  system  can  never  furnish  a 
distinct  image  of  a  luminous  point.  At  whatever  point  we  place 
the  screen  to  receive  the  image,  there  will  always  be  only  one 
part  of  the  rays  which  comes  to  a  focus  there ;  the  other  makes  an 
image  of  diffusion.  If  we  place  a  cylindrical  lens  like  the  one  we 
have  mentioned  in  such  a  position  that  its  axis  is  horizontal,  and 
if  the  screen  is  18  mm.  behind  the  combination,  then  the  vertical 
meridian  only  is  adapted  for  the  distance  of  the  luminous  point, 
and  the  image  will  be  a  horizontal  line,  because  all  the  rays  which 
have  passed  through  the  vertical  meridian  are  united  on  the 
screen,  while  the  others,  especially  those  which  pass  through  the 
horizontal  meridian,  form  images  of  diffusion. 

By  removing  the  screen  the  line  enlarges  at  the  same  time  that 
it  gets  shorter,  and  the  image  becomes  an  ellipse  with  a  long 
horizontal  axis.  If  we  continue  to  remove  it,  the  long  axis  of  the 
ellipse  becomes  shorter  while  the  short  axis  becomes  longer ;  the 
image  of  diffusion  assumes  a  circular  form,  to  again  become  an 
ellipse,  with  its  long  axis  vertical ;  finally  this  ellipse  grows  nar- 
rower and  narrower  until  it  becomes,  at  20  mm.  behind  the  com- 
bination, a  simple  vertical  line.  In  this  last  position  the  focus 
of  the  horizontal  meridian  is  found  on  the  screen. 

The  image  of  a  luminous  point  made  by  a  dioptric  system  the 
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different  meridians  of  which  have  different  refracting  powers,  is, 
therefore,  never  a  point,  but  a  line,  or  an  image  of  diffusion, 
elliptical  or  round  in  shape. 

This  condition  may  occur  in  the  eye.  Suppose  an  eye,  whose 
vertical  corneal  meridian  has  a  curvature  stronger  than  the  hori- 
zontal; this  eye  looking  at  a  point  will  always  see  a  horizontal 
or  vertical  line,  or  a  diffuse  luminous  spot,  but  never  a,  pomt. 
From  this  fact  comes  the  name  astigmatism  (from  a,  privative, 
and'  ^rrtri^a,  a  point,)  which  has  been  given  to  this  anomaly 
of  refraction. 

When  as  in  the  example  which  we  have  taken,  the  curvature 
remains  the  same  throughout  the  whole  extent  of  the  same  meri- 
dian, the  astigmatism  is  called  regular. 

If  on  the  contrary,  not  only  the  different  meridians  have 
different  radii  of  curvature,  but  the  curvature  of  the  same 
meridian  varies  in  its  different  parts,  it  is  called  irregular  astig- 

matism.  .  -l    +i,  t 

We  would  therefore  define  regular  astigmatism  to  be  tliat 
condiXion  ir,  which  the  refraction  is  different  in  the  different 
meridians  of  the  eye.  It  has  its  seat  nearly  always  in  the  cornea, 
^vhich,  instead  of  being  spherical,  has  the  form  of  a  sphere  com- 
pressed  from  two  opposite  sides. 

The  vrincvp<^l  meridians  (most  frequently  the  horizontal  and 
vertical)  are,  in  the  great  majority  of  cases,  perpe'nd^cuUr  to 
one  another,  and  in  that  case  the  vertical  meridian  is  nearly 
always  the  more  strongly  curved.  The  exceptions  to  th.s, 
however,  are  not  rare.  The  principal  meridians  are  frequently 
inclined,  and  sometimes  we  see  the  feebler  curvature  corresponding 

to  the  vertical.  ,  . 

Beturaing  now  to  our  two  combined  lens«,  let  ue  apply  their 
principles  to  the  eye,  in  order  to  bring  clearly  before  our  mmds 
L  symptoms  which  are  manifest  in  the  astigmaUo  eye,  as  wel 
a.  the  manner  of  determining  and  correcting  that  anomaly  of 
refraction. 
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Suppose  the  eye  to  have  a  length  of  20  mm.,  and  that  its 
dioptric  system  is  represented  by  the  combination  of  a  +  50 
spherical  lens,  and  a  +  5  cylindrical  lens  axis  horizontal.  The 
horizontal  meridian  of  the  eye  will  then  be  emmetropic,  since 
the  cylinder  exercises  no  influence  on  the  direction  of  the  rays  in 
the  plane  of  its  axis ;  the  spherical  lens  alone  refracts  the  light, 
and  brings  parallel  rays  to  a  focus  at  20  mm.  behind  it,  that  is  to 
say,  on  the  retina. 

In  the  vertical  meridian,  on  the  other  hand,  the  refraction  of 
the  eye  is  5  D  stronger  than  that  of  the  emmetropic  eye.  The 
eye  has,  therefore,  a  myopia  of  5  D  in  that  meridian.  Kays 
coming  from  infinity  are  united  in  front  of  the  retina,  and  in 
order  to  see  clearly,  the  object  must  be  brought  up  to  =  20 
cm.  An  eye  having  this  irregularity  of  refraction  cannot  see 
horizontal  lines  distinctly  when  they  are  placed  beyond  20  cm., 
the  vertical  meridian  being  adapted  only  for  objects  nearer  than 
20  cm.  A  line  can  be  considered  as  composed  of  an  infinite 
number  of  points  placed  close  to  one  another ;  each  of  these  points 
will  form  an  image  of  difi'usion  in  the  vertical  axis,  and  all  the 
points  together  will  form  a  broad  and  ill-defined  line. 

In  order  to  see  the  horizontal  line  clearly,  it  must  be  brought 
up  to  20  centimeters.  Then  the  images  of  difi'usion  of  the  points 
which  make  up  the  line  are  horizontal,  that  is,  in  the  direction  of 
the  line,  consequently  they  overlap  each  other,  while  the  rays 
which  come  from  the  vertical  direction  are  accurately  focused  on 
the  retina.  The  line,  therefore,  does  not  appear  broader,  but  only 
slightly  elongated,  on  account  of  the  horizontal  diffusion  at  its  two 
extremities. 

The  contrary  takes  place  for  a  vertical  line.  It  will  be  seen 
clearly  at  a  distance  because  the  horizontal  meridian,  perpendicular 
to  its  direction,  is  adapted  to  its  distance,  while  it  will  be  confused 
on  nearer  approximation  because  it  forms  images  of  diffusion  in 
the  horizontal  axis.  An  eye  of  this  kind  will,  therefore,  never  see 
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horizontal  and  vertical  lines  distinctly  when  they  lie  in  the  same 
plane.  If  you  place  a  black  cross  made  on  white  paper  before  it, 
it  will  see  either  the  one  or  the  other  line  distinctly,  according  as 
the  paper  is  approximated  to  or  removed  from  it,  or  as  its 
accommodation  adapts  the  one  or  the  other  of  its  principal  meridians 
to  the  distance  at  which  the  paper  is  placed,  but  it  will  never  see 
the  cross,  as  a  whole,  clearly  and  distinctly. 

It  was  this  observation,  among  others,  which  led  to  the  discovery 
of  astigmatism,  and  which  furnished  a  means  for  its  determination. 

The  astigmatic  eye  never  has  a  perfect  acuteness  of  vision,  and, 
indeed,  often  presents  a  very  high  degree  of  amblyopia.  When 
we  have  found  a  spherical  glass  which  gives  relatively  the  .  best 
visual  acuteness,  and  when  we  have  reason  to  suspect  the  exist- 
ence of  astigmatism-the  indications  of  which  we  shall  see  further 
on_we  place  before  the  patient  a  figure  composed  of  black  rays 
spread  out  like  a  fan  on  a  white  ground  (Snellen,  Green).  It 
should  be  about  5  meters  (16  feet)  removed  from  the  eye.  While 
one  eye  is  covered,  and  the  other  is  armed  with  the  lens  giving 
the  best  vision  (if  a  glass  be  required),  we  ask  if  all  the  lines 
appear  equally  sharp,  black  and  broad.    If  the  answer  is  in  the 
negative  we  then  ask  which  ray  appears  clearest,  and  which  most 
indistinct.    These  rays  will  correspond  to  the  two  principal 
meridians,  and  are  most  generally  perpendicular  to  each  other. 

Since  one  of  the  two  lines  appears  clear  and  distinct,  the 
meridian  which  is  perpendicular  to  it  is  adapted  to  the  distance  of 
that  line,  whether  the  patient  sees  with  or  without  the  aid  ot 
glasses.  It  only  remains  for  us,  therefore,  to  correct  the  ametropia 
of  the  other  meridian.  This  is  effected  by  means  of  a  cyhndricai 
glass,  the  axis  of  which  is  perpendicular  to  the  meridian  to  be 
corrected;  and  which  must  be  added  to  the  correcting  spherical 

lens.  J.  „^ 

The  cylindrical  lens  will  be  convex  or  concave  accordmg  as  the 
meridian  to  be  corrected  is  hypermetropic  or  myopic;  and  the 
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cyKnder  which,  with  the  spherical  lens,  gives  the  best  vision,  is 
the  correcting  cylinder  required.  Its  number  gives  the  degree  of 
astigmatism,  that  is,  the  difference  in  the  refraction  of  the  meri- 
dians of  least  and  greatest  curvature. 

To  verify  the  exactness  of  our  examination  the  patient  is  caused 
to  look  at  the  fan,  and  if  the  astigmatism  is  corrected  all  the  lines 
will  appear  of  the  same  sharpness, 

Donders  has  given  the  name  of  simple  astigmatism  to  that  form 
in  which  one  of  the  principal  meridians  is  emmetropic,  and  makes 
a  subdivision  into  simple  hypermetropic  and  simple  myopic  astig- 
matism, according  as  the  ametropia  meridian  is  hypermetropic  or 
myopic. 

The  astigmatism  is  compound  when  both  the  principal  meridians 
are  ametropic  but  of  the  same  character.  Thus  we  see  frequently 
an  eye  myopic  in  all  its  meridians  have  its  myopia  stronger  in 
the  vertical  than  in  the  horizontal  meridian.  An  analogous 
condition  is  frequently  found  in  the  hypermetropic  eye.  In  these 
cases  we  say,  for  instance,  there  is  M.  5  D.  +  As.  M.  1  D.  in  the 
vertical  meridian,  which  is  equivalent  to  saying  that  the  horizontal 
meridian  presents  a  M.  of  6  D.,  the  vertical  a  surplus  M.  of  1  D. ; 
a  total  of  6  D.  Finally,  the  astigmatism  is  mixed  when  one  of  the 
principal  meridians  is  hypermetropic  and  the  other  mjwDpic. 

AU  these  forms  of  astigmatism  are  of  frequent  occurrence ;  the 
mixed  form,  however,  is  less  common  than  the  others. 

Simple  astigmatism  is  corrected  by  a  simple  cylindrical  glass 
with  the  axis  perpendicular  to  the  ametropic  meridian ;  compound 
astigmatism  by  glasses  which  are  spherical  on  one  side  and 
cylindrical  on  the  other ;  and  mixed  astigmatism  by  bi-cylindrical 
glasses  whose  axes  are  perpendicular  to  each  other. 

The  first  studies  in  astigmatism  were  made  by  Thomas  Young* 

♦"Philosophical  Transactions,"  1793,  vol.  83,  p.  169,  and  "Miscellaneous 
"Works  "  of  the  late  Thomas  Young,  edited  by  Peacock,  London,  1855,  vol.  7, 
p.  26. 
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(1793),  who,  himself  affected  with  a  very  considerable  astigma- 
tism, analyzed  and  corrected  it  in  a  manner  as  ingenious  as  it  was 
exact.  . 

It  is  very  curious  that  this  first  recorded  case  of  astigmatism 
had,  contrary  to  the  rule,  its  seat  not  in  the  cornea,  but  in  the 
lens.  Airy  *  determined  and  described  the  compound  myopic 
astigmatism  with  which  he  was  affected.  He  wore  a  -concave 
spherical  combined  with  a  concave  cylindrical  glass. 

Later  (1845)  Sturm  f  established  the  mathematical  theory  of 
astigmatism,  and  Stokes  t  invented,  for  its  determination,  his 
well-known  instrument  composed  of  two  cylindrical  glasses, 
movable  one  on  the  other  in  such  a  manner  as  to  produce  a 
cylindrical  lens  of  a  variable  strength. 

One  of  the  most  curious  instances,  from  a  historical  point  of 
view,  is  that  of  the  curate  Schnyder,  of  Menzberg,  Switzerland, 
who  had  observed  that  he  could  not  clearly  distinguish  horizontal 
and  vertical  wires  at  the  same  distance,  and  who  corrected  the 
infirmity  by  means  of  a  convex  cylindrical  lens.  §  In  1852 
Goullier,  professor  in  the  School  of  Application  of  Metz,  sent  to 
the  Academy  of  Sciences  a  sealed  communication,  which  was 
opened  on  the  7th  of  August,  1865,  and  contained  the  explanation 
of  astigmatism  and  the  method  of  its  correction  by  means  of  cylin- 

Since  the  invention  of  the  ophthalmoscope,  and  the  remarkable 
works  of  Bonders,  Javal,  Knapp  and  others,  astigmatism  has 
become  as  well  known  and  understood  as  hypermetropia  and 

myopia.  i  i.  +i. 

It  was  by  means  of  ophthalmometric  measurements  tliat  the 

*  "Transactions  of  Cambridge  Philosophical  Society,"  vol  ii  p.  2^7.  1827_ 
t  Comp.  rend,  de  1' Acad.  des.  Scien.  de  Paris,  t.  20,  pp.  554,  761,  1238  et  i-ogg. 

""r"' Report"  of'the  British  Association  for  the  Advancement  of  Science,  for 

''rclmp.'rend.  de  la  Soci6t6  Guisse  ponr  I'Avancement  des  Sciences  Kotarelles 
et  Ann.  Doc.  t.  xxi,  p.  222,  1849. 
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cornea  was  proved  to  be  the  principal  seat  of  astigmatism,  and  the 
School  of  Utrecht  has  been  mainly  instrumental  in  introducing 
into  practice  the  methods  which  are  employed  for  its  determina- 
tion and  correction. 

lEREGULAR  ASTIGMATISM. 

While  regular  astigmatism,  in  spite  of  the  difference  in 
curvature  of  the  various  meridians  of  the  refracting  surfaces, 
presents  a  regular  curvature  in  each  meridian  taken  singly, 
irregular  astigmatism  consists  in  a  difference  of  curvature  in  the 
different  parts  of  the  same  meridian..  This  anomaly  of  refraction 
may  have  its  seat  in  either  the  cornea  or  lens. 

In  the  case  of  the  cornea  the  astigmatism  is  most  frequently 
produced  by  inflammatory  processes  and  ulcers  which  have  left 
its  surface  of  an  irregular  form.  Flat,  or  even  excavated  parts, 
are  often  found  by  the  side  of  partial  ectasies,  and  frequently  each 
small  part  of  the  cornea  has  a  curvature  different  from  that 
adjacent  to  it. 

The  individual  is  sometimes  more  inconvenienced  by  such  an 
irregularity  of  the  corneal  curvature  than  by  leucomata,  because, 
the  light  undergoing  a  very  irregular  refraction  at  the  first 
refracting  surface  of  the  eye,  the  retinal  image  becomes  in  the 
highest  degree  distorted.  No  object  is  seen  distinctly,  straight 
lines  sometimes  appearing  enlarged  and  blurred  at  certain  parts, 
or  showing  inflections  and  irregularities  of  all  kinds.  It  is 
evident  that  such  an  anomaly  of  refraction  cannot  be  corrected  by 
either  cylindrical  or  any  other  kind  of  glasses,  because  it  would 
be  impossible  to  give  to  glasses  a  form  similar  to  that  of  the 
irregular  cornea. 

In  such  cases  we  can  somewhat  improve  vision  by  a  means  first 
proposed  by  Bonders.  Since  the  amblyopia  here  is  due  to  the 
fact  that  the  different  parts  of  the  cornea  have  different  curva- 
tures and  the  rays  of  light  passing  through  them  are  not  united 
in  the  same  place,  only  that  part  of  the  cornea  can  be  utilized  for 
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vision  which  has  an  approximately  spherical  surface,  by  eliminating 
the  others. 

This  end  is  attained  by  means  of  a  diaphragm  having  a  hole 
from  1  to  2  mm.  in  diameter,  which  is  held  close  to  the  eye.  The 
patient  soon  finds  the  position  in  which  the  stenopaic  hole  gives 
the  best  vision,  and  we  sometimes  find  the  advantage  gained  by 
this  method  by  no  means  inconsiderable.    It  is  true  that  the 
illumination  is  diminished  on  account  of  the  exclusion  of  a  great 
quantity  of  the  light  which,  without  the  diaphragm,  would  enter 
the  eye ;  but,  on  the  other  hand,  the  distinctness  of  the  object  is 
much  increased,  because  the  luminous  rays  which  have  passed 
through  the  hole  and  the  corresponding  part  of  the  cornea  are 
united  to  form  a  single  clear  image  on  the  retina. 

A  form  of  irregular  astigmatism  more  important  and  more 
common  than  that  met  with  in  the  cornea  is  found  in  the  lens, 
and  up  to  the  present  time  there  are  only  two  individuals  who  are 
known  to  have  been  exempt  from  it.  Of  these  cases  we  shall 
speak  further  on.  This  irregular  astigmatism  is  produced  by  the 
structure  of  the  lens  itself.  You  will  remember  that  the  lens  is 
composed  of  many  sectors,  whose  lines  of  separation  form  a  kind 
of  star,  frequently  visible  by  means  of  the  oblique  illumination, 
and  especially  pronounced  in  senile  cataract. 

Now,  the  different  sectors  of  the  lens  have  not  exactly  the  same 
curvature,  and  consequently  the  light  which  passes  through  them 
is  not  brought  to  the  same  focus ;  each  sector  forming  a  separate 
image.  Under  ordinary  circumstances,  and  in  cases  where  the 
irregularity  is  not  excessively  developed,  the  retinal  images  corre- 
sponding to  the  different  sectors  overlap  each  other,  and  we  see 
the  object  single,  though  less  distinctly  than  if  the  lens  had 

regular  surfaces. 

In  other  cases  the  numerous  images  furnished  by  the  lens  pro- 
duce a  j)olyoj>ia  monocularis,  that  is  to  say,  the  eye,  instead  of 
seeing  a  single  image  of  the  object  fixed,  sees  many.  This  phe- 
nomenon has  been  accurately  observed  and  described  by  Vulpian 
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and  Bonders.  The  classical  description  which  they  have  given  of 
it  is  to  be  found  in  the  memoirs  of  the  Society  of  Biology,  for 
the  year  1861,  t.  iii,  p.  335  (Vulpian),  and  in  "The  Anomalies 
of  Accommodation  and  Eefraction  of  the  Eye,"  pp.  451-545,  1864 
(Bonders). 

This  polyopia  becomes  especially  apparent  when  the  eye  is  not 
adapted  to  the  distance  of  the  object  that  is  fixed,  because  then 
the  images  corresponding  to  the  different  sectors  are  separated 
further  from  each  other  than  when  it  is  accurately  accommodated. 

Vulpian  observed  his  polyopia  principally  when  looking  at  the 
crescent  of  the  moon.  Other  observers,  as  La  Hire,  Th.  Young 
and  Bonders,  have  generally  used  a  luminous  point  brought  quite 
close  to  the  eye.  We  can,  according  to  Bonders,  easily  produce  a 
polyopia  monocularis  by  means  of  a  small  globule  of  mercury 
placed  on  a  piece  of  black  velvet.  The  globule  acts  as  a  very 
strong  convex  mirror,  from  which  can  be  reflected  a  small  image 
of  any  luminous  source,  such  as  the  sun,  lamp,  etc.;  this  small 
image  acting  as  a  luminous  focus  from  which  rays  diverge.  By 
bringing  the  globule  to  within  a  few  millimeters  of  the  eye,  instead 
of  a  single  round  image  of  diffusion  we  see  numerous  images, 
which,  to  a  greater  or  less  extent,  overlap  each  other.  These  are 
the  entoptie  images  furnished  by  the  different  sectors  of  the  lens. 

It  is  this  same  irregularity  in  the  structure  of  the  lens  which 
causes  a  luminous  point  to  appear  to  us  as  if  radiated.  Indeed,  is 
it  not  surprising  that  the  luminous  heavenly  bodies,  in  spite  of 
their  spherical  shape,  make  on  the  human  eye,  not  the  impression 
of  round,  luminous  points,  but  the  impression  of  bodies  with  rays? 
From  this  circumstance  we  have  the  extension  of  the  word  stellate 
to  all  bodies  presenting  a  similar  appearance.  This  fact  is  a  proof 
that  human  eyes  have  for  all  time  presented  the  same  irregular 
astigmatism.  There  are  only  two  examples  known  of  men  having 
possession  of  their  crystalline  lenses  that  were  exceptions  to  this 
rule.  One  was  a  tailor,  named  Schoen,  of  whom  Alexander  von 
Humboldt  reported  that  the  stars  appeared  to  him  as  points  clearly 
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rounded.  The  other  is  in  the  person  of  one  of  my  own  pupils. 
Mr.  D.  has  never  been  able  to  understand  why  the  stars  are 
compared  to  figures  with  radiating  lines.  They  appear  to  him  as 
luminous  points  without  any  rays.  The  lenses  of  Schoen  and 
Mr.  D.  must  have  been  constructed  with  great  exactness,  or  the 
irregularities  of  the  anterior  surface  of  the  lens  must  have  been 
neutralized  by  the  irregularities  of  an  opposite  kind  on  the 

posterior  surface. 

We  are  able,  however,  to  put  ourselves  in  conditions  analogous 
to  these  fortunate  men  by  looking  at  the  stars  through  a 
diaphragm  perforated  with  a  small  hole.  In  this  way  we  deprive 
the  stars  of  their  rays,  and  reduce  them  to  small,  luminous  points, 
because  their  images  are  formed  on  our  retinae  by  only  one  of 
the  sectors,  or  by  a  part  of  the  lens  which  has  approximately 
the  same  curvature  throughout  its  whole  extent;  only,  the 
luminous  points  appear  less  brilliant  to  us  than  they  must  have 
appeared  to  Schoen  or  do  to  Mr.  D.,  since  they  saw  them  through 
the  whole  extent  of  their  pupils,  while  we  see  them  only  through 
an  excessively  small  pupil,  the  stenopaic  hole  in  our  diaphragm. 

The  irregular  astigmatism  of  the  lens  does  not  influence  vision 
very  much  under  ordinary  conditions,  but  it  can  become  a  very 
serious  obstacle  in  astronomical  observations.  Irregular  astigma- 
tism renders  it  impossible  to  determine  the  exact  point  of  contact 
of  two  bodies. 

Thus,  if  you  close  one  eye  and  fix,  with  the  other,  the  ends  of 
the  thumb  and  index  finger  and  bring  them  together  gradually, 
you  will  observe  that  before  contact  there  will  be  formed  between 
them  a  kind  of  drop,  and  that  they  appear  to  run  into  one  an- 
other, as  it  were. 

This  phenomenon  is  the  result  of  the  irregularity  of  the  lens 
which  we  have  just  been  studying,  and  which  prevents  the  forma- 
tion of  images,  absolutely  clear,  on  our  retinae,  and,  consequently, 
renders  impossible  the  exact  determination  of  the  moment  when 
the  two  fingers  touch  each  other. 
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This  fact  attracted  considerable  attention  in  connection  with 
the  observation  of  the  transit  of  Venus  across  the  face  of  the 
sun.  It  was  a  question  as  to  how  it  would  be  possible  to  tell  the 
precise  moment  when  the  edge  of  the  disc  of  Venus  came  in 
contact  with  that  of  the  sun,  and  the  moment  when  the  two 
separated. 

It  was  Giraud-Teulon  who,  giving  the  explanation  of  the 
phenomenon,  indicated  the  method  to  obviate  it.*  We  have  only  to 
arm  ourselves  with  a  stenopaic  hole,  in  order  to  make  the  contours 
clear,  and  the  difficulties  are  removed.  If  we  place  before  the  eye 
a  card  perforated  with  a  hole  0.5  millimeter  in  diameter,  we  will 
see  that  the  drop  is  not  formed  between  the  fingers. 

Irregular  astigmatism  changes  with  the  alterations  in  the 
structure  of  the  lens;  and  it  is  especially  observed  during  the 
formation  of  cataract.  You  frequently  hear  aged  persons  say 
that  since  a  certain  time  the  stars  present  more  and  longer  rays, 
that  such  and  such  a  star  seems  to  have  satellites,  or  that  the  moon 
appears  multiple.  In  such  cases  you  will  nearly  always  find 
opacities  of  the  lens  on  examination  with  the  oblique  light. 

After  a  successful  operation  for  cataract,  irregular  astigmatism 
disappears,  but  only  to  give  place,  in  many  cases,  to  a  regular 
astigmatism  coming  from  a  change  in  the  form  of  the  cornea,  due 
to  the  cicatrization  of  the  wound.  This  astigmatism  can,  however, 
be  corrected  in  the  majority  of  cases  by  cylindrical  glasses,  while, 
for  irregular  astigmatism  there  is,  aside  from  extraction  of  the 
lens,  no  remedy  but  the  stenopaic  hole. 


*  Ann.  d'occul,  t.  Ixviii,  p.  39. 
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LECTURE  YIII. 


THE  CAUSES  OF  AMETROPIA. 

Gentlemen  :— As  many  of  you  have  expressed  a  desire  that  I 
should  consider  yet  further  the  causes  of  ametropia,  I  take  this 
opportunity  to  give  a  general  outline  of  the  various  causes  which 
may  render  an  eye  ametropic,  and  of  the  manner  in  which  I  would 
have  the  matter  considered. 

You  will  remember  that  in  all  questions  pertaining  to  the  optics 
of  the  eye  we  take,  as  a  standard,  the  emmetropic  or  normal  eye. 

The  emmetropic  eye  is  one  in  which  the  retina  is  at  the  focus  of 
its  dioptric  system.  Its  usual  length  is  23  millimeters;  but  this 
is  by  no  means  a  characteristic  of  emmetropia,  which  is  in  reahty 
only  a  relation  between  the  length  and  the  refracting  power  of  the 
eye  We  can  easily  conceive  of  an  eye  shorter  than  23  milli- 
meters but  possessed  of  a  more  than  usually  strong  refracting 
power ;  or  of  one  longer  with  a  dioptric  system  of  less  power.  In 
both  of  these  cases  the  retina  may  be  found  in  the  focus  of  the 
dioptric  system,  and  the  eye,  consequently,  be  emmetropic. 

When  the  retina  is  not  found  at  the  focus  of  the  dioptric  system 
the  eye  is  ametropic,  and  it  may  appear  under  two  forms  :— 
a.  The  retina  may  be  in  front  of  the  focus  (hypermetropia). 
b  The  retina  may  be  behind  the  focus  (myopia). 
These  anomalous  conditions  can  be  produced  by  a  variety  of 

causes. 

Causes  of  Sypermetropia.-ln  hypermetropia,  as  we  have  said, 
parallel  rays  are  united  behind  the  retina.  The  hypermetropic 
eye,  therefore,  possesses  a  refracting  power  too  weak  in  relation  to 
its  length. 


CAUSES  OP  HYPEEMETEOPIA. 


115 


This  may  be  due  to  the  fact  that,  while  possessing  a  dioptric 
system  equal  in  its  refracting  power  to  the  emmetropic  eye,  it  is 
shorter  than  normal.    We  call  this  form  axial  hypermetropia,  H\ 

On  the  other  hand,  an  eye  which  has  the  same  length  as  an 
emmetropic  eye  will  be  hypermetropic  if  its  refracting  power  is 
too  weak  to  unite  parallel  rays  on  the  retina.  This  is  refractive 
hypermetropia,  H'. 

The  dioptric  system  of  the  human  eye  being  more  constant  than 
its  length,  axial  ametropia  is  more  frequent  than  the  refractive 
form,  although  a  difference  in  the  radius  of  curvature  of  the 
cornea  has  a  much  greater  influence  on  the  refraction  than  a 
similar  difference  in  the  length  of  the  ocular  axis. 

The  animals  which  we  have  examined  as  regards  their  refrac- 
tion by  means  of  the  ophthalmoscope,  such  as  frogs,  rabbits,  cats, 
dogs,  etc.,  are  all  hypermetropic,  sometimes  as  much  as  three  or 
four  dioptrics  (about  No.  10  of  the  old  system).  This  fact  is  the 
more  surprising  as  their  ciliary  muscles  are  not  well  developed, 
and  it  is  highly  probable,  therefore,  that  they  cannot  accommodate 
accurately  for  objects  close  at  hand. 

Infants  are,  in  the  majority  of  cases,  hypermetropic,  even  many 
of  those  who  afterward  become  emmetropic  and  myopic.  The 
ophthalmometric  measurements  of  Donders  and  others  have 
proved  that  the  cornea  is  not  generally  less  convex  than  that  of 
emmetropes  and  myopes.  We  are,  therefore,  warranted  in  con- 
sidering hypermetropia,  in  the  majority  of  cases,  as  an  arrest  of 
development  of  the  globe  of  the  eye. 

We  class  also  as  axial  hypermetropia  the  hypermetropia  which 
we  find  at  the  peripheral  parts  of  the  retina,  even  in  those  eyes 
which,  in  the  direction  of  their  axes  passing  through  the  macula, 
are  emmetropic  or  myopic.  These  parts  are  closer  to  the  cornea 
than  those  situated  in  the  line  of  the  principal  axis  of  the  eye. 
Finally,  we  have,  as  striking  examples  of  axial  hypermetropia, 
that  which  is  caused  by  tumors  under  the  retina,  detachment  of 
the  retina  and  optic  neuritis. 
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Refractive  hypermetropia  may  be  due  to  an  insufficient 
convexity  of  the  refracting  surfaces,  cornea  and  lens  (hyper- 
metropia from  an  anomaly  of  curvature,  H"),  or  to  a  diminution 
of  the  index  of  refraction  of  the  aqueous  humor  or  crystalline  lens, 
or  to  an  increase  in  the  refraction  of  the  vitreous  humor 
(hypermetropia  from  insufficiency  of  the  index  of  refraction,  ). 

has  been  demonstrated  by  Bonders,  Mauthner  and  others, 
in  cases  of  flattening  of  the  cornea  in  kerato-malacia,  and 
ulcerations  of  the  cornea  resulting  in  a  lessened  curvature.  It  is 
found  in  advanced  age  (beyond  70  in  emmetropia),  most  probably 
in  consequence  of  flattening  of  the  lens.  We  may  also  class  under 
this  head  cases  of  simple  hypermetropic  astigmatism,  where  one 
meridian  is  hypermetropic  and  the  other  emmetropic. 

is  represented  in  aphakia  and  dislocation  of  the  lens. 
The  hypermetropia  of  advanced  age  is  also,  probably,  due,  in  part, 
to  the  lessened  index  of  refraction  of  the  lens  as  a  whole,  caused 
by  the  corticalis  becoming  more  nearly  of  the  same  density  as  the 
nucleus. 

In  certain  exhausting  diseases,  such  as  diabetes,  the  index  of 
refraction  of  the  lens  may  undergo  a  modification.  The  hyper- 
metropia often  found  in  the  glaucomatous  condition  is  due  to  a 
lessening  of  the  curvature  of  the  cornea,  from  increased  pressure 
from  within,  which  causes  the  eyeball  to  approach,  in  form,  more 
nearly  to  a  perfect  sphere.    It  is  H". 

Causes  of  Myopia.— Uyopis^,  according  to  the  definition  we 
have  given,  is  due  to  an  excess  in  the  length  of  the  eye  in  relation 
to  its  refracting  power.  In  such  a  condition,  parallel  rays  are 
brouo-ht  to  a  focus  in  front  of  the  retina. 

We  here,  likewise,  distinguish  two  forms  (a),  an  axial  myopia, 
M"^  in  which,  the  dioptric  system  being  the  same  as  that  of  the 
emmetropic  eye,  the  axis  is  longer  than  that  of  the  emmetropic 
eye  (23  mm.),  and  (&)  a  refraetiA^e  myopia,  W,  where  the  length 
of  the  eye  is  normal,  but  its  refractive  power  too  great. 

Axial  myopia,  M%  may  be  congenital,  and  due  to  an  exaggerated 
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development  of  the  eye,  or  it  may  be  acquired,  and  caused  by 
diseases  which  bring  about  an  elongation  of  the  globe  in  its 
antero-posterior  diameter,  such  as  choroiditis,  staphyloma  posticum, 
etc.    These  two  forms  are  very  frequent. 

You  will  find,  in  nearly  all  treatises  on  ophthalmology,  myopia 
described  as  a  serious  disease  which  is  liable  to  bring  about 
choroiditis,  alterations  at  the  macula,  staphyloma  posticum,  and 
even  choroidal  hemorrhages,  and  detachment  of  the  retina. 

Properly  speaking,  myopia  is  not  a  disease,  it  is  only  a  symptom 
indicative  of  a  discrepancy  between  the  length  of  the  eye  and  the 
focal  distance  of  its  dioptric  apparatus.  It  is  not  the  myopia 
which  produces  the  choroiditis  and  staphyloma  posticum,  it  is 
the  choroiditis  which  brings  about  the  staphyloma  posticum,  which 
in  its  turn  removes  the  retina  beyond  the  focus  of  the  dioptric 
system. 

Thus  the  defenders  of  the  theory  generally  accepted  in  regard 
to  myopia  will  be  much  embarrassed  when  they  are  shown  a  hyper- 
metrope  with  a  crescent  at  the  edge  of  the  optic  disc,  a  papilla 
obliquely  placed,  and  even  with  a  staphyloma ;  in  a  word,  with  all 
the  conditions  at  the  fundus  of  the  eye  which  are  theoretically 
characteristic  of  myopia.  According  to  our  manner  of  looking  at 
the  matter  there  is  no  difficulty  in  explaining  this  condition  of 
affairs.  In  fact,  no  eye  is  safe  from  an  attack  of  choroiditis 
posterior ;  the  emmetropic  and  hypermetropic  eye  can  be  affected 
as  well  as  the  myopic,  because  it  is  not  the  state  of  the  refraction 
that  is  the  cause  of  it.  At  the  beginning  the  morbid  process  is 
not  sufficiently  intense  to  bring  about  all  the  unfortunate  conse- 
quences we  have  mentioned,  the  sclerotic  does  not  give  way,  there 
is  no  staphyloma,  and  if  a  staphyloma  does  form  in  a  strongly 
hypermetropic  eye,  it  will  lessen  the  hypermetropia  and  render  it 
emmetropic,  and  it  is  not  always  the  case  that  the  staphyloma  is 
so  extensive  as  to  change  a  hypermetropia  into  a  myopia. 

In  this  way  we  can  account  for  the  fact  that  the  same  work, 
the  same  fatigue  of  the  eye,  undue  approximation  of  objects,,  work 
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under  insufficient  illumination,  the  use  of  concave  glasses,  etc.,  do 
not  entail  myopia  upon  the  millions  of  individuals  who  are  daily 
exposed  to  these  injurious  influences,  while  in  others  myopia  is 
developed  even  with  a  moderate  use  of  the  eyes,  and  progresses  in 
spite  of  a  cessation  of  the  work.    These  facts  cannot  be  explained 
so  long  as  myopia  is  looked  upon  as  a  disease  per  se.    It  should  be 
looked  upon  in  these  cases  as  a  symptom  of  a  choroiditis  posterior, 
for  which  we  must  endeavor  to  find  a  cause,  and  this  is  often  found 
in  some  general  morbid  condition.    It  is  evident  that  myopia  will 
be  developed  more  rapidly,  and  attain  to  a  higher  degree,  in  eyes 
that  are  already  relatively  long,  emmetropes  and  slight  myopes, 
such  as  we  frequently  find  in  connection  with  an  undue  develop- 
ment of  the  orbit  and  skull  in  the  antero-posterior  axis.  Thus 
race  becomes  a  probable  factor  in  the  development  of  myopia. 

]V[r — myopia  from  excess  of  refraction— can  be  divided  into 
myopia  from  excess  of  curvature,  M",  and  myopia  from  excess  of 
index  of  refraction,  M\ 

An  increase  in  the  curvature  of  the  cornea  is  not  very  frequent, 
but  more  frequent,  however,  than  is  commonly  supposed.  It  is 
very  pronounced  in  conical  cornea  and  anterior  staphyloma.  Thus 
the  anterior  and  posterior  staphyloma  act  together  to  produce  M ; 
the  first  principally  by  increasing  the  curvature  of  the  cornea,  the 
last  by  increasing  the  length  of  the  eye. 

The  myopia  which  an  emmetrope  produces  when  he  accommo- 
dates for  near  objects  is  an  example  of  M".  In  luxation  of  the 
lens,  the  curvature  of  its  surfaces  is  increased,  since  they  are 
removed  from  the  action  of  the  zone  of  Zinn,  which  keeps  them 
flattened.  Under  the  same  head  must  be  ranged  the  myopia 
which  Jager  has  found  in  new-born  infants,  and  which  he  attributed 
to  a  disproportion  between  the  development  of  the  lens  and  that 
of  the  ciliary  muscle. 

As  we  must  class  those  cases  where  the  index  of  refraction 
of  the  lens  has  been  increased  by  age,  a  condition  which,  in  this 
case,  counterbalances  the  flattening  of  the  cornea.    This  form  of 
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myopia  is  also  seen  at  the  beginning  of  cataract  *  We  are  not 
aware  that  a  diminution  of  the  index  of  refraction  of  the  vitreous 
humor  has  ever  been  observed,  but  such  a  condition  would  cause 
a  myopia  of  this  kind. 

Diagnosis  of  the  Causes  of  Ametropia.— la  it  possible  to 
discover  in  the  living  eye,  in  any  given  case,  the  cause  of  its 
ametropia  ?  It  is  assuredly  not  difficult  to  determine  whether  an 
eye  is  emmetropic,  hypermetropic  or  myopic,  and  even  the  degree 
of  its  ametropia,  but  it  is  a  much  more  difficult  matter  to  discover 
the  cause  of  the  ametropia  when  found  to  exist. 

In  order  to  find,  for  example,  if  an  eye  with  a  given  myopia 
is  longer  than  an  emmetropic  eye,  or  if,  its  length  being  normal, 
its  refracting  surfaces  are  too  convex,  or  finally,  if  it  is  its  index 
of  refraction  which  has  increased,  it  is  necessary  to  determine  the 
length,  curvature  and  index  of  refraction  of  that  eye,  or,  at  least, 
two  of  the  three  factors  from  which  we  can  deduce  the  other.  Is 
such  a  determination  possible  during  life  ?  Yes,  it  is  possible, 
but  not  always  easy. 

Physiological  optics  has  the  means  of  measuring  and  calculating 
with  very  great  exactness  all  the  data  pertaining  to  the  refraction 
of  the  eye,  but  they  are  not  always  applicable  in  ordinary  practice. 

I.  As  regards  the  length  of  the  eye,  we  can  judge  of  it 
approximately  in  the  very  easy  and  simple  manner  which  we  have 
already  mentioned.  Open  the  lids  widely  and  draw  them  some- 
what outward,  and  cause  the  patient  to  look  as  far  as  possible  to 
the  opposite  side.  We  are  in  this  way  enabled  to  judge,  both  by 
sight  and  touch,  of  the  length  of  the  eye  and  the  form  of  its 
posterior  portion.  This  simple  examination,  rough  though  it  may 
seem,  will  give  very  important  indication  to  one  who  will  practice 

*The  "second  sight"  of  old  people,  of  which  almost  every  community 
furnishes  an  instance,  is  due  to  the  development  of  M,  either  from  an  increase  in 
the  index  of  refraction  of  the  lens  or  a  lengthening  of  the  antero-posterior  axis. 
There  is,  in  such  cases,  no  rejuvenescence.  The  individuals  are  enabled  to  see 
near  at  hand  without  the  aid  of  the  glasses  they  formerly  used,  but  this  power  is 
acquired  at  the  expense  of  good  distant  vision.  See  paper  in  Amer.  Jour,  Med, 
Sci.,  April,  1877.— Translator. 
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it  often.    Very  frequently  axial  myopia  of  very  low  degrees  can 
be  made  out  by  it. 

In  the  second  place,  we  bave  tbe  opbthalmoscope,  wbicb  shows 
us  the  displacements  which  the  retina  suffers ;  whether  a  neoplasm 
or  hemorrhage  pushes  it  forward,  and  thus  produces  an  axial 
hypermetropia,  or  whether  it  is  pushed  backward,  as  in  staphy- 
loma posticum,  thus  causing  myopia.  It  may  be  well  to  say  that 
I  apply  the  term  staphyloma  posticum  only  to  true  ectasias,  and 
not  to  the  small  crescentic  pigmentary  atrophies  at  the  edge  of 
the  optic  disc. 

'  A  true  staphyloma  producing  a  difference  between  the  level  of 
its  base  (the  macula)  and  the  neighboring  parts,  is  characterized 
by  the  difference  in  the  refraction  between  its  centre  and  its  edge ; 
frequently  by  the  form  of  the  vessels,  which  appear  to  bend  in 
descending  into  the  excavation ;  and  finally,  by  the  oblique 
position  of  the  papilla,  in  the  very  common  cases  where  it  is 
involved,  in  part,  in  the  ectasia.  The  binocular  ophthalmoscope 
renders  good  service  in  enabling  us  to  appreciate  the  real  depth 

of  the  staphyloma. 

In  1873  I  pointed  out  a  method,  at  the  Ophthalmological 
Congress  in  Heidelberg,  which  could  be  used  for  determining  the 
length  of  the  eye.  It  is,  however,  too  complicated  to  be  acceptable 
in  practice.  Recently  Nagel  has  brought  forward  another  method 

for  the  same  purpose.* 

II.  The  measurement  of  the  curvature  of  the  cornea  and  the 

other  refracting  surfaces  of  the  eye  cannot  be  made  otherwise 

than  by  means  of  the  images  of  reflection  which  these  surfaces 

furnish. 

The  ophthalmometer,  as  is  well  known,  is  the  means  employed 
in  making  these  measurements. 

This  instrument  enables  us  to  measure  the  different  refracting 
surfaces  of  the  eye  with  an  exactness  that  will  never  be  equaled 
by  any  other  method  of  measurement.  But  the  ophthalmometer 
*  antrcdblatt  /.  Prac.  Augenheilk,  Mai,  Juin,  1878. 
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of  Helmholtz  is  not  easily  manipulated,  and  is  rarely  at  the 
disposition  of  the  practitioner. 

I  have  myself  constructed  an  ophthalmometer,  based  on  the 
principles  of  my  diplometer,  which  is  more  simple  and  much 
easier  managed  than  that  of  Helmholtz.  By  means  of  this 
instrument  we  can  measure  the  curvature  of  the  cornea  with  so 
much  exactness  (the  image  of  reflection  can  be  measured  to 
a  millimeter)  that  a  knowledge  of  the  curvature  of  the  cornea  can 
always  be  in  the  hands  of  the  practitioner.  And  you  must 
remember  that  this  is  the  most  important  surface  of  the  whole 
dioptric  system,  since  it  separates  the  air  and  the  refracting  media 
of  the  eye;  two  media  whose  indices  of  refraction  differ  more 
widely  than  those  of  the  aqueous  humor  and  crystalline  lens. 
From  this  fact,  the  influence  of  the  curvature  of  the  cornea  on 
the  course  of  the  rays  coming  into  the  eye  is  much  greater  than 
that  of  the  crystalline  lens. 

It  is  otherwise  for  the  surfaces  of  the  lens.  The  ophthalmometer 
is  not  applicable  for  these  measurements,  and  the  procedures 
which  could  be  used  for  them  are  very  complicated,  both  as  to 
their  execution  and  the  calculations  which  they  require.  But  if 
we  know  that  an  ametropia  is  due  to  an  anomaly  of  curvature  of 
some  of  the  refracting  surfaces,  we  have  only  to  determine  the 
curvature  of  the  cornea ;  if  this  is  normal,  it  is  the  lens  which  is 
at  fault.  When,  on  the  other  hand,  the  curvature  of  the  cornea 
already  gives  an  explanation  of  the  ametropia,  we  have  no  need  to 
occupy  ourselves  with  the  lens. 

In  practice,  however,  we  have,  in  certain  cases,  an  indirect 
means  of  knowing  whether  an  ametropia  is  to  be  attributed,  or  not, 
to  the  form  of  the  lens.  This  is  atropinization.  If  a  myopia  dis- 
appear under  the  influence  of  atropine,  we  know  that  it  is  due  to 
an  anomaly  of  curvature  caused  by  undue  convexity  of  the  anterior 
surface  of  the  lens.  This,  however,  is  not  a  case  of  purs  myopia. 
The  myopia  which  is  caused  by  spasm  of  accommodation  is  called 
apparent.  It  is  only  a  true  ametropia  from  anomalous  curvature 
9 
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when  the  lens  retains  its  convexity  after  the  paralysis  of  accom- 
modation. 

If  we  find  a  myopia  with  loss  of  accommodation,  brought  about 
suddenly  through  a  trauma,  or  even  without  assignable  cause,  we 
may  know  at  once  that  there  is  a  partial  luxation  of  the  lens, 
which,  being  brought  out  from  under  the  action  of  the  zone  of 
Zinn  Ld  left  to  its  own  elasticity,  assumes  a  more  convex  form. 

III.  It  is  not  possible  to  practically  determine  the  index  of 
refraction  of  the  aqueous  humor,  the  lens  and  vitreous  humor,  but 
the  researches  in  physiological  optics  have  shown  that  the  index 
of  refraction  of  the  dioptric  media  vary  but  little,  and  that  it  is 
essentially  the  same  in  all  healthy  eyes. 

The  only  known  exceptions  to  this  rule  are :  1st.  General 
diseases  accompanied  by  great  loss  of  the  nutritive  fluids  of  the 
body,  as  diabetes,  Bright's  disease,  excessive  hemorrhages,  etc. 
2d.  Changes  in  the  structure  of  the  lens,  especially  those  accom- 
panying age  and  the  development  of  cataract,  changes  which  are 
revealed,  by  means  of  the  ophthalmoscope,  through  a  brighter 
reflex  from  the  surface  of  the  lens. 

The  fact  that  in  the  great  majority  of  cases  the  index  of  refrac- 
tion of  the  eye  can  be  considered  as  constant,  very  materially 
simplifies  our  differential  diagnosis.  In  fact,  it  is  usually  only 
necessary  to  determine  whether  a  given  ametropia  is  to  be  attributed 
to  an  anomaly  in  the  length  of  the  axis  of  the  eye,  or  an  anomaly 
in  the  curvature  of  its  refracting  surfaces,  and  one  of  these  factors 
being  known  we  have,  of  necessity,  the  other. 

Take,  for  example,  an  eye  in  which  we  have  found  a  hyper- 
metropia  of  four  dioptrics.  If  the  individual  is  not  affected  with 
one  of  the  general  diseases  we  have  mentioned,  we  have  only  to  find 
the  length  of  the  axis  of  the  eye ;  if  it  is  shortened  we  know  that 
we  have  to  do  with  an  axial  hypermetropia,  and  not  with  a  hyper- 
metropia  from  lessened  curvature,  and  there  will  be  no  need  to 
measure  the  curvature  of  the  cornea  and  lens.  In  cases  where  we 
^ish  to  discriminate  between  a  hypermetropia  from  deficient 
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curvature  of  the  cornea  and  of  the  lens,  we  can  measure  the  first 
directly,  and  by  exclusion  arrive  at  the  condition  of  the  latter. 

On  the  other  hand,  if  we  know  already  that  a  myopia  is  due  to 
an  excess  of  curvature  of  the  cornea,  we  lose  no  time  in  useless 
therapeutics,  while,  on  the  other  hand,  excellent  results  are  ob- 
tained from  continued  atropinization,  in  cases  where  the  myopia  is 
caused  by  an  undue  convexity  of  the  lens  (spasm  of  accommoda- 
tion). Finally,  if  we  are  dealing  with  that  form  of  progressive  axial 
myopia  of  which  we  have  spoken  previously,  we  must  not  expect 
a,ny  great  results  from  atropinization,  but  should  direct  our  atten- 
tion to  the  choroiditis  and  sclerotitis  posterior,  and  the  general 
conditions  which  favor  their  production. 

We  do  not  assert  that  all  cases  of  ametropia  are  so  simple  as 
those  related,  and  that  each  case  can  be  referred  to  a  single  cause. 
It  is  evident  that  many. influences  can  concur  in  the  production  of 
any  single  case ;  but  this  does  not  invalidate  the  general  fact  that 
there  are  many  forms  of  ametropia  distinctly  marked,  and  several 
very  clearly  distinguishable  causes;  and  if  account  is  taken,  in 
each  case,  of  the  form  and  cause  of  the^  ametropia,  our  opinions 
concerning  the  prognosis  and  the  therapeusis  of  these  affections 
will  certainly  be  as  exact  as  they  are  in  the  cases  that  occur  under 
ordinary  circumstances  in  other  departments  of  practice. 
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LECTURE  IX. 


ACCOMMODATION. 

Gentlemen -.—As  with  all  optical  instruments,  the  dioptric 
apparatus  of  the  eye  can  furnish  distinct  images  of  objects  only 
when  they  are  situated  at  one  and  the  same  distance.  When  the 
distance  is  changed  the  apparatus  must  be  modified. 

In  a  condition  of  perfect  repose  the  eye  possesses  its  minimum 
power  of  refraction  (which  we  will  call  r).  It  is  then  adapted,  as 
we  have  said,  to  the  greatest  distance  at  which  it  is  able  to  see, 
that  is  to  say,  to  its  punctum  remotum.  If  we  call  this  distance 
R,  we  have  as  the  expression  of  the  refracting  power  of  the  eye 
in  a  state  of  rest,  r  =  ^. 

The  emmetropic  eye,  therefore,  in  a  condition  of  complete 
repose,  is  adapted  for  objects  situated  at  infinity,  and  cannot  see 
those  objects  distinctly  which  are  near  at  hand.  Its  R  is  at  infinity, 
consequently  r  is  ==  i  =  0. 

The  hypermetropic  eye  is  adapted  for  a  point  beyond  infinity, 
that  is  to  say,  for  rays  converging  toward  its  punctum  remotum 
(negatwe)  situated  at  a  distance  -  K  behind  it;  r  is  therefore 

negative  (—  i  =  —  r).  ... 

The  myopic  eye,  whose  punctum  remotum  is  situated  at  a 
certain  distance  in  front  of  it  (+  R)  ia  adapted  for  that  distance; 
its  r  is  positive     =  +  r). 

An  eye,  in  a  state  of  repose,  does  not  see  at  a  nearer  distance 
than  its  punctum  remotum,  because  its  dioptric  apparatus  is  too 
feeble  to  bring  the  rays  coming  from  the  objects  at  that  distance 
to  a  focus  on  the  retina. 
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Take  as  an  example  an  emmetropic  eye  (Fig.  18).  Its  pi  nctum 
remotum  being  at  infinity,  that  eye  is  adapted  for  parallel  rays. 
It  will  not  see  closer,  for  example,  than  the  point  P.  The  rays 
coming  from  P  are  united,  as  you  see,  behind  the  retina  at  f.  In 
order  that  they  be  united  on  the  retina,  it  is  necessary  either  to 
render  parallel  the  divergent  rays  coming  from  P,  or  to  increase 
the  refracting  power  of  the  eye  to  such  a  degree  that  it  shall  unite 
them  on  its  retina  in       and  not  in  Tt. 

If  you  place  in  front  of  the  eye  a  positive  lens  whose  focus  is  at 
P,  it  will  render  the  rays  coming  from  P  parallel,  as  if  they  came 
from  K,  that  is  to  say,  from  infinity.  The  emmetropic  eye  by  the 
aid  of  this  glass  will,  therefore,  see  as  well  at  the  short  distance 
P  as  it  does  at  infinity  without  a  glass. 


Fig.  18. 


Now,  we  are  able  to  see  near  at  hand  as  well  as  at  a  distance, 
and  that,  too,  without  the  intervention  of  a  convex  lens.  It  is 
necessary,  however,  that  a  certain  time — short,  it  is  true,  but  still 
appreciable — elapse  in  passing  from  the  fixation  of  an  object  at  a 
distance  to  one  close  at  hand.  We  can  even  feel,  especially  when 
the  change  is  effected  suddenly,  that  the  eye  makes  a  certain  effort 
in  altering  its  fixation.  During  this  time  the  eflrort  which  we  have 
put  forth  has  added  to  the  dioptric  system  the  convexity  necessary 
to  enable  us  to  see  near  at  hand.  The  increase  in  the  refracting 
power  necessary  to  change  the  adaptation  of  the  eye  from  r  to  p, 
an  increase  which  we  saw  the  convex  lens  bring  about  in  a  condi- 
tion of  repose,  is  effected  in  the  eye  itself.  It  is  the  crystalline 
lens  which  undergoes  the  change  of  form  necessary  to  accommodate 
the  eye  for  objects  close  at  hand.    No  one  at  the  present  time 
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Fig.  19. 


disputes  the  fact  that  the  accommodation  is  due  to  an  increase  in 
the  convexity  of  the  lens.  The  proofs  are  too  numerous  and  too 
well  known  for  me  to  recount  them  to  you  here. 

As  to  the  manner  in  which  this  increase  in  the  curvature  of  the 
lens  is  brought  about,  experiment  has  demonstrated  the  following : — 
The  accommodation  is  effected  by  means  of  the  contraction  of 
the  ciliary  muscle.  This  muscle  is  situated  in  and  beneath  the 
ciliary  body.  It  takes  its  origin  in  the  tissue  of  the  choroid,  and 
is  inserted  in  the  border  of  the  canal  of  Schlemm  (S,  Fig  19), 

which  forms  the  fixed  point  when 
the  muscle  contracts.    By  its  con- 
traction the  ciliary  muscle  causes 
the  ciliary  body  to  advance.  The 
zone  of  Zinn,  which  is  attached  to 
the  ciliary  body,  is  relaxed,  and  the 
lens  which  had  been  more  or  less 
flattened  by  the  tension  of  the  zone 
of  Zinn,  is  left  to  its  own  elasticity, 
and  assumes  more  nearly  the  form 
of  a  sphere. 

It  is  the  anterior  face  of  the  lens 
which  is  principally  affected  by  this 
change,  becoming  more  convex ;  the 
posterior  face,  incased  in  the  vitre- 
ous humor,  preserves  its  form  al- 
most unaltered.  In  this  manner  the 
lens  adds  to  itself,  so  to  speak,  a 
positive  meniscus,  which  has  the 
same  effect  as  the  convex  lens  placed 
front  of  it,  that  is  to  say,  it  increases  its  power  of  refraction. 
If  there  existed  a  muscle  which  would  increase  the  tension  of 
the  zone  of  Zinn,  its  action  would  be  to  flatten  the  lens,  and  in 
this  case  there  would  be  a  diminution  of  refraction,  or  m  other 
words,  accommodation  for  objects  situated  beyond  its  punctum 


The  dotted  lines  correspond  to  the 
state  of  accommodation. 
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remotum.  Such  a  muscle  would  be  of  great  service  to  myopes, 
but  unfortunately  it  has  no  existence,  and  there  can,  consequently, 
be  no  negative  accommodation.  When  the  lens  is  flattened  through 
relaxation  of  accommodation,  it  is  only  abandoned  to  the  elasticity 
of  the  zone  of  Zinn.  The  action  of  the  ciliary  muscle  is  confined 
to  increasing  the  curvature  of  the  lens  ;  accommodation  can  only 
be  aetive  and  for  near  distances. 

The  nearest  point  for  which  the  eye  can  accommodate  itself  is 
called  the  punetum  proximum  (P).  The  distance  between  the 
punctum  remotum  and  punetum  proximum  is  called  the  range 
of  accommodation.  It  is  the  distance  over  which  the  eye  has 
command  by  the  aid  of  its  accommodation.  The  force  necessary 
to  change  the  eye  in  its  adaptation  from  its  punctum  remotum  (r) 
to  its  punctum  proximum  (p)  is  called  the  amplitude  of  accommo- 
dation (a).  Consequently,  the  amplitude  of  accommodation  (a)  is 
necessarily  represented  by  the  difference  in  the  refraction  of  the  eye 
in  a  state  of  complete  rest,  and  at  its  maximum  of  accommodation — 

a  =  p  —  r. 

Since  the  accommodation  has  the  same  effect  as  a  convex  lens 
which  would  enable  the  eye  deprived  of  its  accommodation  to  see 
at  its  punctum  proximum,  we  can  express  the  accommodation  by 
the  number  of  this  lens.  The  accommodation  is,  therefore,  equal 
to  a  convex  lens  which  would  give  to  rays  coming  from  the 
punctum  proximum  a  direction  as  if  they  came  from  the  punctum 
remotum.    What  will  be  the  power  of  that  lens  ? 

We  have  already  said  that,  for  the  emmetropic  eye  the  focus  of 
the  lens  should  coincide  with  the  punctum  proximum,  since  it 
should  render  parallel  the  divergent  rays  coming  from  that  point. 
Its  focal  distance  is,  therefore,  equal  to  the  distance  which 
separates  the  punctum  proximum  from  the  eye.  If  this  distance 
is  25  centimeters  the  lens  will  have  a  refracting  power  of 
-^4^  =  4  D ;  the  amplitude  of  the  accommodation  (a)  will  be 
=  4  D. 
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The  whole  of  this  refracting  power  serves  to  adapt  the  eye  for 
positive  points  situated  within  infinity.  We  call  this  positive 
refracting  power  p.  We  have,  therefore,  for  the  emmetropic  eye —  ^ 

a  =  'p  —  0  =  p.  (1.) 

in  order  to  determine  the  amplitude  of  accommodation  of  an 
emmetropic  eye  we  have  only  to  find  the  shortest  distance  at 
"which  the  individual  can  read  the  smallest  printed  characters.* 
This  distance  is  the  focal  distance  of  the  lens  corresponding  to 
the  amplitude  of  accommodation.  If  we  divide  100  by  this  dis- 
tance expressed  in  centimeters  we  have  the  number  of  dioptrics 
which,  for  emmetropia,  expresses  both  the  amplitude  of  accom- 
modation a  and  its  positive  refracting  power  p.  If  you  are  emme- 
tropic, and  look  at  a  distant  object  through  a  concave  lens,  you 
experience  the  same  fatigue  as  when  you  fix  an  object  close  at 
hand.  The  concave  lens  causes  the  parallel  rays  to  diverge,  as  if 
they  came  from  a  point  nearer  at  hand,  the  focus  of  the  lens,  in 
fact.  In  order,  therefore,  to  see  through  this  concave  lens  the  eye 
must  put  in  play  the  same  accommodative  power  as  when  it  looks 
at  an  object  at  the  focus  of  the  concave  lens.  Its  accommodation 
must  overcome  the  influence  of  the  concave  lens  by  increasing  the 
refracting  power  of  the  eye  precisely  in  the  same  degree  as  the 
negative  lens  diminishes  it. 

We  can,  therefore,  likewise  determine  the  accommodation  by 
means  of  a  concave  glass.  The  strongest  negative  lens  through 
which  an  emmetropic  eye  can  yet  see  clearly  at  a  great  distance 
measures  the  amplitude  of  its  accommodation.  An  emmetropic 
eye  which  can  overcome  a  No.  11  concave  in  looking  at  a  distance 
has  an  amplitude  of  accommodation  of  11  D,  and  its  punctum 
proximum  is  situated  at  =  9  cm.  in  front  of  the  eye,  since 
the  concave  lens  causes  parallel  rays  to  diverge  as  if  they  came 
from  its  focus  (9  cm.  behind  it). 

TU  Accommodation  of  Sypermetr opes. —The  hypermetropic 

*  See  Lecture  on  The  Acuteness  of  Vision. 
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eye  presents,  in  a  condition  of  repose,  a  deficiency  of  refraction. 
The  r  which  represents  this  deficit  is,  consequently,  negative 

(  r).    To  see  at  infinity,  or,  in  other  words,  in  order  to  become 

emmetropic,  the  hypermetrope  has  need  of  a  convex  lens,  or  an 
efibrt  of  accommodation  equal  to  his  deficiency  of  refraction. 

A  hypermetrope  who  wishes  to  see  at  the  same  distance  as  an 
emmetrope  has,  therefore,  to  employ  a  part  r  of  his  accommoda- 
tion more  than  the  emmetrope.  In  expressing  the  amplitude  of 
accommodation,  the  power  necessary  to  adapt  the  hypermetropic 
eye  to  infinity  must  evidently  be  added  to  that  which  changes  the 
adaptation  from  infinity  to  the  punctum  proximum.  We  write, 
therefore,  for  the  amplitude  of  accommodation  of  hypermetropia — 

a  =  p  —  ( —  r)  =  ^  +  r.  (2.) 

What  is  the  amplitude  of  accommodation  of  a  hypermetrope  of 
3  D  whose  punctum  proximum  is  situated  at  20  cm.  ? .  He  has 
need,  to  begin  with,  of  3  D  =  r  in  order  to  render  him 
emmetropic,  and  to  adapt  an  emmetropic  eye  to  20  cm.  there  is  a 
further  need  of  5  D  =  5).  His  amplitude  of  accommodation, 
therefore,  amounts  to 

a  =  5  +  3  =  8D. 

Up  to  what  distance  can  a  hypermetrope  of  4  D  read  who  has  a 
power  of  accommodation  of  7  D  ?  Of  these  7  D  it  requires  4  for 
him  to  see  at  infinity,  and  there  only  remain  3  D  which  can  be 
used  for  near  vision.  His  punctum  proximum  is,  therefore, 
=  33  cm.  From  equation  (2)  we  have,  then,  p  =  a  —  r. 
You  see,  therefore,  that  a  hypermetrope  of  4  D,  though  possessing 
an  amplitude  of  accommodation  of  7  D,  can  see  no  nearer  than  an 
emmetrope  who  possesses  an  amplitude  of  only  3  D.  Inversely, 
if  an  emmetrope  and  a  hypermetrope  see  at  the  same  distance,  the 
latter  has  the  greater  amplitude  of  accommodation.  Take  a 
hypermetrope  of  5  D  and  an  emmetrope,  both  having  their  puncta 
proxima  at  16  cm.    In  order  to  see  at  that  distance  the  emme- 
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trope  has  need  oi        =6  J);  the  hypermetrope  of  6  +  5  = 
11  D. 

The  Aocommodation  of  Myopes.— In  order  to  see  at  the  same 
distance  as  an  emmetrope  the  myopic  eye  has  need  of  less 
accommodation,  because,  already  in  a  condition  of  repose,  the 
myopic  eye  is  adapted  to  a  distance  for  which  the  emmetropic  eye 
has  to  accommodate.  In  order  to  find  the  ampHtude  of  accommo- 
dation of  a  myope  it  is  necessary  to  subtract  the  refracting  power 
(+  r),  by  which  the  myope  surpasses  the  emmetrope,  from  thatp, 
which  would  adapt  the  emmetropic  eye  to  the  punctum  proximum 
of  the  myope — 

a=  p  —  r.  (3.) 

A  myope  of  12  D  who  sees  up  to  6  cm.  {p  =  ^^  =  16  D)  has 
an  amplitude  of  accommodation  of  16  —  12  =  4  D;  and  a 
myopic  eye  of  4.6  D  which  disposes  of  5.5  D  amplitude  of  accom- 
modation has  its  punctum  proximum  at  10  cm.,  because  the  totality 
of  its  positive  refracting  power  is  composed  not  only  of  its  ampli- 
tude of  accommodation,  but  also  of  its  myopia,  which  together 
amount  to  5.5  +  4.5  =^  10  D,  and  which  corresponds  to  a  focal 
distance  of  10  cm.      =  a  +  r). 

CONVEEGENCE  AND  STRABISMUS. 

The  accommodation  is  not  the  only  factor  which  comes  into 
play  in  near  vision;  account  must  also  be  taken  of  the 
convergence. 

The  closer  an  object  is  approached  to  the  eyes,  the  stronger 
must  be  the  accommodation  and  the  convergence,  in  order  that 
there  may  be  distinct  and  binocular  vision.  In  looking  at  a 
distance,  on  the  contrary,  the  two  muscular  efforts  diminish  pan 

passu.  . 

These  simultaneous  actions  of  the  muscle  of  accommodation  and 
the  internal  recti  muscles  are  so  intimately  associated,  the  one 
with  the  other,  that  they  can  scarcely  be  effected  separately;  it 
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is  extremely  difficult  to  converge  without  accommodating  or  to 
accommodate  without  converging.  If  we  could  direct  the  eyes 
parallel,  as  for  vision  at  a  distance,  and  make  at  the  same  time  an 
eflFort  of  accommodation,  we  could  unite  stereoscopic  photographs 
in  single  image  without  the  aid  of  a  stereoscope.  This  experiment, 
however,  can  only  be  successfully  carried  out  after  a  long  practice, 
and  a  given  degree  of  convergence  corresponds  ordinarily  to  an 
equal  quantity  of  accommodation.* 

It  is  for  this  reason  that  the  punctum  proximum  of  a  single  eye, 
the  punctum  proximum  monocularis,  is  a  little  closer  than  the 
punctum  proximum  hinocularis.  A  single  eye  can  accommodate 
for  this  near  point  by  means  of  an  increased  convergence,  during 
which  the  visual  line  of  the  other  eye  passes  to  the  inner  side  of 
the  point  of  fixation.  To  this  increased  convergence  corresponds 
a  higher  degree  of  accommodation. 

It  is  this  intimate  relation  between  accommodation  and  converg- 
ence which  produces  most  frequently  the  convergent  strabismus  of 
hypermetropes  and  possibly  the  divergent  strabismus  of  myopes. 

It  was  Bonders  who  first  called  attention  to  the  fact  that  the 
great  majority  of  persons  affected  with  convergent  strabismus 
are  hypermetropes,  and  that  for  the  higher  degrees  of  hyper- 
metropia  strabismus  becomes  the  rule.  He  explains  the  fact  in 
the  following  manner :  the  hypermetrope  has  always  need  of  his 
accommodation ;  for  objects  near  at  hand  this  effort  becomes  more 
and  more  difficult ;  involuntarily  he  has  recourse  to  an  excess  of 
convergence,  because  he  can  thus  accommodate  for  a  nearer  point. 
But  since  he  converges  more  than  the  object  fixed  requires,  he 

*  The  correlation  between  convergence  and  accommodation  is  not,  however, 
absolute.  The  experiments  of  Donders  and  Loring  have  shown  that  the  two  eyes 
can  see  distinctly  at  the  same  distance,  even  when  weak  concave  or  convex  glasses 
are  used.  Consequently,  without  a  change  of  convergence  the  accommodation 
can  be  modified.  Likewise,  in  placing  a  feeble  prism  in  front  of  one  eye,  the 
angle  of  the  prism  being  turned  outward  or  inward,  we  axe  still  able  to  have 
binocular  vision  at  the  same  distance.  This  proves  that  the  convergence  can 
vary  up  to  a  certain  point  without  a  modification  of  the  accommodation.  The 
amplitude  of  accommodation  which  is  possible  for  the  same  convergence  is 
called  the  relative  amplitude  of  accommodation. 
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cannot  see  witL.  the  two  eyes  at  once.  One  eye  or  the  other  is 
deviated  inward,  in  such  a  manner  that  the  visual  line  passes  to 
the  proximal  side  of  the  object  fixed,  while  the  other  fixes  it 
accurately.  In  this  way  the  foundation  is  laid  for  a  convergent 
strabismus. 

This  becomes  habitual  if  the  hypermetrope  continues  near  work 
without  supplementing  his  accommodation  by  the  employment  of 
convex  glasses.  One  fact  which  speaks  strongly  in  favor  of  this 
explanation  of  the  origin  of  convergent  strabismus  is,  that  recent 
cases  of  strabismus  are  cured  by  the  simple  correction  of  the 
hypermetropia  by  means  of  convex  glasses. 

Bonders  explains  in  an  analogous  manner  the  tendency  to 
divergent  squint  which  is  found  in  myopes.  A  myope  demands 
but  little  accommodation.  Now,  we  can  most  easily  relax  the 
accommodation  by  converging  as  little  as  possible.  When  this 
tendency  is  pushed  to  excess  it  ends  in  the  exclusion  of  one  eye 
from  vision,  and  renders  the  visual  lines  for  near  vision  nearly 
parallel,  and  for  distant  vision  divergent. .  This  is  the  beginning 
of  the  strabismus  divergens  which  shows  a  tendency  to  increase, 
especially  when  it  is  confined  to  one  eye. 

Possibly  the  divergent  strabismus  is  but  an  exaggeration  of  the 
insufiaciency  of  the  internal  recti,  of  which  we  have  spoken  in  the 
fifth  lecture,  an  insufficiency  which  is  itself  only  the  result  of 
fatigue  of  these  muscles. 
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THE  INFLUENCE  OF  AGE  ON  THE  AMPLITUDE  OP 
ACCOMMODATION. 

Gentlemen  : — We  have  said  that  the  accommodation  depends, 
on  one  hand,  on  the  contraction  of  the  ciliary  muscle,  and,  on  the 
other  hand,  on  the  elasticity  of  the  lens.  As  age  advances  the 
ciliary  muscle  loses,  by  degrees,  its  contractility,  and  the  lens  its 
elasticity.  These  two  factors — the  feebleness  of  the  ciliary  muscle 
and  the  increasing  hardness  of  the  lens  —  have  necessarily  a 
restricting  influence  upon  the  accommodative  power. 

It  is  somewhat  strange  that  this  diminution  of  the  accommo- 
dating power  does  not  wait  for  the  physiological,  so  to  speak, 
decrepitude  which  constitutes  old  age,  but  begins  at  a  time  when 
all  the  other  faculties  are  progressing  in  their  development. 
Already,  at  the  tenth  year,  the  accommodation  power  begins  to 
grow  feeble,  and  its  amplitude  to  diminish. 

Bonders,  who  discovered  this  fact  and  established  the  laws  that 
govern  it,  has  given  a  diagram  which  represents  the  amplitude  of 
the  accommodation  at  the  different  periods  of  life  (Fig.  20). 

The  figures  in  the  horizontal  line  of  the  diagram  indicate  the 
ages,  and  those  in  the  vertical  line  to  the  left  the  corresponding 
dioptrics. 

The  curve  r  r  corresponds  to  the  refraction  of  the  eye  in  a 
condition  of  repose,  that  is  to  say,  to  its  minimum  of  refraction  ; 
or,  expressed  otherwise,  to  the  refracting  power  which  the  eye 
represents  when  adapted  to  its  punctum  remotum. 

This  does  not  change,  as  you  see,  up  to  the  age  of  fifty  years, 
but  from  that  time  on  it  diminishes;   the  emmetrope  becomes 
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hypermetropic;  the  hypermetrope  more  hypermetropic;  the 
myope  loses  a  part  of  his  myopia,  and  may  become,  according  to 
its  degree,  emmetropic,  or  even  hypermetropic. 


Fig.  20. 


The  curve  p  P  indicates  the  maximum  of  refraction  of  which 
the  eye  is  capable,  that  is  to  say,  the  sum  of  the  refracting  power 
which  the  eye  represents  in  a  state  of  repose,  and  what  it  is  able 
to  add  to  itself  by  putting  into  play  all  its  power  of  accommoda- 
tion, or,  expressed  yet  differently,  the  refracting  power  which  the 
eye  possesses  when  it  is  adapted  to  its  punctum  proximum.  As 
you  see,  "p"  diminishes  gradually,  and  becomes,  from  the  age  of 
sixty-five,  feebler  than  the  minimum  of  refraction  was  in  the 
preceding  years.    In  spite  of  this,  however,  there  yet  remains 
some  accommodative  power  so  long  as  the  two  curves  do  not 
meet,  because  the  passive  refraction  of  the  eye  also  diminishes 
from'the  fifty-fifth  year.    It  only  ceases  at  the  age  of  seventy- 
three  years,  when  the  two  curves  meet. 
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The  amplitude  of  accommodation  is  evidently  represented,  for 
each  age,  by  the  number  of  dioptrics  comprised  between  the 
two  curves,  on  the  vertical  line  corresponding  to  the  age,  in 
accordance  with  the  formula 

a  =  p  —  r. 

From  this  we  obtain,  for  the  amplitude  of  accommodation,  the 
following  table : — 

TABLE  I. 


Age. 

Amplitude  of 
Accommodation. 

a. 

14. 
12. 

10 

15 

years, 

tc 

20 

u 

10. 

25 

11 

8.5 

30 

<( 

7 

35 

<l 

5.5 

40 

It 

4.6 

45 

<< 

3.5 

50 

(( 

2.3 

55 

tl 

1.75 

60 

(t 

1 

65 

(< 

0.75 

70 

tt ' 

0.25 

75 

ti 

0.00 

The  amplitude  of  accommodation  is  absolutely  the  same  for 
ametropia  as  for  emmetropia,  and  the  figures  of  the  series  apply 
indifferently  to  all  forms  and  all  degrees  of  ametropia.  The 
amplitude  of  accommodation,  a,  is  the  same  for  all.  But  p,  the 
positive  refracting  power  of  the  eye,  is  not  the  same.  This  is 
equal  to  the  sum  of  the  refraction  which  the  eye  presents  in  a 
condition  of  repose  (r)  and  that  which  it  can  add  by  means  of  its 
power  of  accommodation — 

^  =  r  +  <2. 

It  is  only  for  the  emmetrope  that  the  positive  refracting  power 
of  the  eye — that  is  to  say,  the  refracting  power  which  the  eye 
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represents  when  adapted  to  its  punctum  proximum — is  equal  to 
the  amplitude  of  accommodation  {p  =  a). 

In  the  hypermetrope,  where  r  is  negative,  p  =  a  —  r;  because 
the  punctum  remotum  of  the  hypermetropic  eye  is,  as  we  have 
seen,  negative.  A  portion  of  the  amplitude  of  accommodation 
must  serve  to  correct  the  hypermetropia. 

For  the  myope,  on  the  other  hand,  r  is  positive,  because,  in  a 
state  of  repose,  the  eye  already  represents  a  quantity  of  positive 
refraxjtion ;  the  total  amount  of  the  latter,  then,  becomes  p  =  a 

+  T. 

The  distance  of  the  punctum  proximum  from  the  eye  is  equal 
to  the  focal  distance  corresponding  to  the  totality  of  the  positive 
refracting  power  (p). 

It  follows  from  this  that,  in  spite  of  the  equality  of  the  ampli- 
tude of  accommodation,  the  punctum  proximum  is  not  situated  at 
the  same  distance  in  the  different  states  of  refraction.  With  the 
same  amplitude  of  accommodation,  the  punctum  proximum  is 
always  further  removed  in  hypermetropia  than  in  emmetropia, 
and  further  in  emmetropia  than  in  myopia. 

Thus,  for  an  emmetrope  of  twenty  years  we  find  ^  =  a  =  10  D. 
Therefore  P,  the  distance  of  the  punctum  proximum  from  the 
eye,  =  ^=10  cm. 

A  hypermetrope  of  4  D  will  also  have,  at  the  age  of  twenty,  an 
amplitude  of  accommodation  of  10  D,  but  his  punctum  proximum 
is  further  removed  than  that  of  the  emmetrope.  We  will  have, 
therefore,  in  hypermetropia — 

p  =  a  —  r  =  10  —  4:  =  6  J), 

which  gives  as  the  distance  of  the  punctum  proximum,  P,  = 
16  cm. 

A  myope  of  4  D,  on  the  other  hand,  will  have,  at  the  age  of 
twenty,  a  total  refractive  power — 

^=:a  +  r=10  +  4=14D; 
and  his  punctum  proximum  is,  therefore,  situated  at— 

P  =  ^  =  7  cm. 
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The  distance  of  the  punctuni  proximum  corresponds,  then,  in 
erametropici,  to  the  focal  distance  of  the  lens  which  represents  its 
amplitude  of  accommodation,  for  reasons  which  we  have  already- 
set  forth.  The  following  table  shows  this  distance  at  different 
ages  in  emmetropia : — 

TABLE  II. 


Distance  of 

Years. 

Ampl.  of  Acc. 

Punct.  Prox. 

10 

14  D 

7  cm. 

15 

12  " 

8  " 

20 

10  " 

10  " 

25 

8.5  " 

11.7  " 

30 

14  " 

35 

5.5  " 

18  " 

40 

4.5  " 

22  " 

45 

3.5  " 

28.6  " 

50 

2.5  " 

40.5  " 

At  the  age  of  fifty-five  years  the  emmetropic  eye  begins  to  be 
hypermetropic,  and  when,  even  at  sixty  years,  it  possesses  an 
accommodative  power  of  one  dioptry,  its  punctum  proximum  is 
not  situated  at  100  cm.,  because  a  part  of  its  accommodation 
must  be  used  to  correct  its  acquired  hypermetropia,  which 
amounts  to  one-half  of  a  dioptry.  It  requires  this  amount  of 
effort  to  bring  its  punctum  remotum  to  infinity.  There  remains 
to  it,  therefore,  only  one-half  of  a  dioptry  to  bring  its  punctum 
proximum  from  infinity  to  a  finite  distance,  and  this  is  found  at 
V!f  =  200  cm.  from  the  eye. 

In  order  to  find  the  position  of  the  punctum  proximum  of 
ametropes,  we  have  only  to  determine  the  maximum  power  of 
refraction  which  the  eye  possesses  (jo)  according  to  the  rules 
already  laid  down,  and  the  focal  distance  of  the  number  Oi 
dioptries,  which  represents  p,  will  give  the  distance  of  the  punctum 
proximum  P.  I  should  say  that  in  order  to  find  the  positive 
refracting  power  of  hypermetropia  we  must  subtract  from  the  p 
of  emmetropia  the  number  of  dioptries  which  represents  the 
10 


138  EXAMINATION  OP  THE  EYES. 

hypermetropia,  while  in  myopia  we  must  add  to  this  the  number 
of  dioptries  which  constitutes  its  excess  of  refraction. 

Take,  for  example,  a  hypermetropia  of  3  D  at  thirty  years  of 
age ;  where  is  the  punctum  proximum  ?  The  jp  of  the  emmetrope 
at  that  age  is,  according  to  the  diagram  (Fig.  19),  and  according 
to  table  I,  equal  to  7  D.  Diminish  this  by  3  D  and  the  p  of  our 
hypermetrope  will  be  7  —  3  =  4  D,  of  which  the  focal  distance  is 
25  cm. ;  that  is  to  say,  P,  the  distance  of  the  punctum  proximum, 
sought. 

In  fact,  the  amplitude  of  accommodation  of  a  hypermetrope  of 
3  D  at  thirty  years  is  the  same  (7  D)  as  that  of  an  emmetrope  of 
the  same  age.  But  the  first  must  use  3  D  to  neutralize  his  fault 
of  refraction.  There  only  remains  to  him,  therefore,  4  D  of  posi- 
tive refraction. 

What  is  the  distance  of  the  punctum  proximum  of  a  myope  of 
two  dioptries  at  the  age  of  thirty  years  ? 

This  degree  of  myopia  represents  already  a  quantity  of  positive 
refraction  of  2  D ;  to  this  there  is  added  7  D  amplitude  of  accom- 
modation, which  corresponds  to  the  age  of  thirty  years,  which 
gives  7  +  2  =  9  D.  The  focal  distance  of  9  D  is  =  H  cm., 
which  represents  the  distance  P  of  the  punctum  proximum ;  or, 
according  to  our  rule,  p  of  the  emmetrope  being  7  D,  that  of  the 
myope  of  2  D  is  7  +  2  =  9  D,  the  focal  distance  of  which  is 

11  cm. 

The  march  of  the  punctum  proximum  is  so  regular  that  we  are 
able  to  determine  from  it,  with  considerable  precision,  the  age  of 
the  individual,  by  taking  into  account  the  state  of  refraction  of 
the  eye. 

tRESBYOPlA. 

In  removing  itself  further  and  further  from  the  eye,  the 
punctum  proximum  must  finally  pass  beyond  the  distance  at  which 
we  usually  read  and  write.    When  the  punctum  proximum  has 
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passed  this  limit  we  are  evidently  restricted  in  our  work.  Even 
at  a  period  when  the  total  effort  of  our  accommodation  yet  suflBcea 
to  keep  the  punctum  proxiraum  at  the  customary  position,  but  not 
within  it,  work  at  that  distance  becomes  very  fatiguing,  because  it 
is  effected  by  the  aid  of  the  maximum  contraction  of  the  ciliary 
muscle. 

The  condition  of  the  eye  when  the  punctum  proximum  has 
passed  beyond  the  usual  distance  for  work  has  evidently  consider- 
able practical  importance.  It  is  for  this  reason  that  Bonders  has 
given  to  that  condition  of  the  eye  when  the  punctum  proxiraum 
has  passed  the  usual  distance  of  near  work,  a  special  name, 
Freshyopia  (from  npsffjSu^^  old),  because  this  feebleness  of  vision  is 
a  consequence  of  age.  This  distance  is  commonly  admitted  to  be 
8",  or  22  to  24  cm. 

You  see  that  the  definition  of  presbyopia  does  not  correspond,  as 
do  the  terms  myopia  and  hypermetropia,  to  a  condition  sharply 
defined.  The  distance  of  22  cm.  which  has  been  taken  as  the 
point  of  departure  for  presbyopia  is  evidently  quite  arbitrary. 
Any  other  distance,  as  20  or  30  cm.,  could  have  been  taken  as 
well.  A  man  who  is  accustomed  to  read  at  the  distance  of  30 
cm.  is  not  as  yet  restricted  by  his  accommodation,  and  does  not, 
of  course,  feel  the  influence  of  age  when  his  punctum  proximum  is 
still  at  22  or  24  cm.  On  the  other  hand,  one  who  usually  brings 
his  work  up  to  18  cm.  becomes  presbyopic  much  earlier,  although 
the  state  of  refraction  in  the  two  cases  may  be  the  same. 

Moreover,  even  supposing  that  most  people  showed  a  preference 
for  22  cm.  as  the  distance  for  their  fine  work,  it  is  evident  that 
everybody  would  not  become  presbyopic  at  the  same  age,  because 
presbyopia  depends  on  the  position  of  the  punctum  proximum,  and, 
as  we  have  already  seen,  in  spite  of  the  equality  of  the  amplitude 
of  the  accommodation,  this  varies  according  to  the  state  of  the 
refraction  of  the  individual. 

The  term  presbyopia,  however,  being  of  such  general  use  in 
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practice,  I  have  thought  it  best  to  give  you  a  definition  of  what  is 
meant  by  it.  But  I  frankly  acknowledge  that,  in  my  opinion,  it 
would  be  best  to  drop  the  term  entirely  out  of  our  nomenclature, 
and  to  determine  simply  what  lenses  the  patient  has  need  of,  not 
to  see  at  a  certain  specified  distai^ce,  but  at  the  distance  at  which 
he  is  accustomed  to  use  his  eyes,  or  at  which  his  work  compels 
him  to  see.  This  can  be  done  by  taking  account  of  his  refraction 
and  accommodation,  as  I  shall  explain  to  you  at  the  end  of  this 
lecture. 

We  say  that  presbyopia  has  been  defined  by  Bonders  aa  that 
condition  in  which  the  punctum  proximum  has  passed  22  cm.  In 
order  to  see  at  that  distance  there  is,  evidently,  a  positive  refracting 
force  required  equal  to  ^  =  ^.5  D  ip)-    Now,  when  the  eye 
has  need  to  see  at  that  distance,  and  when  it  no  longer  disposes  of 
4  5  D  of  positive  refraction,  it  evidently  becomes  necessary  to 
increase  this  by  means  of  a  convex  lens  of  such  a  power  as  shall 
make  V  =  ^.5  D.    This  lens  will  then  measure  the  degree  of 
presbyopia.    We  can,  therefore,  complete  the  definition  of  Bonders 
by  saying  that  preshyopia  finds  its  expression  in  the  number  of 
posztifoe  dioptries  which  it  is  necessary  to  add  to  the  eye  m  order 
to  procure  a  positive  refracting  power  of  4.5  D. 

By  glancing  at  the  diagram  of  Bonders  (Fig.  19)  or  at  Table 
I  you  wUl  see  that  at  the  age  of  forty  years  the  emmetropic 
eye  can  no  longer  dispose  of  »  refracting  power  of  4.5  B,  and, 
consequently,  cannot  see  closer  than  22  cm.  From  this  age 
onward,  therefore,  it  is  said  to  be  presbyopic. 

The  presbyopia  of  emmetropia  is  equal  to  the  difference  between 
the  number  of  dioptries  which  represents  its  positive  refracting 
power  and  4.5  B.  This  at  the  same  time  designates  the  number 
of  the  glasses  which  the  emmetropic  eye  must  have  to  correct  its 
presbyopia. 

We  obtain,  therefore,  for  the  presbyopia  of  the  emmetropic  eye 
the  following  table : — 
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TABLE  in. 


Age. 

p- 

Presbyopia. 

40 

4.5 

4.0  —  4.0  =  U  JJ 

45 

3.5 

4.5  —  3.5  =  1 

50 

2.5 

4.5  —  2.5  =  2  " 

55 

1.5 

4.5  —  1.5  =  3  " 

60 

0.5 

4.5  —  0.5  =  4.  " 

65 

0 

4.5  _  0    =  4.5  " 

70 

—  1 

4.5  +  1    =  5.5  " 

75 

—  1.5 

4.5  +  1.5  =  6  " 

80 

—  2.5 

4.5  +  3.5  =  7  " 

■  "p  becomes  negative  from  the  sixty-fifth  year,  because  the  line 
pp  then  passes  the  line  0  in  the  diagram.  For  this  reason  it  is 
necessary  to  add  the  value  of  p  to  4.5  in  order  to  obtain  the 
degree  of  presbyopia. 

From  being  nothing  at  the  age  of  forty  years,  the  presbyopia 
increases,  therefore,  one  dioptry  for  every  five  years  up  to  the  age 
of  sixty.  From  this  time  on  it  increases,  sometimes  one  and  some- 
times one-half  of  a  dioptry  in  the  same  time. 

Beyond  sixty  years  this  calculation  no  longer  holds  good,  and 
we  must  then  have  recourse  to  Table  ni.  Thus,  the  presbyopia 
of  an  emmetrope  of  eighty  years  is  not  8  D,  but  only  7  D. 

For  ametropia  the  presbyopia  is  calculated  in  the  same  manner 
after  the  ametropia  has  been  corrected,  and  the  number  of 
dioptrics  which  are  necessary  to  correct  the  ametropia,  that  is  "to 
say,  to  change  it  into  emmetropia,  must  evidently  be  added  to 
those  which  correct  the  presbyopia  of  emmetropia.  '  ' 

Take  a  hypcrmetrope  of  2  D;  what  number  will  he  require  at 
the  age  of  sixty  years  in  order  to  see  at  22  cm.  ?  He  will  need, 
in  the  first  place,  2  D  to  correct  the  H,  and  4  D  more  to  correct 
the  presbyopia,  since  he  has  passed,  by  4  X  5  years,  the  age  when 
presbyopia  commences ;  the  total  is,  therefore,  6  D. 

If  an  individual  has  a  M  of  3  D,  and  is  sixty-five  years  old, 
how  would  we  proceed  to  arrive  rapidly  at  the  degree  of  his 
presbyopia  ?    If  he  were  emmetropic  he  would  require  4.5  D  to 
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see  at  22  cm.,  but  in  order  to  make  him  emmetropic  be  requires 
a  concave  glass  of  3  D.  Tbese  3  D  negative,  combined  witb  tbe 
4.5  positive,  give  4.5  —  3  =  1.6  D. 

You  tbus  see  tbat  wbereaa  the  bypermetrope  always  requires 
glasses  stronger  tban  the  emmetrope  to  correct  his  presbyopia, 
the  myope  requires  glasses  weaker  in  proportion  as  his  myopia  is 
stronger. 

Take  a  myope  of  4.5  D.  He  will  never,  so  to  speak,  become 
presbyopic,  because,  even  deprived  of  all  his  accommodation,  he 
still  has  a  positive  power  of  refraction  of  4.5  D,  because  his 
punctum  remotum,  to  which  it  is  adapted  in  a  state  of  repose,  is 
situated  at  22  cm.  He  has  no  reason,  therefore,  to  fear  presbyopia, 
at  least  not  before  sixty-five  years,  the  age  at  which  the  refracting 
power  begins  to  diminish,  and  when  the  accommodation  no  longer 
suffices  to  render  it  as  strong  as  it  was  before.  (See  Fig.  19 : 
r  has  passed  the  line  0,  and  p  no  longer  reaches  it.) 

Persons  whose  myopia  is  greater  than  4.5  D  have  need  of 
concave  glasses  in  order  to  see  at  22  cm.,  because  even  in  a  state 
of  repose  their  eyes  are  adapted  for  a  shorter  distance  than 
22  cm. ;  and  since  there  is  no  negative  accommodation  they  have 
need  of  negative  glasses  to  see  at  22  cm. ;  in  other  words,  their 
refraction  being  always  greater  than  4.5  D,  it  must  be  diminished 
until  it  amounts  to  only  4.5  D. 

A  myope  of  10  D  will  have  need  of  a  concave  lens  of  4.5  —  10 
=  5.5  D  in  order  to  adapt  his  eyes  to  22  cm.,  up  to  the  age  of 
sixty-five,  whatever  may  be  his  age  and  the  amplitude  of  his 
accommodation.  Without  accommodation  his  eyes  are  adapted  to 
10  cm.,  and  it  is  only  from  the  sixty-fifth  year,  the  age  when  the 
punctum  remotum  is  removed  considerably  from  the  eye,  that  he 
can  use  concave  glasses  of  less  strength;  but  he  will  never  have 
to  use  convex  glasses. 

We  should  commit  a  great  error,  then,  in  giving  to  all  persons 
glasses  which  adapt  their  eyes  to  vision  at  22  cm.  Some-and 
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the  number  is  large— would  find  them  too  strong,  while  others 
would  find  them  too  Weak. 

It  would  be  very  much  better  in  all  cases  to  guide  ourselves,  ill 
making  the  selection,  by  the  requirements  of  the  individual  and 
not  by  any  conventional  ideas  of  presbyopia.  We  are  in  a  much 
better  condition  to  make  this  step,  now  that  the  introduction  of 
the  metric  system  and  dioptrics  has  made  optical  calculations  sd 
remarkably  easy.  I  can  assure  you  that  I  get  along  much  better 
in  my  practice  with  my  new  system  than  with  the  old  plan  of  a 
conventional  presbyopia. 

Thus,  if  an  emmetrope  of  fifty-five  years  comes  to  you  and  says 
that  his  eyes  are  much  fatigued  in  using  them  for  close  work,  you 
ask  him  at  what  distance  he  is  compelled  to  work.  He  shows 
you,  we  will  say,  33  cm.  as  the  distance.  You  say  to  yourself: 
To  see  at  33  cm.  requires  3  dioptries  of  refraction  (p).  Now,  at 
the  age  of  fifty-five  years  p  of  emmetropia  is  =  1.6.  He  required, 
therefore,  3  —  1.5  D  to  see  at  33  cm.  You  therefore  give  him 
No.  1.5  D  convexes,  and  he  will  find  them  very  satisfactory,  unless 
there  is  some  diminution  of  the  amplitude  of  accommodation,  the 
cause  of  which  you  will  have  to  hunt  for. 

A  hypermetrope  of  1  D,  aged  forty  years,  an  engraver,  asks  for 
glasses  which  will  enable  him  to  see  at  20  cm.  To  see  at  this 
distance  there  are  required  =  5  D  (p).  At  forty  years  the 
eye  possesses  an  amplitude  of  accommodation  of  4.5  D.  Of  these 
4.5  D,  1  D  is  employed  in  correcting  the  hypermetropia  of  the 
patient.  There  only  remains  to  him,  then,  3.5  D  of  positive 
refraction.  To  obtain  the  5  dioptries  necessary  for  vision  at  20 
cm.  we  therefore  give  him  5  —  3.6  =  +  1.5  D. 

A  hypermetrope  of  3  D,  aged  seventy,  asks  for  glasses  to  play 
the  piano,  that  is,  to  see  at  60  cm.  You  know  that  at  seventy 
years  of  age  there  is  no  longer  any  accommodation.  You  give 
him,  therefore,  in  the  first  place,  3  D,  to  correct  his  hypermetropia, 
and       =  2  D,  to  adapt  his  eye  to  the  distance  of  50  cm. 

I  have  no  need  to  multiply  examples.    What  I  have  said  to  you 
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on  the  subject  of  accommodation  will  enable  you  to  find  in  every 
case,  the  refraction,  the  age,  the  amplitude  of  accommodation,  and 
the  number  of  the  glass  which  an  eye  needs  for  vision  at  no  matter 
what  distance.  Only,  you  must  take  the  precaution  to  give  the 
weaker  numbers  of  convex  lenses  to  those  yet  young  and  not  accus- 
tomed to  wearing  glasses ;  on  the  contrary,  you  can  give  a  half 
dioptry  convex  more  to  an  aged  person  whose  amplitude  of  accom- 
modation is  feeble  or  null. 

I  repeat  that,  in  my  opinion,  it  would  be  much  better  to  entirely 
abandon  the  term  presbyopia,  for  the  reasons  which  I  have  given 
you.    The  definition  of  presbyopia  is  based  on  a  distance  entirely 
arbitrary,  which  is  not  the  same  for  all  persons ;  habit,  and  even 
the  kind  of  work,  have  a  widely  various  influence  on  this  distance. 
Thus,  some  emmetropes,  and  hypermetropes  with  good  acuteness  of 
vision,  are  generally  accustomed  to  read  and  write  at  a  distance  of 
40  cm.  or  more,  while  others,  especially  myopes  and  those  whose 
visual  acuteness  is  not  good,  prefer  a  shorter  distance,  22  cm.  or 
less. 

Bookkeepers,  draughtsmen  and  geometers,  by  preference,  keep 
their  work  at  a  great  distance,  which  allows  them  to  take  in  a 
great  deal  of  their  book  or  paper  at  a  single  glance,  while  tailors, 
jewelers,  etc.,  require  a  much  shorter  distance. 

You  must  not  think  that  we  have  devoted  too  much  time  to  the 
consideration  of  the  accommodation.  You  should  bear  in  mind 
the  great  importance  of  near  vision  in  all  civilized  countries,  and 
not  suppose  that  it  sufl&ces  to  choose,  or  have  your  patient  choose, 
convex  glasses  which  appear  to  him  the  best  for  seeing  near  at 
hand,  saying,  if  they  are  too  weak  he  can  change  them  by  and 
by;  if  they  are  too  strong  they  will  all  the  better  relieve  the 
accommodation.  No,  there  is  a  real  and  an  eminently  practical 
value  in  taking  an  exact  account  of  the  amplitude  of  the  accom- 
modation of  the  patient. 

The  amplitude  of  accommodation  is,  indeed,  so  to  speak,  the 
dynamometer  (the  measurer  of  force)  of  the  ciliary  muscle,  and 


PEESBYOPIA. 


145 


this  in  its  turn,  is  the  most  precise  index  of  the  function  of  the 
third  pair  of  cranial  nerves,  which  supplies,  among  other  parts, 
the  ciliary  muscle.  A  defect  in  the  amplitude  of  the  accommo- 
dation thus  becomes,  very  frequently,  a  very  important  symptom, 
especially  of  a  diphtheritic,  rheumatic  or  syphilitic  paralysis,  or  a 
cerebral  trouble,  the  beginning  of  which  might  escape  us  but  for 
an  examination  into  the  condition  of  the  aocommodative  power. 
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LECTURE  XI. 


ACUTENESS  OF  VISION. 

Gentlemen  : — The  refraction  of  the  eye  and  visual  acutenm 
are  frequently  confounded.  They  are  two  very  different  things, 
however,  and  should  be  clearly  distinguished  from  each  other, 
although  in  practice  we  are  accustomed  to  determine  them  together. 

The  refraction  is  simply  the  function  of  the  dioptric  apparatus  ; 
visual  acuteness,  on  the  other  hand,  is  a  function  of  the  nervous 
apparatus  of  the  eye. 

Eefraction  may  be  perfectly  normal  without  the  eye  being  able 
to  see,  if  the  nervous  apparatus  does  not  perform  its  function 
properly;  while  the  acuteness  of  vision. can  be  normal,  in  spite  of 
great  anomalies  of  refraction,  if  these  latter  are  corrected. 

We  can  determine  the  refraction  of  all  eyes,  even  of  the  dead 
eye;  the  acuteness  of  vision,  on  the  contrary,  can  only  be  deter- 
mined on  the  living  eye,  and  it  is  further  necessary  that  this  living 
being  express  itself  clearly  in  regard  to  the  luminous  impressions 
which  it  receives. 

Acuteness  of  vision  is  for  the  retina  what  tactile  sensibility  is 
for  the  skin,  and  we  -determine  the  condition  of  the  two  functions 
in  an  analogous  manner :  We  seek  in  both  for  the  smallest  dis- 
tance between  two  points  which  can  be  perceived  separately.  For 
the  skin  we  use  the  .mechanical  pressure  of  the  two  points  of  a 
pair  of  compasses;  for  the  retina  the  impression  produced  by  the 
retinal  image  of  two  luminous  points. 

The  determination  of  the  acuteness  of  vision  consists,  therefore, 
in  the  determination  of  the  smallest  retinal  image  the  form  of 
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which  can  he  distinguished.  I  ask  you  to  mark  the  restriction  : 
It  is  not  simply  the  smallest  retinal  image  perceived  which  gives 
the  measure  of  the  acuteness  of  vision,  but  the  smallest  whose 
form  is  distinguishable. 

'  The  smallest  retinal  image  is  a  point  the  perceptibility  of  which 
depends  solely  on  its  luminous  intensity.  One  luminous  point  does 
not  measure  the  visual  acuteness— the  distinction  of  forms — but 
the  perception  of  light,  the  faculty  which  the  retina  possesses  of 
distinguishing  differences  of  brightness. 

The  acuteness  of  vision,  the  faculty  of  the  retina  to  perceive 
forms,  depends  on  many  conditions — 

1.  Primarily,  on  the  sensibility  of  the  retina. 

2.  On  the  adaptation  of  the  retina, 

3.  On  the  general  illumination. 

4.  On  the  sharpness  of  the  retinal  image. 

5.  On  the  intensity  of  the  illumination. 

The  adaptation  of  the  eye  to  the  illumination  under  which  it 
acts  is  a  condition  which  it  is  necessary  to  take  into  account  in  all 
experiments  relative  to  the  sensibility  of  the  retina  (distinction  of 
degrees  of  clearness  and  of  colors).  In  passing  from  an  illumi- 
nation of  a  less  to  one  of  a  greater  intensity,  or  inversely,  it  takes 
a  certain  length  of  time  (about  twenty-five  minutes)  for  the  retina 
to  become  accustomed  to  the  altered  illumination,  and  to  put  itself 
in  harmony  with  it.  We  know  that  the  acuteness  of  vision  varies 
with  the  general  illumination  up  to  a  certain  degree  of  intensity, 
as  that  of  a  clear,  sunny  day;  the  two  then  vary  in  a  direct 
proportion,  but  when  the  illumination  passes  a  certain  limit  of 
intensity,  the  acuteness  of  vision  diminishes  instead  of  increases. 

The  sharpness  of  the  retinal  image  depends,  essentially,  on  the 
transparency  of  the  dioptric  media,  the  regularity  of  their  surfaces, 
and  the  adjustment  of  the  eye  to  the  distance  of  the  object. 

The  luminous  intensity  of  the  retinal  image  depends,  also,  upon 
the  transparency  of  the  dioptric  media.  It  is,  in  other  words, 
proportional  to  the  luminous  intensity  of  the  object,  and  to  the 
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difference  in  brightness  between  this  and  the  background  against 
which  it  is  seen. 

Before  commencing  the  examination  of  the  functions  of  the 
retina  an  account  must  be  taken  of  the  intensity  of  the  general 
illumination ;  it  must  be  measured.  The  simplest  photometer  is 
the  acuteness  of  vision  of  a  normal  eye  which  we  can,  in  this  case, 
consider  as  proportional  to  the  illumination. 

Before  undertaking  the  examination  of  the  visual  acuteness  of 
another  eye  we  should  determine  that  of  our  own ;  and  if,  for 
example,  it  is  only  f  of  that  which  is  usually  found,  we  shall  have 
to  multiply  the  figures  of  the  visual  acuteness  of  the  patient 
examined  by  f  in  order  to  obtain  his  actual  acuteness  of  vision. 

"We  must  allow,  moreover,  the  eye  under  examination  to  adapt 
itself  to  the  general  illumination,  and  it  must  be  accommodated  for 
the  distance  of  the  object  looked  at.  This  latter  must  be  placed 
in  the  simplest  and  most  favorable  conditions  to  be  easily  distin- 
guished by  choosing  one  that  is  black  on  a  white  ground  or  white 
on  a  black  ground. 

The  results  of  numerous  experiments  have  shown  that  it  is 
necessary  that  the  two  points  of  a  retinal  image,  in  order  to  he 
clearly  distinguished  from  each  other,  be  separated  by  a  distance 
of  0.00436  mm.  Such  a  retinal  image  corresponds  in  the  normal 
emmetropic  eye  to  a  visual  angle  of  1'. 

It  is  upon  these  data  that  Snellen  has  based  his  "  test-types  " 
"for  the  determination  of  the  acuteness  of  vision.  He  has  taken 
as  the  test-objects  Latin  letters  :  letters,  because  they  are  forms 
most  widely  known,  and  which,  in  spite  of  the  variety  of  their 
figures,  are  easy  to  describe  ;  Latin  letters,  because  they  are  the- 
simplest  and  most  common.  Snellen's  idea  was  to  have  these 
test-letters  formed  in  such  a  manner  that  in  order  to  be  recognized 
they  required  that  the  eye  should  distinguish  two  points  separated 
from  each  other  by  an  angle  of  1' ;  the  breadth  of  the  black  lines 
forming  the  letter,  as  well  as  the  intermediate  white  spaces,  should 
be  just  I  the  diameter  of  the  whole  letter. 
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Each  series  of  his  letters  is  marked  by  a  number  which  indi- 
cates in  meters  (formerly  in  feet)  the  distance  at  which  the  letter 
appears  under  an  angle  of  5'. 

It  is  held  by  Snellen  that  in  order  to  distinguish  one  letter 
from  another  the  eye  must  be  able  to  distinguish  the  spaces 
between  the  lines  which  correspond  to  a  visual  angle  of  1'.  This 
is  true  for  certain  letters,  as,  for  instance,  to  differentiate  between 
G  and  0,  where  the  eye  must  distinguish  the  white  space  which 
interrupts  the  circle  in  G.  The  same  is  true  for  F  and  E,  but  the 
principle  is  not  applicable  to  the  other  letters  of  his  series. 

The  interlinear  spaces  correspond  to  ^  the  height  of  the  whole 
letter.  We  can  therefore  say,  in  general  terms,  that  the 
distinctness  of  the  letter  depends  on  the  perception  of  a  retinal 
image  of  0.00436  mm. 

The  scale  of  Snellen  contains  a  series  of  letters  corresponding  to 
all  distances,  from  32  cm.  up  to  60  meters.  An  eye  which 
distinguishes  No.  7  at  7  m.  should  distinguish  No.  10  at  10  m., 
No.  60  at  60  m.,  etc.  What  we  want  now  to  know  is  the  most 
convenient  distance  for  determining  the  visual  acuteness. 

In  the  lecture  on  refraction  we  saw  of  what  great  advantage  it 
is  to  determine  the  visual  acuteness  and  the  refraction  at  the 
same  time. 

We  determine  the  refraction  at  such  a  distance  as  shall  exclude 
the  accommodation  as  much  as  possible.  For  this  a  distance  of  5 
or  6  meters  is  necessary.  We  therefore  place  our  scale  at  6  m. 
and  see  (successively  on  each  eye)  what  are  the  smallest  characters 
which  can  be  distinguished. 

In  order  to  see  at  this  distance  without  accommodation  the  eye 
must  be  emmetropic.  If  it  is  not,  we  must  render  it  emmetropic 
by  a  correcting  lens.  The  correcting  lens,  therefore,  indicates 
the  degree  of  its  ametropia,  and  the  smallest  character  seen, 
distinctly  its  visual  acuteness. 

Thus,  a  normal  eye  should  distinguish  at  6  m.  all  the  characters 
of  Snellen's  No.  6.    If  it  only  distinguishes  No.  12 — those  which 
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ought  to  be  seen  distinctly  at  12  ra.  because  they  are  twice  as 
large — the  visual  acuteness  is  only  one-half  the  normal  (^).  In 
order  that  the  same  eye  recognize  the  letters  of  No.  6  it  must  be 
brought  up  to  3  m.  If  it  distinguishes  No.  7  at  6  m.  its  visual 
acuteness  is  ^ ;  but  if  it  sees  not  only  No.  6,  but  even  No.  4,  at 
6  m.,  the  number  which  we  have  the  right  to  bring  up  to  4  m., 
its  visual  acuteness  is  evidently  greater  than  normal — it  is  f . 

This  not  infrequently  happens.  You  will  find  many  young 
people  who  enjoy  an  acuteness  of  vision  greater  than  that  which 
Snellen  has  taken  as  the  normal.  The  acuteness  of  vision  of 
Snellen,  however,  is  not  the  maximum,  but  is  to  be  taken  as  the 
mean  of  the  different  ages.  The  maximum  acuteness  of  vision 
could  not,  moreover,  serve  us  in  practice  where  we  desire  to  know 
what  is  to  be  considered  as  normal,  and  the  limits  beyond  which 
it  is  considered  to  be  abnormal. 

You  have  seen  that  the  visual  acuteness  is  always  represented 
by  a  fraction,  the  denominator  of  which  is  the  distance  at  which 

the  characters  should  be  distinguished,  the  numerator  the  distance 

at  which  the  characters  are  seen  in  the  case  under  examination. 

We  call  the  first  D,  the  second  d,  and  the  acuteness  of  vision  V, 

and  then  write :  V  = 

"When  the  acuteness  of  vision  with  the  naked  eye  is  not  up  to 

the  normal  standard,  we  think  at  once  of  an  anomaly  of  refraction, 

and  proceed  to  the  task  of  correcting  it. 

An  individual  who,  with  a  convex  glass  No.  2,  reads  No.  8  at 

6  m.,  has  a  hypermetropia  of  2  D  and  V  =  f . 

Another  who,  at  the  same  distance,  reads  No.  10  with  —  3,  will 

have  a  myopia  of  3  D  and  V  = 

For  persons  who  cannot  read,  Snellen  has  given  figures 

resembling  E,  and  which  are  made  on  the  same  principle  as  the 

other  letters.    These  are  squares,  one  side  of  which  is  lacking. 

The  patient  should  then  indicate  to  us  the  side  which  is  open.  In 

this  manner  we  are  enabled  to  examine  easily  the  visual  acuteness 

of  children,  or  of  those  whose  intelligence  is  not  highly  developed. 
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and  even  of  mutes,  who  can  indicate  witli  the  hand  the  direction 
in  which  the  open  side  lays. 

It  is  evident  that,  instead  of  examining  the  visual  acuteness  by 
the  aid  of  figures  of  different  sizes,  placed  at  the  same  distance,  yf& 
can  allow  the  size  to  remain  the  same  and  vary  the  distance.  In 
this  manner  a  single  series  of  letters  would  suffice  for  the 
determination  of  V.  Take,  as  an  example,  No.  6  of  Snellen's 
scale.  The  individual  who  reads  it  at  6  m.  has  a  normal  visual 
acuteness.  If  we  should  have  to  bring  it  to  4  m.,  in  order  that 
they  be  distinguished,  V  would  equal  f,  etc.,  in  accordance  with 
the  formula  V  = 

The  single  E  of  Snellen  would,  therefore,  suffice  to  determine 
the  acuteness  of  V.  Instead  of  varying  its  size  and  having 
different  forms,  we  can  change  the  distance  and  alter  the  position 
of  the  figure.  This  proceeding  is  very  convenient  where  we  do 
not  have  command  of  a  full  set  of  test-types,  but  it  is  inferior  to 
the  other  mode  in  cases  where  we  have  to  bring  the  figure  within 
4  m.,  because  then  the  accommodation  comes  into  play. 

But  the  combination  of  the  two  processes — variation  in  the  size 
of  the  object,  and  variation  of  its  distance  from  the  eye — increases 
considerably  the  exactness  of  the  examination  of  visual  acuteness. 
If  we  have  found  the  series  of  letters  which  is  clearly  made  out  at 
a  given  distance,  we  can  try  if  by  removing  it  to  a  greater  distance 
the  eye  continues  to  distinguish  the  letters ;  for  example,  an  eye 
sees  No.  5  at  6  m,,  but  if  it  still  distinguishes  them  at  a  distance 
of  30  cm.  more,  V  will  be  not  only  f  but  |-f . 

Snellen's  series,  though  the  one  most  widely  known,  is  not  the 
only  scale  which  has  been  constructed  for  the  determination  of  the 
acuteness  of  vision  at  a  distance. 

Indeed,  the  principle  of  the  acuteness  of  vision  being  given,  it 
is  easy  to  print  Latin,  Gothic,  black  or  colored  letters,  etc.  How- 
ever, the  scale  of  Snellen  remains  the  one  most  generally  in  use, 
and  it  is  undesirable  to  increase  the  number  of  these  test-objects 
in  order  that  we  may  have  a  unitT/  of  comparison  throughout  the 
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world,  wliicb.  will  allow  of  a  comparison  between  the  experiences 
of  different  persons  in  different  countries. 

The  only  test-objects  which,  up  to  this  time,  have  appeared  to 
me  to  have  a  value  comparable  with  those  of  Snellen,  are  those  of 
Green  and  Monoyer.  Green  objects,  and  not  without  reason,  that 
the  different  numbers  of  the  test-types  of  Snellen  represent  a  very 
unequal  series  of  ratios,  an  inconvenience  which  Green  surmounts 
in  choosing  for  his  scale  the  numbers  which  represent  a  geometri- 
cal progression,  the  common  ratio  of  which  is  V  5  =  7.95. 

The  series  of  Green  is  composed  of  twenty-four  numbers,  and 
includes  all  the  numbers  of  Snellen's  test-types  fi'om  CO  to  I. 
The  following  table  shows  the  two  series  side  by  aide.  The 
numbers  represent  feet. 


Orken. 


200 

160 
126 

100 

80  t 
64  J 

60 

40 
32) 
25) 
20 


16  1 
12.5  j 
10 


200 

100 
70 

50 

40 

30 

20 
15 
12 
10 


Gbixn. 


8 
6.25 


5 
4 

3.125 
2.5 


1.96 
1.25 
1 


{I 

5 
4 

2 


As  you  see,  the  interval  between  the  two  adjacent  numbers  of 
Green  is  always  the  same.  The  execution  of  these  test-types  is 
exceedingly  good,  and  they  are  to  be  recommended  so  much  the 
more  because  the  relations  between  the  letters  of  Green  and  those 
of  Snellen  are  very  easily  established.  _ 

Monoyer's  test-types,  like  those  of  Green,  have  the  same  basis 
in  principle  as  those  of  Snellen,  as  far  as  regards  their  visual 
angle  and  the  width  of  the  lines,  but  they  are  constructed  m  such 
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a  manner  that  the  different  numbers  of  the  letters  recognized  at  a 
distance  of  5  meters  correspond  to  a  difference  of  -jV  of  acute- 
ness  of  vision.  The  acuteness  of  vision,  then,  instead  of  being 
expressed  in  fractions,  as  f ,  |,  etc.,  is  expressed  in  decimals— 
0.1,  —  0.2,  —  0.3,  —  0.4,  etc.,  up  to  1. 

It  is  desirable,  however,  to  have  characters  smaller  than  those 
corresponding  to  the  medium  acuteness  of  vision,  because  we  find 
very  frequently  eyes  whose  acuteness  of  vision  is  greater  than  the 
No.  1  in  the  scales  mentioned.  For  this  purpose  it  would  be  easy 
to  add  to  the  scale  of  Monoyer  two  or  three  numbers  which  give 
V  =  1.2,  1.5,  1.6,  etc.- 

You  will  have  seen  that  the  method  for  determining  the  acute- 
ness of  vision  at  the  same  time  with  the  refraction  is  very  simple  and 
practical.  But  it  is  not  only  simple  and  practical — it  is  also  emi- 
nently rational.  Indeed,  it  excludes,  at  least  for  the  greater  part, 
the  accommodation,  and,  as  you  will  see,  it  puts  the  retinal  images 
of  the  emmetrope  and  ametrope  on  the  same  equality  as  to  size. 

This  last  advantage  is  very  great,  and  in  order  to  appreciate  it 
fully  I  will  add  a  few  words  on  the  influence  of  correcting  glasses 
on  the  acuteness  of  vision.  It  is  a  fact  of  common  observation 
that  convex  glasses  magnify  whilst  concave  glasses  diminish  the 
size  of  objects.  We  would  suppose,  then,  that  hypermetropes, 
by  their  correcting  glasses,  obtain  retinal  images  greater  than 
emmetropes  and  myopes,  and  that  myopes,  on  the  other  hand,  have 
smaller  retinal  images.  Correcting  glasses  would  seem,  therefore, 
to  completely  mar  the  results  of  our  determinations  of  visual 
acuteness,  in  so  far  as  they  change  the  fundamental  condition, 
viz.,  the  equality  in  the  size  of  the  retinal  images  coming  from 
the  same  objects. 

But,  on  the  other  hand,  it  is  easy  to  conceive  that  a  short  eye, 
other  things  being  equal,  would  receive  smaller  images  than  a 
long  eye.  The  smallness  of  the  hypermetropic  eye  has,  therefore, 
an  effect  on  the  visual  acuteness  the  opposite  of  its  correcting 
glass,  and  the  length  of  the  axis  of  the  myopic  eye  has  an  opposite 
11 
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effect  to  that  of  the  glass  for  which  it  has  need.    It  remains  to 
determine  which  of  these  two  influences  is  in  excess. 

It  is  a  question  of  great  importance  in  practice  whether  we 
have  a  right  to  demand  of  a  hypermetrope  a  visual  acuteness 
greater  than  that  of  an  emmetrope,  simply  because  he  uses 
magnifying  glasses  while  the  other  sees  only  with  the  naked  eye; 
or  whether,  on  the  other  hand,  we  should  have  a  diminished 
acuteness  of  vision  on  the  part  of  the  hypermetrope  corresponding 
to  a  normal  retinal  perception,  because  the  hypermetropic  eye,  on 
account  of  its  shortness,  has  smaller  retinal  images. 

On  the  other  hand,  has  a  myope  who,  after  correction  of  his 
ametropia,  reads  exactly  the  same  letters  as  the  emmetrope  at  the 
same  distance,  a  visual  acuteness  greater  than  the  emmetrope 
because  he  is  able  to  distinguish  these  characters  in  spite  of  the 
diminishing  effect  of  his  lens,  or  should  we  consider  his  visual 
acuteness  as  defective,  and  search  for  some  trouble  in  the  dioptric 
media  or  at  the  fundus  of  the  eye,  because,  on  account  of  the 
length  of  the  myopic  globe,  the  retinal  images  are  larger,  and  he 
ought,  therefore,  to  have  a  visual  acuteness  greater  than  that  of 
an  emmetrope  ? 

This  question  can  be  solved  only  by  means  of  calculation ;  but 
the  aim  of  these  lectures,  which  are  essentially  practical,  causes 
me  to  abstain  as  much  as  possible  from  mathematical  deductions, 
and  I  can  only  give  you  here  the  results  of  the  researches  that 
have  been  made  by  Knapp,  Bonders,  Woinow,  Mauthner  and 
inyself— results  which  accord  perfectly  with  each  other.^  The 
conclusions  at  which  we  have  arrived  are  the  following :—  * 

I  called  your  attention,  in  the  first  lecture  on  refraction,  to  the 
fact  that  we  can  correct  ametropia  by  different  lenses  according: 
as  we  place  them  at  a  greater  or  less  distance  from  the  eye.  Now, 
since  the  correcting  lens  of  an  axial  ametropia  is  usually  placed  tn 
the  anterior  focus  of  the  eye,  i.e.,  13  mm.  in  front  of  the  cornea, 
the  retinal  image  of  the  ametrope  should  be  of  the  same  size  as 

*  Laodolt  in  Wecker  et  Landolt :  Trait6  Complet  d'Ophthalmologie  I,  p,  480. 
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that  of  the  emmetrope.  On  the  other  hand,  if  we  correct  hyper- 
metropia  by  a  stronger  convex  glass  placed  nearer  the  cornea,  the 
retinal  image  will  be  smaller ;  it  will  become  larger  if  we  use  a-, 
weaker  lens  and  place  it  further  from  the  eye  than  the  point 
indicated.  An  analogous  effect  is  produced  in  the  case  of  myopia ; 
here  the  diminishing  effect  of  the  lens  makes  itself  felt'  in  propor- 
tion as  it  is  removed  from  the  anterior  focus  of  the  eye,  while  the 
magnifying  effect  of  the  greater  length  of  the  eye  is  manifest  when 
the  correcting  lens  is  approached  nearer. 

I  have  been  able  to  verify  this  fact  in  a  most  conclusive  manner, 
both  by  means  of  my  artificial  eye,*  and  in  the  living  eye — in  an 
anisometrope  one  of  whose  eyes  is  emmetropic  and  the  other  hyper- 
metropic, and  who  on  this  account  is  able  to  compare  directly  the 
size  of  the  retinal  images  which  the  hypermetropic  eye  receives 
by  different  corrections  with  those  of  the  emmetropic. 

The  facts  which  we  have  mentioned  suffice  to  show  the 
undoubted  advantages  of  determining  the  visual  acuteness  at  a 
distance. 

But  should  we,  on  this  account,  entirely  exclude  the  examina- 
tion of  near  vision  ?  I  think  not,  provided  we  take  account  of 
those  important  points  which  have,  in  a  greater  or  less  degree,  been 
neglected  by  those  who,  up  to  the  present  time,  have  endeavored 
to  determine  the  acuteness  of  vision  in  this  manner. 

1.  In  the  first  place  we  should  never  employ  for  this  purpose 
bits  of  reading,  because  reading  is  not  a  certain  proof  of  visual 
acuteness.  Persons  who  are  accustomed  to  reading  are  able  to 
guess  at  the  majority  of  words  by  their  general  aspect  and  their 
relations  to  neighboring  words,  while  those  who  are  but  little 
instructed  must  decipher  the  letters  one  by  one.  These  latter, 
then,  find  themselves  in  relatively  more  unfavorable  conditions 
than  the  former. 

It  is  necessary,  therefore,  if  we  would  determine  the  acuteness 

*The  Introduction  of  the  Metrical  System  into  Ophthalmology.  London, 
Churchill,  1876. 
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of  vision  at  a  short  distance,  that  we  take  isolated  letters  con- 
structed on  the  same  principles  as  the  larger  test  types.  It  is 
also  evident  that  we  must  make  the  examinations  always  at  the 
same  distance  if  we  would  obtain  results  exact  and  comparable. 
This  examination  is  based  on  the  same  principle  as  that  at  a 
distance,  i.e.,  on  the  equality  in  the  size  of  the  retinal  image. 

2.  Moreover — a  most  important  matter— the  vision  near  at 
hand  is  very  different  in  the  different  states  of  refraction. 

Take,  for  example,  a  distance  of  22  cm.  The  young  emmetrope 
will  see  at  this  distance  with  the  aid  of  his  accommodation,  the 
presbyope  and  hypermetrope  with  the  assistance  of  convex  glasses 
of  greater  or  less  strength,  according  to  the  power  of  their 
accommodation  and  the  degree  of  their  ametropia.    The  myope 
whose  punctum  remotum  is  found  at  a  greater  distance  from  the 
eye  than  22  cm.  will  likewise  have  need  of  a  slight  effort  of 
accommodation ;  only  a  myope  of  4.5  D  will  be  able  to  see  at  that 
distance  without  any  accommodation,  and  without  any  correcting 
glass,  while  degrees  of  myopia  higher  than  this  will  demand  the 
use  of  concave  glasses  for  seeing  at  the  same  distance.  Vision, 
under  these  various  circumstances,  is  attended  with  notable 
differences  in  the  size  of  the  retinal  images. 

It  matters  not  that  you  employ  the  same  test  objects  and  place 
them  at  exactly  the  same  distance  ;  the  emmetrope  who  accommo- 
dates will  still  have  retinal  images  smaller  than  the  presbyope,  who 
uses  glasses,  and  the  presbyope  (if  he  is  not  completely  deprived 
of  his  accommodation)  smaller  images  than  the  myope  of  4.5  D. 
Your  result  is  therefore  false,  since  the  basis-that  is,  the  size  of 
the  retinal  image-is  changed  in  each  case.  Equality  in  the  size 
of  the  retinal  images  is  the  "sine  qua  non"  in  the  determmation 
of  the  acuteness  of  vision. 

Moreover,  by  proceeding  in  this  way  we  do  not  determine  the 
refractive  condition  of  the  eye.  The  method  frequently  used,  of 
making  the  individual  read  bits  of  sentences,  is,  therefore,  unsatis- 
factory and  insufficient  for  the  determination  of  the  visual  acuteness. 
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It  is  possible,  however,  to  obtain  in  near  vision  the  same 
advantages  as  in  distant  vision — equality  in  the  size  of  the  retinal 
images,  exclusion  of  the  accommodation,  simultaneous  determina- 
tion of  the  refraction,  of  the  accommodation  and  visual  acuteness. 
For  this  purpose  we  proceed  in  the  following  manner : — 

We  place  the  test  object  say  at  a  distance  of  23  centimeters  • 
(exactly  233  millimeters)  in  front  of  the  cornea,  that  is,  22  cm. 
from  the  anterior  focal  point  of  the  eye,  which  is  situated  13  mm. 
in  front  of  the  cornea,  the  eye  being  deprived  of  its  accommodation. 

It  is  only  the  myope,  then,  whose  punctum  remotum  is  situated 
at  23  cm.  in  front  of  the  eye,  who  will  be  able  to  see  distinctly  at 
this  distance.  In  order  to  see  at  infinity,  the  correcting  glass 
placed  at  13  mm.  in  front  of  the  eye,  where  lenses  are  usually 
placed,  should  have  a  focal  distance  of  22  cm.,  and  therefore  a 
refracting  power  of  4.5  D. 

In  order  to  make  eyes  having  other  states  of  refraction  see 
these  test  objects  we  must  have  recourse,  not  to  the  accommoda- 
tion, but  to  convex  lenses,  which  we  place  13  mm.  in  front  of  the 
cornea. 

We  should  give,  so  to  speak,  to  all  eyes  a  myopia  of  4.5  D. 
To  attain  this  the  emmetrope  will  have  need  of  No.  4.5  convex, 
which  will  render  parallel  the  rays  coming  from  22  cm.  in  front 
of  the  lens ;  the  hypermetrope  will  require  a  lens  stronger  than 
the  emmetrope,  and  the  stronger  in  proportion  to  the  strength  of 
his  hypermetropia. 

A  hypermetrope  of  2  D  will  have  need  of  6.5  D,  that  is  to  say, 
he  will  require  2  D  in  order  to  be  rendered  emmetropic,  and 
4.5  D  in  order  to  adapt  his  eyes  to  the  distance  of  22  cm.  An 
individual  who  sees  with  a  convex  7.5  will  have  a  hypermetropia 
of  7.5  —  4.5  =  3  D. 

Myopes  up  to  4.5  D  will  require  convex  glasses  diminished  by 
the  degree  of  their  myopia.  Take,  for  example,  a  myope  of  1  D ; 
if  he  had  been  emmetropic  he  would  have  required  4.5  D,  but  he 
will  not  require  so  much  now,  since  his  myopia  already  gives  him 
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a  surplus  of  refracting  power  of  1  D.    He  requires,  therefore, 

only  4.5  1  =  3.5  D,  in  order  to  see  the  test  objects  at  the 

required  distance. 

An  ametrope  who  sees  with  +  0.5  will  be  myopic,  because  he 
sees  with  a  convex  lens  weaker  than  the  emmetrope  requires,  and 
his  myopia  will  be  4.5  —  0.5  =  4  D. 

The  individual  who  sees  without  a  glass  will  have,  as  I  have 
already  said,  a  myopia  of  4.5  —  0  =  4.5  D. 

Those  myopes,  on  the  other  hand,  whose  excess  of  refraction  is 
greater  than  4.5  D  will  have  need  of  concave  lenses  whose  numbers 
added  to  4.5  D  will  give  the  degree  of  the  myopia.  Thus,  an  eye 
which  can  see  the  near  test  objects  only  by  the  aid  of  a  concave 
No.  2  will  have  a  myopia  of  2  +  4.5  =  6.5  D,  since,  in  seeing 
without  a  glass,  it  will  have  an  excess  of  refraction  of  4.5  D ;  if 
it  requires  still  a  concave  2  D,  this  proves  that  its  refraction  is 
yet  2  D  too  strong. 

You  see  that  in  this  manner  we  can  easily  determine  the 
refraction ;  but  the  method  offers  yet  another  great  advantage, 
in  that  it  gives  to  eyes  of  different  refraction  retinal  images  of  the 
same  size;  only  it  demands,  as  does  every  plan  for  the  determina- 
,tion  of  refraction,  that  the  accommodation  be  relaxed,  and  that 
the  correcting  lens  be  placed  in  the  anterior  focus  of  the  eye  at 
13  mm.  in  front  of  its  cornea. 

In  this  procedure,  indeed,  the  retinal  images  of  axial  ametropias 
and  emmetropia  become  equal.  They  are  not  those  which  the 
same  eyes  secure  by  the  aid  of  their  correcting  glasses  for  distant 
vision,  that  is  to  say,  of  the  emmetrope  in  a  state  of  repose ;  but 
they  are  equal  to  those  of  an  axial  myopia,  the  punctum  remotum 
of  which  is  situated  at  the  distance  chosen. 

One  other  question  which  naturally  presents  itself  after  these 
considerations  is  this :  how  large  should  the  test  object  be  which 
corresponds,  in  my  method,  to  the  normal  acuteness  of  vision,  that 
is  to  say,  where  the  retinal  image  has  a  size  of  0.00436  mm?  In 
order  to  furnish  so  small  an  image  to  a  myope  of  4.5  D,  or  to  an 
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emmetropic  eye  armed  with  a  convex  glass  of  4:5  D,  and, 
moreover,  at  so  short  a  distance,  the  object  ought  not  to  be  large. 
The  calculation  gives,  indeed,  only  0.0645  mm.  as  the  distance 
between  the  two  points  of  the  object,  and,  therefore,  only  0.32 
millimeters  as  the  total  height  of  a  letter  which  an  eye  endowed 
with  an  average  visual  acuteness  is  able  to  distinguish  at  23  cm.  It 
is  necessary,  in  order  to  effect  this,  to  reduce  the  large  test  types  by 
means  of  photography  or  photo-lithography,  which  is  easily  done. 

You  will  notice  that  the  angle  which  corresponds  to  the  typical 
retinal  image  of  0.00436  mm.  in  the  myopic  eye,  or  an  eye 
rendered  myopic  to  the  extent  of  4.5  D  by  a  concave  or  convex 
lens,  does  not  correspond  any  longer  to  1',  but  to  55",  You  will 
thus  see  that  it  will  be  more  rational  to  take  as  the  basis,  and  to 
measure  the  acuteness  of  vision  not  by  the  visual  angle  but  by  the 
retinal  image. 

This  method,  like  all  the  other  methods  for  determining  the 
refraction,  requires  that  the  accommodation  be  abolished.  And, 
except  by  the  employment  of  atropine,  it  will  be  more  difficult  to 
exclude  the  accommodation  in  near  vision  than  in  an  examination 
at  a  distance. 

We  saw,  at  our  last  meeting,  that  the  hypermetrope  avails 
himself  of  the  intimate  connection  between  the  convergence  and 
accommodation  to  increase  his  power  of  accommodation  by  in- 
creasing his  convergence.  We  can  employ  the  same  principle  in 
an  opposite  sense ;  that  is  to  say,  we  can  diminish,  if  not  annul 
the  accommodation,  by  annulling  the  convergence.  Give  the  eyes 
a  parallel  position,  according  to  the  principle  J  aval  has  used  in  his 
astigmometer.  Place  the  test  objects  in  a  stereoscope  of  desired 
length,  deprived  of  its  prisms.  In  front  of  the  eye  to  be  examined 
are  the  test  objects  surrounded  by  a  circle ;  in  front  of  the  other 
eye  a  black  field  on  which  is  traced  a  similar  ,  circle.  When  the 
fields  are  united  stereoscopically  the  two  circles  will  be  super- 
posed, and  the  two  eyes  being  directed  parallel,  the  accommoda- 
tion will  be  relaxed. 
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My  metliod  offers  still  another  advantage,  in  that  it  renders 
invariable  the  distance  between  the  lens,  the  test  objects  and  the 
eye.  This  last  point  is  of  the  greatest  importance  in  determining 
the  acuteness  of  vision  at  short  distances.  Slight  changes  here 
produce  greater  differences  in  the  size  of  the  retinal  images  than 
more  considerable  separations  of  the  test  objects  in  the  determina- 
tion at  a  distance. 

In  certain  other  respects  this  method  is  preferable  to  the  other. 
It  enables  its  to  dispense  with  a  great  distance  for  the  deter- 
mination of  the  visual  acuteness  and  refraction,  and  to  have  a 
more  regular  and  constant  illumination.  It  is  easy  to  illumine 
the  interior  of  our  stereoscope  with  a  regular  and  normal  light, 
and  at  the  same  time  exclude  light  from  other  sources.  The 
windows  behind  the  patient  often  interfere  very  considerably  with 
his  vision,  on  account  of  their  reflection  from  the  surface  of  the 
correcting  lens. 

This  method  can  serve  us  in  yet  other  determinations.  As  the 
strongest  convex  lens  or  the  feeblest  concave  lens  with  which  the 
eye  can  distinguish  the  smallest  characters  and  attain  to  its 
maximum  of  visual  acuteness  gives  the  refraction,  so  the  strongest 
concave  or  the  feeblest  convex  lens  will  give  the  power  of 
accommodation.  In  distinguishing  the  letters  without  a  lens 
the  emmetropic  eye  uses  4.5  D  of  accommodation.  But  when 
it  yet  sees  through  a  —  1  lens,  which  requires,  in  order  to  be 
neutralized,  an  effort  of  accommodation  of  1  D,  it  disposes  of 

1  +  4.5  D  =  5.5  D. 

The  hypermetrope  of  2  D  who  preserves  the  maximum  of  his 
visual  acuteness  at  that  distance  in  spite  of  a  negative  lens  of  3  D 
will  have  an  accommodative  power  of  2  +  4.5  +  3  =  9.5  D. 

A  myope  of  3  D  who  sees  with  —  5  will  have  an  amplitude  of 
accommodation  =  6.5  D.  On  account  of  his  myopia  he  will  only 
require  4.5  —  3  =  1.5  D  to  see  at  a  distance  of  24  cm. ;  he  has, 
therefore,  called  forth  1.6  +  5  D  =  6.5  D.  The  myope  of  6  D 
who  sees  with  -  6  the  same  letters  as  with  a  0.5  will  have  au 
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amplitude  of  accommodation  of  4.5  —  5  +  6  =  6.6  D.  In  order 
to  see  &i.  24  cm.  lie  will  require  not  4.6  D  but  6.5  —  6  =  0.6 
concave.  The  one-half  a  dioptry  of  the  6  which  the  lens  we  have 
given  him  contains  serves,  therefore,  to  correct  the  excess  of  his 
myopia,  and  the  other  6.6  is  employed  simply  to  neutralize  his 
accommodation. 

There  is  no  need  to  multiply  examples  or  explanations,  which 
would  be  only  repetitions  of  what  has  been  said.  My  intention 
was  only  to  show  you  that  our  plan  would  serve,  at  the  same 
time,  to  determine  the  amplitude  of  accommodation. 

For  the  examination  of  the  accommodation  we  should  place  the 
test  objects  at  the  middle  of  the  base  of  the  optometer  and  close 
the  eye  not  under  examination. 

Our  apparatus  will  serve  equally  for  those  who  wish  to 
determine  presbyopia,  since  the  test  letters  are  placed  at  a  distance 
of  23  cm.  You  will  remember  the  definition  we  gave  of  that 
infirmity.  Presbyopia  was  defined  as  that  condition  of  the  eye  in 
which  it  is  no  longer  able  to  see  at  23  centimeters ;  in  other 
words,  it  cannot  dispose  of  more  than  4.5  D  of  positive  refractive 
power.  While  the  strongest  convex  lenses  give  us  the  refraction 
of  the  eye,  the  concave  lenses  the  amplitude  of  accommodation, 
the  feeblest  convex  lenses  give  us,  directly  and  without  reduction, 
the  degree  of  the  presbyopia. 

An  eye  which  sees  the  test  letters  without  a  glass  is  not  pres- 
byopic. An  eye  which  requires  2  D  to  see  them  has  a  presbyopia 
of  2  D ;  another  which  requires  4  D  has  a  presbyopia  of  4  D,  etc. 

I  have  no  need  to  return  to  this  subject,  of  which  we  have 
already  spoken  at  length. 

It  is  unnecessary  to  add  that  in  an  optometer  such  as  I  have 
proposed  it  is  not  required  to  calculate  in  each  case  the  number  of 
the  ametropia,  or  the  amplitude  of  the  accommodation,  or  the 
presbyopia,  as  I  have  done  in  order  to  the  better  explain  my 
principle.  "We  read  on  the  apparatus  directly  the-  figures  result- 
ing from  the  determination. 
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This  method  of  deterrnining  the  visual  acuteness  is  not  yet 
employed  in  practice,  and  all  those  who  have  determined  the 
.visual  acuteness  by  means  of  bits  of  reading  or  small  letters  have 
not  taken  into  account  the  conditions  which  I  have  just  exposed, 
and  which  alone  render  the  determinations  exact. 

The  bits  of  reading,  it  is  true,  are  in  extended  use,  and  serve 
generally  for  a  rapid  determination  of  presbyopia,  since,  as  a  rule, 
that  which  we  desire  is  only  to  give  to  our  patients  such  glasses 
as  shall  enable  them  to  read  and  do  fine  work  without  fatigue. 
For  this  purpose  the  bits  of  reading  are  sufficient.  The  best  are 
those  which  Jager  (of  Vienna)  has  published  in  all  civilized 
languages,  and  which  are  distinguished  by  the  exactness  of  their 
execution. 
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PKACTICAL  EXAMPLES  IN  THE  DETERMINATION  OF 
REFRACTION,  ACCOMMODATION  AND 
VISUAL  ACUTENESS. 

GrBNTLEMEN: — You  are  now  acquainted  with  the  principles 
which  should  guide  you  in  the  determination  of  the  refraction, 
the  accommodation  and  the  acuteness  of  vision.  I  shall,  to-day, 
give  you  some  clinical  examples,  for  the  double  purpose  of  directly 
showing  you  the  application  of  the  fundamental  principles  which 
I  have  explained  in  the  preceding  lectures,  and  of  giving  certain 
practical  suggestions  which  I  could  not  very  well  give  in  my  brief 
exposition  of  the  theory  of  these  subjects  without  interrupting 
the  thread  of  the  discourse. 

Before  making  an  examination  of  the  state  of  vision,  we  should 
always  subject  the  patient  to  a  general  inspection,  by  directing 
attention  in  particular  to  the  conformation  of  the  face  and 
cranium,  the  distance  between  the  eyes,  their  relative  positions,  the 
transparency  of  the  dioptric  media,  the  diameter  and  mobility  of 
the  pupil,  and  especially  the  length  of  the  globe  of  the  eye. 

The  form  of  the  cranium  gives  us,  in  certain  cases,  indications 
of  the  state  of  the  refraction  of  the  eye,  in  so  far  as  the  flat,  or 
dish  face  as  it  is  called,  presupposes  hypermetropia,  while  certain 
forms  of  myopia  are  most  frequently  met  with  in  persons  with 
long  heads ;  but  a  sign  more  valuable  than  these  is  the  asymmetry 
of  the  cranium  which  nearly  invariably  accompanies  astigmatism 
(see  Lecture  vii). 

The  distance  between  the  eyes  concerns  us  particularly  where 
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we  have  to  order  glasses  for  the  patient.  It  is,  indeed,  of  great 
importance  to  separate  the  glasses  by  a  distance  corresponding  to 
that  which  separates  the  eyes.  It  should  be  equal  to  this  when 
they  are  to  be  used  for  vision  at  a  distance,  a  little  less  if  they  are 
to  be  used  near  at  hand.  Moreover,  we  have  already  seen,  in  the 
second  lecture,  that  in  cases  where  we  have  insufficiency  of  the 
internal  rectus  muscle,  and  consequently  asthenopia,  the  distance 
between  the  eyes  demands  our  closest  attention. 

For  the  same  reason  we  should  examine  the  direction  of  the 
eyes,  a  high  degree  of  insufficiency  of  a  group  of  muscles  mani- 
festing itself  frequently  by  a  slight  divergence  or  convergence  of 
the  visual  axes.  "We  should  examine,  moreover,  the  equilibrium 
of  the  internal  and  external  recti  by  means  of  the  separate  fixation 
of  the  index  finger,  as  we  have  already  explained  in  the  fifth 
lecture.  A  convergent  strabismus  will  be  presumptive  evidence 
of  hypermetropia,  a  divergent  strabismus,  of  myopia. 

Troubles  of  the  refracting  media,  such  as  spots  on  the  cornea, 
deposits  on  the  anterior  capsule  of  the  lens,  commencing  cataract, 
etc.,  will  deprive  us  of  the  hope  of  a  perfect  acuteness  of  vision, 
in  spite  of  the  correction  of  the  ametropia. 

The  diameter  and  mobility  of  the  pupil  will  indicate  to  us  the 
state  of  the  accommodation,  and  often  give  important  indications 
as  regards  the  fundus  of  the  eye.  In  cases  of  amblyopia  the  pupil 
is  frequently  more  or  less  dilated,  and  reacts  tardily  under  the 
influence  of  light. 

But  the  most  valuable  indications  are  derived  from  an  examina- 
tion of  the  length  of  the  ball,  as  we  pointed  out  at  the  beginning 
of  the  lectures  on  refraction. 

After  this  inspection,  which,  after  a  little  practice,  can  be 
completed  in  a  few  minutes,  we  cause  the  patient  to  sit  down,  his 
back  against  the  light,  in  front  of  the  test  types  placed  in  a  good 
light  on  the  wall  five  meters  distant,  and  proceed  to  the  examina- 
tion of  the  acuteness  of  vision  and  the  refraction  of  the  two  eyes 
successively. 
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I  commence  always  with  the  better  eye,  this  giving  us  the  more 
certain  indications,  and,  in  many  cases,  the  nature  of  the  ametropia 
of  the  other  eye.  "We  cause  the  patient  to  cover  the  worse  eye 
with  a  screen.  This  simple  proceeding  is  of  considerable  import- 
ance :  in  the  first  place,  because  it  is  necessary  that  the  eye  be 
excluded  completely  from  the  act  of  vision,  of  which  we  can  never 
be  certain  so  long  as  he  covers  the  eye  with  the  hand,  since 
patients  frequently  see  through  the  spaces  between  the  fingers  or 
the  space  between  the  nose  and  hand ;  moreover,  in  covering  with 
the  hand  it  is  difficult  to  avoid  more  or  less  pressure  on  the  eye, 
and  this  pressure,  however  slight  it  may  be,  always  influences 
considerably  the  vision  of  the  eye  and  is  liable  to  lead  us  into 
error. 

"We  should  not  allow  the  patient  to  close  one  eye,  however 
gracefully  he  may  be  able  to  do  it.  You  can  never  know  that  he 
is  not  deceiving  himself,  and  still  sees  with  the  eye  supposed  to  be 
closed  sufficiently  to  supplement  the  other  when  it  has  come  to 
the  limits  of  its  visual  acuteness.  Moreover,  in  the  majority  of 
cases,  when  one  eye  is  closed  the  lids  of  the  other  are  also  brought 
more  or  less  closely  together,  and  this  may  be  another  source  of 
error,  by  masking  in  part  an  anomaly  of  refraction,  particularly 
astigmatism. 

You  know,  indeed,  that  many  myopes  {fj.usiv,  to  wink  the  lids), 
and  especially  the  astigmatics,  partially  close  the  eyes  in  order  to 
see  distinctly.  In  this  manner  they  form  a  stenopaic  slit,  which, 
by  diminishing  the  circles  of  diffusion,  sometimes  increases  the 
visual  acuteness  considerably. 

Astigmatics  can,  on  their  part,  exclude  the  vertical  meridian  of 
the  eye,  and  thus  obtain  much  more  distinct  retinal  images.  We 
should  always  watch  the  patient,  and  insist  on  his  keeping  the 
eyes  wide  open. 

All  these  precautions  being  taken,  you  see  what  the  eye  can 
distinguish  without  the  aid  of  glasses ;  afterward,  to  what  degree 
you  are  able  to  increase  the  visual  acuteness  by  means  of  spherical 
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glasses.    You  then  determine  the  astigmatism,  if  there  be  any, 
and  pass  on  to  examine  the  other  eye  in  the  same  manner. 

The  accommodation  of  each  eye  is  then  determined  by  turns, 
including  the  glass  which  the  patient  requires  for  vision  near  at 
hand,  and  finally,  the  amount  of  muscular  insufl&ciency. 

The  ophthalmoscope  will  complete  this  examination,  showing 
the  real  state  of  the  refraction  of  the  eye,  and  giving  an  explana- 
tion of  the  amblyopia. 

Case  1. — A  young  woman  of  about  twenty  years  presents 
herself,  complaining  of  asthenopia,  that  is,  that  her  eyes  refuse  her 
service  when  she  has  worked  for  some  time,  and  especially  in  the 
evening.  She  is  anaemic.  The  bridge  of  the  nose  and  the  zygo- 
matic regions  are  flat ;  slight  asymmetry  of  the  face,  the  left  half  more 
developed  than  the  right ;  direction  of  the  eyes  normal ;  no  insuffi- 
ciency ;  pupils  equal  and  movable.  The  left  globe  does  not  appear 
to  differ  notably  from  the  normal  length ;  at  any  rate,  it  is  not 
elongated ;  the  right  globe  manifestly  short. 

The  patient  having  told  you  that  the  left  is  the  better  eye,  you 
examine  it  first,  and  you  find  that  it  can  read,  without  glasses, 
No.  5  of  Snellen  at  five  meters  distance.  The  acuteness  of  vision 
is  therefore  normal,  and  the  eye  is  not  myopic;  but  it  maybe 
hypermetropic,  and  overcome  its  hypermetropia  by  means  of  its 
accommodation. 

Try,  now,  if  the  acuteness  of  vision  remains  the  same  or 
improves  with  a  very  feeble  convex  glass,  for  example,  +  0.5  :  the 
patient  rejects  it.  There  is,  therefore,  no  hypermetropia  mani- 
festa,  and  you  write :  L.  E.  V.  =  f . 

The  right  eye,  without  glasses,  can  only  see  No.  36  of  Snellen's 
scale  (V  =  ;  with  -f  1  it  sees  the  same  letters,  but  more 
clearly,  and  even  those  of  No.  24 ;  with  -H  3  V  becomes  ^.  This 
is,  for  this  eye,  the  maximum  of  correction.  No.  3.5  impairing  the 
vision.  You  have,  therefore,  R  Hypermetropia  manifesta  (Hm.) 
3  D,  V  = 

The  youthfulness  of  the  patient  makes  you  suspect  that  a  part 
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of  the  hypermetropia,  in  the  right  eye  as  well  as  in  the  left,  is 
masked  by  the  accommodation.  This  presumption  is  further 
justified  by  the  fact  that  the  two  eyes  are  very  soon  fatigued  by 
close  fixation,  as  is  nearly  always  the  case  in  hypermetropia. 

How  can  we  discover  the  latent  hypermetropia  ?  There  are 
two  infallible  means — atropinization  and  the  ophthalmoscope. 
You  would  not,  however,  as  yet,  submit  the  patient  to  atropiniza- 
tion, which  will  deprive  her  for  some  days  of  her  power  of 
accommodation,  and  consequently  render  her  unable  to  do  close 
work;  moreover,  it  is  unnecessary  if  you  can,  with  facility, 
determine  the  refraction  by  means  of  the  ophthalmoscope.  This 
examination  discloses  the  fact  that  there  is  1  D  of  H  on  the  left ; 
4  D  on  the  right.  There  is,  therefore,  on  the  left,  as  on  the  right, 
1  D  H  latent. 

It  would  seem  that  we  ought  to  be  able  to  determine  the  exact 
amount  of  the  ametropia  by  means  of  the  punctum  proximum. 
At  the  age  of  twenty  years  the  eye  possesses  an  amplitude  of 
accommodation  of  10  D ;  the  emmetropic  eye  ought  then  to  be 
able  to  distinguish  the  smallest  objects  at  a  distance  of  10  cm. 
The  hypermetropic  eye,  on  the  other  hand,  will  not  be  able  to  see 
so  near ;  thus,  a  hypermetropic  eye  of  1  D  will  only  have  10  —  1 
=  9  D  of  positive  refraction,  and  its  punctum  proximum  will  be 
found  at  11  cm.  If  the  hypermetropia  of  the  right  eye  is  3  D 
this  eye  will  possess  only  10  —  3  =  7  D  of  positive  refraction,  and 
its  j)unctum  proximum  will  be  found  at  14  cm. 

In  our  case,  where  the  total  hypermetropia  is  4  D,  the  positive 
refractive  power  will  be  10  —  4  =  6  D,  and  the  punctum 
proximum  will  be  situated  at  16  cm.  You  see  that  if  the  differ- 
ence between  the  manifest  hypermetropia  and  the  latent  hyper- 
metropia is  only  1  D  the  difference  in  the  position  of  the  punctum 
proximum  is  likewise  very  small,  and  it  will  be  difficult  to  use  it 
in  determining  the  state  of  the  refraction  by  this  method,  and  so 
much  the  more  as  the  amplitude  of  accommodation  presents  great 
individual  variations. 
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The  same  may  be  said  of  myopia  whea  we  have  to  determine 
that  portion  of  the  apparent  myopia  which  is  due  to  the  accommo- 
tion. 

To  what  must  we  attribute  the  impairment  of  visual  acuteness 
in  the  right  eye,  in  spite  of  the  correction  of  its  hypermetropia  ? 
It  is  not  due  to  the  smallness  of  the  retinal  images,  these  being, 
after  correction  of  the  ametropia,  of  the  same  size  as  those  of  the 
emmetropic  eye.    Is  it  due  to  a  lack  of  development  of  the  retina, 
or  lack  of  exercise  ?    Possibly  to  both.    In  the  high  degrees  of 
hypermetropia  the  retina  would  appear  sometimes,  indeed,  to  be 
less  sensitive  than  in  emmetropic  eyes,  and  this  right  eye  having 
been,  on  account  of  its  anomaly  of  refraction,  in  a  less  favorable 
condition  than  the  left,  the  individual  has  always  preferred  to  em- 
ploy the  better  eye,  neglecting  the  other  to  a  greater  or  less 
extent.  But  we  should  not  content  ourselves  with  this  explanation 
before  we  know  that  the  eye  is  not  astigmatic. 

Armed  with  the  convex  glass  No.  3,  it  should  not,  if  unastigmatic, 
discover  any  marked  difference  between  the  various  lines  of  the 
radiating  figures  of  Snellen  and  Green ;  nevertheless,  we  find  that 
the  horizontal  lines  appear  to  it  to  be  somewhat  more  distinct 
than  the  vertical.    It  is  therefore  the  vertical  meridian  which  is 
corrected  by  the  convex  No.  3,  the  horizontal  meridian  not 
completely.  You  place  in  front  of  the  spherical  glass  a  cylindrical 
lens  of  0.25  D,  axis  vertical,  and  there  is  no  difference  in  the 
lines.    The  acuteness  of  vision  is  at  the  same  time  brought  up  to 
I-.    Try,  now,  if,  with  a  cylinder  of  0.5  D,  it  increases;  it  does 
not,  the  patient  preferring  the  0.25.    Then  put  the  spherical  and 
cyHndrical  lenses  in  a  frame  which  has  a  movable  ring,  and  let 
the  patient  find  the  position  of  the  cylinder  in  which  she  sees  best. 
You  then  read  off  the  degree  of  inclination  which  the  axis  makes 
with  the  vertical;  it  is  5°,  and  with  this  correction  the  patient 
reads  some  letters  of  No.  6  of  Snellen.    You  see  that  the  correc- 
tion of  this  feeble  degree  of  astigmatism  has  been  sufficient  to 
double  the  acuteness.  of  vision.    Such  cases  are  not  rare. 
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Let  US  now  examine  the  accommodation.  The  patient  reads 
the  smallest  characters  of  our  test-types  with  the  left  eye  up 
to  11  cm.,  with  the  right  up  to  15.  But  the  eyes  are  soon 
fatigued.  It  is  to  this  feebleness  of  accommodation,  in  conjunction 
with  the  anaemia  of  the  patient,  that  we  can  refer  the  asthenopia. 
We  therefore  order  iron  and  the  use  of  glasses,  as  follows : — 

L.    Convex  0.5  D. 

E.  Convex  3  combined  with  convex  cylinder  No.  0.25,  axis 
inclined  5°  to  vertical. 

And  all  the  symptoms  of  asthenopia  will  soon  disappear. 

You  will  observe  that  I  did  not  order  a  glass  correcting  the 
total  hypermetropia.  Practical  experience  has  taught  me  that 
young  hypermetropes  very  frequently  have  great  difficulty  in 
accustoming  themselves  to  the  correction  of  their  total  hyperme- 
tropia. On  this  account  I  usually  begin  by  giving  them  feebler 
glasses  than  they  require,  and  ordering  stronger  ones  afterward, 
if  the  asthenopia  continues. 

It  is  of  great  importance  to  cause  her  to  bring  her  right  eye^ 
into  active  exercise.  You  should  advise  her,  therefore,  to  read, 
and  work  half  an  hour,  twice  each  day,  with  the  right  eye  armed 
with  the  correcting  glass,  the  other  being  closed. 

Case  2. — A  mother  brings  you  her  young  daughter  of  fifteen' 
years.  She  has  been  suffering  from  a  very  severe  diphtheria,^  and. 
is  very  pale.  However,  she  is  much  better  now,  but  since  her 
convalescence  has  set  in,  she  has  noticed  that  she  can  no  longer 
see  close  at  hand,  though  her  distant  vision  is  good  enough. 

The  first  fact,  the  sudden  appearance  of  the  difficulty  in  near  vision, 
causes  us  to  think  of  jparalysis  of  the  accommodation,  and  the 
second,  the  conservation  of  good  vision  at  a  distance,  renders  this 
supposition  almost  certain.  It  indicates,  also,  that  there  is  neither 
myopia  nor  amblyopia. 

Indeed,  if  a  young  person  complains  of  an  inability  to  see  close 
at  hand,  that  is  to  say,  at  about  20  cm.,  without  there  is  reason  to 
12 
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suppose  the  existence  of  amblyopia,  it  does  not  prove  that  there  is 
a  paralysis  of  accommodation,  because  the  subject  may  be  hyper- 
metropic to  such  a  degree  that  all  the  power  of  accommodation  is 
expended  to  correct  the  faulty  refraction  (—  r)  and  there  no 
longer  remains  enough  of  positive  refraction  to  bring  the  punctum 
proximum  within  infinity.  The  individual  can,  therefore,  be 
strongly  hypermetropic,  but,  in  such  cases  there  is  nearly  always 
astigmatism,  or  an  impairment  of  sight,  and  the  vision  at  a 
distance  is  no  longer  perfect. 

Paresis  of  the  accommodation  in  youth  is  the  same  as  pres- 
byopia in  advanced  age.  A  man  of  fifty  years,  who  sees  well  at  a 
distance,  but  not  near  at  hand,  is  either  emmetropic  or  feebly 
hypermetropic,  and  just  beginning  to  become  presbyopic.  The 
supposition  of  hypermetropia  becomes  the  less  probable  as  the 
individual  becomes  older.  An  individual,  on  the  other  hand,  who 
can  see  well  neither  at  a  distance  nor  near  at  hand— having  no 
other  ocular  lesion— is  hypermetropic,  and  in  a  degree  the  stronger 
as  the  punctum  remotum  is  further  removed,  and  the  age  less 
advanced. 

Persons  who  say  they  see  well  near  at  hand,  but  not  at  a  distance, 
are  myopes,  and  those  who  do  not  see  either  near  or  at  a  distance, 
even  with  ordinary  (spherical)  glasses,  are  astigmatics. 

But  to  return  to  our  young  patient;  the  pupils  are  very  much 
dilated;  by  covering  and  uncovering  the  eyes  they  react  slowly 
and  very  imperfectly.  Your  diagnosis  is  made.  You  have  now 
only  to  determine  the  degree  of  the  affection,  that  is,  whether  the 
paralysis  of  the  accommodation  is  complete,  or  whether  there  is 
'  only  a  paresis  of  the  accommodation  and  its  extent. 

The  patient  reads  without  a  glass,  with  both  eyes,  No.  5  of 
Snellen  placed  at  5  meters ;  visual  acuteness  is  therefore  normal 
(I).  Nevertheless  make  a  trial  of  convex  glasses ;  she  reads  No. 
4  with  -I-  3  but  not  with  3.5;  there  is,  therefore,  H  =  3  D; 
V  =  I  But  the  correction  being  incomplete,  the  patient  dis- 
tinguishes, without  a  glass,  only  No.  5  (the  circles  of  diffusion  are 
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not  sufficiently  great  to  render  the  characters  illegible,  but  tbey 
render  more  diffuse  those  of  No.  4  which  are  smaller). 

It  is  useless  to  try  if  the  patient  reads  near  at  hand,  since  the 
accommodation  does  not  suffice  to  correct  the  totality  of  her 
hypermetropia,  that  is  to  say,  to  bring  the  punctum  proximum  to 
infinity,  and  it  cannot,  of  course,  bring  it  to  a  finite  distance. 

In  such  a  case,  find  the  feeblest  convex  glass  with  which  the 
patient  has  her  maximum  of  acuteness  of  vision,  f.  You  find  that 
it  is  No.  1  D.  The  patient  has  therefore  preserved  an  amplitude 
of  accommodation  of  3  —  1  =  2  D,  in  the  place  of  12  which 
corresponds  to  her  age ;  she  has  lost,  consequently,  10. 

What  number  would  you  give  her  for  reading  and  writing  at 
30  cm.  (ordering  a  tonic  regimen  to  bring  back  the  total  accommo- 
dative force)?  The  weakest  convex  glass  which  allows  her  to  see 
at  that  distance,  in  order  not  to  leave  the  accommodation  without 
exercise. 

To  see  at  30  cm.  there  is  required  a  positive  refraction  (ji)  of 
=  3  D.    For  a  hypermetrope  of  3  D,  deprived  of  his  accom- 
modation, there  will  be  required  3  +  3  =  6  D ;  but  since  the 
patient  still  possesses  2  D  of  accommodation  we  give  her  only  No. 
(6  —  2  =)  4. 

Case  3. — You  have  an  old  man  of  seventy  who  complains  that 
the  glasses  he  has  used  for  many  years  are  unsatisfactory.  He 
only  began  the  use  of  glasses  for  near  work  at  fifty-five  years, 
which  would  lead  us  to  suppose  that  he  was  slightly  myopic,  or 
that  he  has  been  accustomed  to  read  and  write  at  a  very  great 
distance,  since  emmetropes  usually  begin  to  use  glasses  at  the 
forty-fifth  or  fiftieth  year  for  reading  and  writing ;  hypermetropes 
earlier  and  myopes  later. 

You  determine  the  state  of  his  refraction  and  find  emmetropia 
on  both  sides.  V,  on  the  left  side,  =  f^,  that  is  to  say,  he 
distinguishes  No.  25,  of  Green,  at  twenty  feet.  On  the  right  side 
V  =  1^.  The  emmetropia  you  find  now  does  not  exclude  the 
possibility  that  the  patient  was   myopic  previously.    On  the 
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contrary,  the  diagram  of  Bonders  (Fig.  20)  shows  us  that  the 
passive  refracting  power  of  the  eye  (r)  diminishes  from  the  age  of 
sixty-five  years,  and  that  at  the  age  of  seventy  it  is  one  dioptry 
feebler  than  it  was  at  sixty-five  years.  Oar  patient  may  therefore 
have  had  a  myopia  of  one  dioptry  which,  afterward,  gave  place  to 
emmetropia.  The  glasses  he  is  using  are  the  old  No.  18  (2.2  D). 
You  are  astonished  that  the  patient  has  been  able  to  use  these 
glasses  for  so  long,  since  he  says  that  he  can  read  large  letters 
with  them  for  a  while,  though  he  cannot  continue  it  for  any  length 
of  time  and  the  light  must  be  very  good. 

You  then  ask  him  to  show  you  how  he  reads,  and  find  that  he 
reads  No.  IJ  of  Snellen  by  holding  the  book  at  a  good  distance  from 
the  eye,  and  if  he  reads  by  a  lamp  he  places  it  between  the  book 
and  the'  eye.    With  his  No.  18  (old  system)  he  reads  at  a  distance 
of  40  cm.,  if  not  continuously,  at  least  for  a  time,  and  the  strong 
light  contracts  his  pupils  so  that  the  circles  of  diffusion  produced 
by  the  letters  for  which  the  eyes  are  not  perfectly  adapted  become 
smaller,  and  the  retinal  images  more  distinct.    You  ask  him  at 
what  distance  he  wishes  to  read,  or  at  what  distance  he  has  been 
accustomed  to  read.    He  indicates  a  distance  of  about  30  cm.,  and 
he  tells  yon  that  he  wishes,  above  all  things,  to  read  any  length  of 
time  without  fatigue.    To  see  at  30  cm.  without  fatigue  he  requires 

3D.  . 

In  examining  each  eye  separately,  you  will  find  that  it  is  only 
the  left  eye  which  reads  the  small  characters  at  the  distance  indi- 
cated, the  other  eye,  the  visual  acuteness  of  which  is  impaired, 
only  reading  the  larger  ones.  This  is  perfectly  natural ;  if  letters 
for  distant  vision  must  be  triple  the  size  of  those  for  the  other 
eye  he  will,  of  course,  require  larger  characters  for  near  vision. 

The  acuteness  of  vision  of  |f  (Green)  in  the  left  eye  does  not 
fall  below  the  standard  for  the  age  of  the  patient.  At  seventy 
years  the  transparencv  of  the  dioptric  media,  and  the  sensibility 
of  the  retina  have,  generally,  been  reduced  so  as  to  dimmish  the 
acuteness  of  vision  one-fourth.    The  oblique  illumination  shows, 


PKACTIOAL  EXAMPLES  IN  REFEACTION,  ETC.  1?3 

in  this  case,  opacities  of  the  media,  the  ophthalmoscope  senility 
of  the  optic  nerve.  But  the  other  eye,  which  has  only  V  =  -f^,  is 
not  normal.  Cause  him,  therefore,  to  fix  a  small  luminous  point 
not  far  distant  from  the  eye  and  he  will,  without  doubt,  see  it 
multiplied.    This  polyopia  is  explained  by  a  commencing  cataract. 

Case  4. — A  young  man  of  thirty  enters  your  room  with  his 
glasses  on  his  nose  and  his  head  thrown  back  in  the  air.  He  is 
myopic ;  his  eyes  are  not  only  prominent,  as  we  sometimes  find 
them  even  in  hypermetropes,  but  large,  and  particularly  long,  as 
you  can  easily  convince  yourself  by  separating  and  drawing  back 
the  lids. 

During  this  examination  he  tells  you  that  he  has  a  brother  and 
two  sisters  myopes,  and  another  brother  who  is  not.  He  has 
never  seen  well  at  a  distance,  and  he  has  sometimes  used  the  glasses 
of  his  older  brother. 

You  ask  him  if  his  parents  are  myopic.  "  Not  at  all,"  he  says  ; 
his  father,  especially,  has  always  had  excellent  sight,  since  he  was 
seventy  years  old  before  he  was  required  to  use  glasses,  and  was 
always  able  to  distinguish  the  finest  characters.  This  is  positive 
proof  of  myopia,  because  an  emmetrope  of  seventy  years  would 
require  convex  glasses. 

The  glasses  which  he  uses,  he  tells  you,  have  been  selected  by 
an  excellent  optician,  and  are  the  best  that  he  could  find.  The 
number  of  these  is  6^  of  the  old  system.  He  says  that  he  has  no 
affection  of  the  eyes;  that,  on  the  contrary,  his  eyes  are  very 
strong;  he  sees  the  smallest  objects  and  reads  bad  print  even  in 
bad  light.  He  does  not  come  at  all  for  an  examination,  but  only 
wishes  a  collyrium  for  some  neuralgic  pains  which  he  sometimes 
feels  in  the  eyes  and  forehead,  like  a  kind  of  migraine. 

You  examine,  as  usual,  each  eye  separately,  and  with  so  much 
the  greater  carefulness  because  the  patient  has  been,  up  to  this 
time,  his  own  physician,  and  is  very  glib  with  such  scientific  terms 
as  irido-choroiditis,  pyramidal  cataract,  gerontoxon,  etc. 
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You  begin  by  taking  a  book  witb  the  finest  print,  and  searching 
for  the  greatest  distance  at  which  he  is  able  to  read  it ;  you  finally 
find  it  to  be  20  cm.,  which  corresponds  to  5  D. 

At  a  distance  he  can  make  out  no  letters  of  the  scale;  you 
commence  by  giving  him  a  concave  No.  4 ;  he  reads  then  up  to 
No.  0.4  (Monoyer);  with  4.5  he  reads  some  letters  of  No.  0.5; 
with  5,  all  of  line  No.  0.6,  with  the  exception  of  0  and  E,  which, 
however,  are  not  hard  to  make  out;  on  the  other  hand,  he  can 
decipher  a  few  of  No.  0.7.  The  No.  6  glass  seems  better,  but  he 
can  read  no  further  with  it.  Myopia  of  the  left  eye  is  therefore 
equal  to  5  D ;  V  about  0.6-0.7.  The  same  is  found  on  the  right 
side. 

His  glasses  are  No.  6i  of  the  old  system,  which  corresponds  to 
the  new  number  6.    If  you  test  them  you  will  find  that  the  glasses 
are  even  stronger  than  their  number  indicates,  and  that  they 
correspond  to  the  No.  6.5  of  the  new  system  (6  of  the  old  system 
instead  of  6^).    He  has,  therefore,  always  worn  glasses  stronger 
than  his  myopia  has  required;  and  no  doubt  they  have  fatigued 
his  eyes  considerably,  on  account  of  the  effort  of  the  accommoda- 
tion which  they  have  demanded.    Now,  at  the  age  of  thirty  years, 
when  the  accommodation  is  not  so  powerful  as  at  twenty,  this 
fatigue  becomes  intolerable,  and  the  patient  finally  acknowledges 
that,  in  spite  of  his  excellent  number,  he  can  no  longer  see  so  well 

at  a  distance  as  others. 

To  what  can  we  attribute  his  amblyopia?  There  has  probably 
been  some  choroidal  troubles,  frequent  causes  of  myopia  and 
amblyopia,  which  are  readily  appreciated  by  the  ophthalmoscope 
But  first  see  if  he  has  no  astigmatism,  which  the  confounding  of 

letters  leads  us  to  expect. 

You  place  the  card  of  radiating  lines  before  him  at  a  distance 
of  about  five  meters  and  try  his  left  eye  with  concave  No.  5 
spherical;  he  tells  you,  after  a  certain  "searching,"  that  he  sees 
distinctly  only  the  line  on  the  right  side,  inclined  10°  to  the  ver- 
tical while  all  the  other  lines  are  more  or  less  indistinct,  espe- 
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cially  the  one  which  is  perpendicular  to  the  direction  indicated, 
that  is  to  say,  inclined  on  the  left  80°  to  the  vertical. 

There  is,  therefore,  regular  astigmatism ;  one  of  the  two  principal 
meridians  is  inclined  on  the  right  10°  from  the  vertical,  the  other 
on  the  left  80°  from  the  vertical,  and  this  latter  is  myopic  to  the 
amount  of  5  D,  since  with  —  5  the  lines  perpendicular  to  its  direc- 
tion are  seen  clearly  and  distinctly. 

In  order  to  determine  the  refraction  of  the  other  principal 
meridian  you  combine  with  the  spherical  —  5  a  convex  cylindrical 
No.  0.25,  axis  inclined  on  the  left  80°  to  the  vertical.  The 
patient  does  not  see  so  well.  Therefore  we  judge  this  meridian  to 
be  more  myopic  than  the  other.  You  now  try  the  concave 
cylinders,  beginning  at  0.25. 

The  patient,  we  find,  finally,  sees  best  with  —  0.75  axis  80°  on 
the  left  ;*  all  the  lines  of  the  figure  ap- 
pearing to  him  to  be  equally  clear,  and 
the  acuteness  of  vision,  which  we  should 
always  try  as  the  final  test  of  our  cor- 
rection, has  become  1  exactly.  For  the 
right  eye  you  find  the  same  ametropia,  only  the  inclination  of 
the  astigmatic  meridian  is  symmetrical  to  that  of  the  left  eye, 
that  is,  the  inclination  of  the  axis  of  the  No.  0.75  cylinder  must 
be  80°  on  the  right. 

Our  examination  has  proved  to  us  that  the  difference  in  the 
refraction  of  the  two  meridians  is  0.75  ©.  This  is  incontestable, 
but  are  we  so  sure  that  the  myopia  in  one  is  5  D  and  in  the  other 
is  5.75  D  ?  No ;  because  a  portion  of  the  myopia  may  be  due  to 
an  effort  of  accommodation.  In  order  to  convince  yourseK  of  this, 
combine  with  the  cylindrical  0.75  a  moderately  strong  spherical 
glass,  and  you  will  be  astonished  to  find  that  even  with  a  spherical 
—  4  combined  with  a  cylindrical  —  0.75  the  patient  sees  as  well 
as  with  the  No.  5.    He  will  tell  you,  moreover,  that  he  sees  much 

*  We  indicate  the  inclination  of  the  axis  by  a  double  line  and  in  its  relation 
to  the  vertical  0°,  as  shown  in  the  diagram  (Fig.  21). 
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larger,  and  that  this  glass  fatigues  his  eyes  much  less  than  his 
own  glasses. 

It  very  frequently  happens  that  astigmatic  myopes,  who,  never 
seeing  distinctly,  are  led  to  use  stronger  and  stronger  concave 
glasses  because  they  mistake  the  smallness  of  the  object  for 
distinctness. 

The  muscles  of  accommodation  are,  therefore,  thrown  into  a  state 
of  permanent  contraction ;  they  suffer,  in  consequence,  oftentimes, 
from  an  extreme  asthenopia,  accompanied  by  neuralgic  pains  and 
photophobia,  and  what  is  still  worse,  choroiditis,  which  is  often 
the  cause  of  the  myopia,  finds  in  this  constant  irritation  of  the 
ciliary  region  an  aggravating  factor. 

After  having  verified  the  degree  of  myopia  by  means  of  the 
ophthalmoscope,  which  is  found  to  be  4  D,  you  order  for  the 
patient,  for  distant  vision,  the  following  glasses : — 

L.  E.  Spherical  concave  No.  4  combined  with  a  concave 
cylindrical  0.76,  axis  80°  to  the  left. 

E.  E.  Spherical  concave  No.  4  combined  with  a  concave 
cylindrical  0.75,  axis  80°  to  the  right. 

In  writing  the  order  for  cylindrical  glasses  it  is  always  well  to 
make  a  diagram  of  the  spectacles  as  they  appear  when  lying  on 
the  table,  with  their  branches  in  the  air,  just  as  the  patient  will 
look  through  them ;  that  is,  with  the  lens  on  the  left  side  corre- 
sponding to  the  left  eye,  the  right  lens  to  the  right  eye.  On  this 
the  degree  of  inclination  of  the  axis  of  the  cylinder  to  the  right  or 
left  of  the  vertical  can  be  indicated,  and  any  misunderstanding  or 
mistake  avoided. 

In  order  to  see  near  at  hand  you  give  him  only  the  cylinders 
which  correct  the  difference  of  refraction  in  the  two  meridians, 
that  is,  concave  cylinders  No.  0.75,  with  axes  directed  as  above 
indicated.  These  will  be  found  to  work  admirably  ;  objects  which 
he  looks  at  will  appear  more  sharply  defined,  letters  blacker,  and 
what  is  of  more  consequence,  he  can  remove  objects  much  further 
from  him,  though  the  glasses  have  but  a  feeble  action,  and  only 
in  one  meridian. 
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You  give  him,  moreover,  such  hygienic  advice  as  we  should 
never  neglect  in  dealing  with  myopes.  We  have  already  pointed 
out  what  this  should  be,  in  the  lectures  devoted  to  diagnosis. 

Your  patient  leaves  you  in  serious  doubt  of  the  infallibility  of 
his  optician  and  his  own  ideas  of  irido-choroiditis  and  visual  power, 
but,  on  the  other  hand,  distrustful  of  the  discovery  which  you 
have  made  as  to  the  condition  of  his  eyes  :  "  no  collyrium  and  an 
order  for  complicated  glasses !" 

He  returns  after  a  short  time.  He  has  tried  to  follow  your 
advice;  for  reading  all  goes  well;  for  distant  vision  it  is  well 
also,  but  it  is  impossible  for  him  to  play  the  piano.  If  he  uses 
his  glasses  for  near  vision  he  must  bring  himself  too  close  in 
order  to  see  the  notes  distinctly.  This  is  evident,  since  his  myopia 
is  4  D  after  correction  of  the  difference  in  the  two  meridians,  and 
in  order  to  see  at  'the  distance  of  the  notes,  50  centimeters,  he 
must  have  =  2  D.  Although  it  will  not  be  necessary  to 
completely  neutralize  his  myopia,  it  must  be  diminished  by  2  D 
(4  —  2  =  2).  You  will  therefore  give  him  for  both  eyes  spherical 
concaves  No.  2,  with  concave  cylinders  0.75,  axes  as  above.  All 
difficulties  will  then  disappear. 

Case  5. — You  have  here  a  young  man  of  about  sixteen 
years.  He  has  never  seen  very  well,  either  at  a  distance  or  near 
at  hand,  and  yet  he  has  never  been  able  to  find  any  glasses  which 
would  correct  his  faulty  vision.  Since  he  has  been  following  a 
course  of  mathematics  the  difficulty  in  his  vision  has  become  a 
serious  obstacle,  in  the  first  place  because  he  cannot  see  the  charts 
on  the  wall,  and  in  the  second  place  because  he  has  the  greatest 
difficulty  in  making  geometrical  drawings. 

His  eyes  present  no  alterations  visible  to  the  naked  eye  ;  they 
are  neither  excessively  short  nor  excessively  long.  But  you  cannot 
help  being  struck  with  the  asymmetry  of  the  face,  which  is  quite 
pronounced.  Your  thoughts,  therefore,  turn  immediately  to 
astigmatism. 

You  now  examine  the  left  eye,  according  to  the  rules  already 
pointed  out.    Without  a  correcting  glass  he  reads,  but  confusedly 
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and  with  difl&culty,  the  first  two  lines  of  No.  1  and  0.2  (Monoyer), 
and  if  lie  attempts  to  make  out  more  he  commits  very  great  and 
curious  errors.  He  confounds  letters  which  have  no  resemblance 
to  each  other,  and  sometimes  makes  out  a  complicated  letter  while 
he  cannot  distinguish  a  very  simple  one  by  its  side. 

A  convex  No.  1  increases  the  visual  acuteness  to  0.2  or  0.3,  but 
no  more ;  stronger  convex  glasses  diminish  it. 

Place  before  him  the  radiating  figure  and  put  the  convex  glass 
No.  1  before  his  eye.  He  sees  only  one  line  distinctly  and  that 
not  perfectly  black.  This  is  the  vertical  line ;  all  the  others  are 
confused. 

You  add  a  convex  cylinder  0.5,  with  its  axis  in  the  direc- 
tion of  the  line  which  is  least  distinct  and  perpendicular  to  the 
line  which  appears  clearest ;  the  lines  then  appear  more  confused. 
The  vertical  meridian,  does  not,  therefore,  appear  to  be  hyper- 
metropic, since  the  horizontal  lines  and  those  approaching  it  are 
not  clearer  with  +  1  spherical,  and  are  even  less  distinct  with 
a  +  0.5  cylindrical.  But  by  turning  the  cylinder  before  the  eye 
you  will  find  a  position  in  which  the  vertical  line  appears  more 
distinct  than  with  the  spherical  alone.  This  is  when  the  axis  of 
the  cylinder  is  vertical.  The  horizontal  meridian  is,  therefore, 
more  hypermetropic  than  ID. 

Now  try  cylindrical  glasses  still  stronger,  and  the  vertical  line 
will  become  yet  more  distinct  and  the  neighboring  Hues  will  also 
become  clearer.  Finally,  with  cylindrical  +  4,  all  the  lines  are 
clearly  made  out,  with  the  exception  of  the  horizontal  and  two  or 
three  of  those  nearest  it. 

With  this  combination,  spherical  +  1  and  cylindrical  +  4  axis 
vertical,  the  acuteness  of  vision  becomes  0.5.  This  is  truly  a 
wonderful  result,  compared  with  that  obtained  with  the  spherical 
lens  alone.  But  you  must  not  content  yourself  with  this,  knowing 
well  that  the  vertical  meridian  is  not  corrected,  since  the 
horizontal  lines  do  not  appear  as  clear  as  the  vertical. 

You  already  know  that  this  meridian  is  not  more  hypermetropic 
than  1  D.    Try  and  see  if  it  is  emmetropic,  that  is  to  say,  if  all 
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the  lines  are  clear  and  distinct  without  any  other  correction  than 
that  in  the  horizontal  meridian.  This  has  a  hypermetropia  of 
4  +  1  =  5  D  (4  cyl.,  1  spher.).  With  a  cylindrical  +  5,  axis 
vertical,  the  lines  are  seen  about  as  before,  possibly  more  dis- 
tinctly, and  by  adding  a  negative  cylinder  of  0.75  D,  axis  hori- 
zontal, the  horizontal  lines  become  as  distinct  as  the  others,  and 
the  acuteness  of  vision  comes  up  to  1.  You  have  to  do,  therefore, 
with  a  mixed  astigmatism,  hypermetropia  of  5  D  in  the  horizontal 
meridian,  myopia  of  0.75  D  in  the  vertical,  and  you  order  glasses : 
convex  cylinder  No.  5,  axis  vertical,  combined  with  a  concave 
cylinder  of  0.75  D,  axis  horizontal. 

The  right  eye  is  found  in  a  similar  condition. 

I  have  found  exactly  this  degree  of  astigmatism  with  the  same 
acuteness  of  vision,  0.2  before  and  1  after  correction,  in  one  of  our 
most  distinguished  colleagues,  only  the  axes  of  the  principal 
meridians  are  somewhat  inclined. 

It  is  an  interesting  fact  that  Dr.  B.  can  counteract  his  astigma- 
tism by  means  of  a  concave  cylinder  of  5.75  D,  axis  horizontal,  by 
calling  into  play  his  accommodation.  In  this  case  an  accommoda- 
tion of  5  D  corrects  the  hypermetropia  of  the  vertical  meridian, 
while  it  increases  the  myopia  of  the  horizontal  meridian  in  an 
equal  degree,  and  this  latter  then  becomes  0.76  +  5  =  5.75  D. 

But  this  case  offers  another  point  of  great  interest.  He  can 
completely  neutralize  his  astigmatism  and  render  his  visual  acute- 
ness normal  by  applying  the  tip  of  his  finger  on  a  point  of  the 
globe  situated  upward  and  outward,  and  a  little  behind  the  border 
of  the  cornea,  about  on  a  level  with  the  equator  of  the  lens. 
The  pressure  exerted  on  this  point  is  in  the  direction  of  one  of  the 
principal  astigmatic  meridians. 

But  I  will  not  multiply  examples,  convinced  that  with  the 
indications  contained  in  the  preceding  lectures  you  can,  without 
difficulty,  determine  the  nature  and  degree  of  the  various  forms 
of  ametropia;  and  that  the  examples  just  given,  which  exemplify 
the  most  complicated  cases,  will  assist  you  in  those  of  greater 
difficulty. 
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LECTURE  XIII. 


EXAMINATION  OF  THE  PERCEPTION  OP  COLORS. 

Gentlemen  : — We  propose  to-day  to  enter  into  the  stndy  of  the 
perception  of  colors.  This  is,  as  you  shall  see  by  and  by,  one  of 
the  most  important  chapters  in  the  study  of  the  functions  of  the 
organ  of  vision,  and  so  much  the  more  on  account  of  the  extent  of 
its  application  beyond  the  limits  of  ophthalmology  pure  and  simple. 
Its  history  is  not  a  long  one,  for  it  has  been  developed  almost 
under  our  very  eyes. 

Ancient  history  has  left  us  no  study  on  the  subject  except  the 
treatise  of  Pliny,  where  the  latter  upbraided  his  fellow  citizens 
for  being,  in  painting,  inferior  to  the  ancients,  who  only  recognized 
four  colors,  while  in  his  time  they  were  in  possession  of  a  very 
large  number. 

Afterward  there  appeared  the  great  treatise  of  Leonardo  da 
Vinci  on  the  art  of  employing  colors,  the  first  edition  of  which 
was  published  in  Paris  in  1651.  The  interest  of  this  most 
important  work  is  confined  principally,  however,  to  painters. 

In  reality,  it  is  from  the  time  of  Newton  that  we  must  date  the 
study  of  the  physics  of  colors.  It  is  to  him  and  to  Thomas  Young 
that  we  owe  the  scientific  basis  of  our  present  knowledge  of  the 
subject. 

As  to .  the  anomalies  in  the  perception  of  colors,  they  were 
neither  known  nor  studied  previous  to  1830,  when  Dalton  pub- 
lished his  observation's  on  achromatopsia. 

Himself  affected  with  a  peculiar  kind  of  achromatopsia  (he  was 
unable  to  distinguish  red)  he  described  with  great  exactness  his 
condition,  and  drew  to  this  the  attention  of  Savants,    From  this 
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fact  comes  the  name  Daltonism,  which  has  been  too  freely  applied 
to  all  aflfections  of  this  kind. 

You  will  observe  hoW'  near  to  us  the  date  of  this  discovery  is ; 
and  although  the  number  of  cases  in  which  we  find  some  abnor. 
mality  in  the  perception  of  colors  is  already  quite  considerable, 
we  are  every  day  more  astonished  at  the  frequency  of  this  defect 
of  vision.  One  fact  is,  in  particular,  an  evidence  of  this:  In 
England,  Norway  and  Sweden  a  series  of  railway  accidents  have 
happened  under  precisely  the  same  conditions ;  collisions  of  trains, 
in  spite  of  the  signals  which  indicate  an  obstacle  on  the  track. 
On  interrogating  the  enginetirs,  they  asserted  that  they  did  not 
recognize  the  signal,  which  is  green  when  the  way  is  free  and  red 
when  there  is  an  obstruction.  The  vision  of  these  engineers  was 
then  examined,  and  it  was  found,  to  the  great  surprise  of  all,  that 
there  were  many  who  could  not  distinguish  red  from  green.* 

The  employes  on  the  railways  were  then  examined,  and  so  large 
a  number  were  found  affected  with  anomalies  as  regards  the. 
perception  of  colors  that  they  were  compelled  to  contrive  signals 
of  another  character. 

Such  an  examination  was  also  made  in  Holland  and  Germany. 
The  same  maybe  said  for  some  comp^anies  in  France;  others  have 
done  away  with  all  colored  signals  except  red.  We  shall  seQ 
further  on  whether  this  will  suffice.  I  am  persuaded  that  after  a 
time  all  the  railway  companies  will  cease  to,  use  colored  signals, 
and  employ  only  those  with  different  outlines. 

But  the  examination  of  the  perception  of  colors  has  otherwise 
a  very  wide  application.  Indeed,  this  function  is  found  altered, 
not  only  in  many  affections  purely  ocular,  but  also  in  a  consider- 
able number  of  diseases  affecting,  either  primarily  or  secondarily, 
the  brain  and  spinal  cord.  Among  these  I  will  cite  locomotor- 
ataxy,  that  form  of  hysteric  epilepsy  so  well  described  by  Charcot, 
chronic  alcoholism,  etc.    But  we  will  reserve  these  for  later  study, 

*  So  far  as  we  have  been  able  to  learn,  no  accidenta  have  occurred  in  the  United 
States  which  could  be  referred  to  an  inability  to  distinguish  these  color-signals. 
— Te. 
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when  we  will  undertake  the  examination  of  the  retina  throughout 
its  whole  extent,  in  relation  to  its  perception  of  colors. 

We  shall  first  consider  colors,  in  the  proper  acceptation  of  the 
term,  from  a  physical  standpoint. 

We  divide  colors  into  simple  and  compound,  the  latter  being  a 
combination  of  two  or  more  simple  colors.  This  combination,  if 
made  in  certain  determined  proportions,  produces  white.  We 
ought,  therefore,  in  decomposing  white,  to  be  able,  at  will,  to 
reproduce  the  various  simple  colors.  We  have  the  proof  of  this 
in  the  rainbow  and  the  solar  spectrum. 

You  all  know  how  the  solar  spectrum  is  obtained ;  a  beam  of 
white  light  is  let  fall  on  a  transparent  prism,  which  refracts  differ- 
ently the  various  colors  of  which  white  light  is  composed. 

In  order  to  obtain  brilliant  spectral  colors  the  light  must  be 
very  intense  and  the  spectrum  must  be  produced  in  a  dark  room. 
Now,  since  this  last  condition  is  difficult  to  obtain  in  our  dwellings, 
and  we  have  not  always  the  sun  at  our  disposal,  a  portable 
apparatus  has  been  constructed,  which,  when  directed  toward  a 
luminous  object,  gives  a  spectrum  in  the  interior  of  a  tube.  Such 
an  instrument  is  called  a  spectroscope. 

I  show  you  one  here.  It  consists  of  a  metaUic  tube  black- 
ened on  the  interior  and  having  at  one  end  a  diaphragm  in 
which  there  is  a  slit  that  can  be  widened  or  narrowed  at  pleasure. 
The  light,  after  passing  through  this  slit,  falls  upon  a  prism,  by 
which  it  is  decomposed.  An  ocular  fixed  at  the  other  end  of  the 
tube  magnifies  the  spectrum  and  adapts  the  eye  of  the  observer 
to  the  distance  at  which  it  is  produced.  By  directing  the  spectro- 
scope toward  a  white  object  we  see  a  spectrum  more  or  less  intense 
according  to  the  illumination  of  the  object. 

All  the  colors  of  the  solar  spectrum  are  simple,  and  cannot  be 
further  decomposed.  If  a  green  ray,  for  example,  is  allowed  to 
faU  on  a  prism  it  will  be  deviated  in  its  proper  direction,  but 
not  decomposed.  If  you  look  with  the  spectroscope  at  one  color 
of  the  rainbow,  you  will  not  see  a  spectrum,  but  only  a  short  band 
of  the  color  examined. 
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As  to  the  colors  employed  in  the  arts  and  industries,  and  such 
as  are  used  in  coloring  papers  and  other  materials,  they  are  simply 
finely  powdered  colored  matter ;  cinnabar,  for  example,  and  chro- 
mate  of  lead,  sulphate  of  copper,  and  cobalt  which  is  only  very  . 
finely  powdered  glass  of  that  color,  etc. 

All  these  materials,  even  the  transparent  colored  bodies  (liquids, 
glasses,  etc.)  color  by  absorption.  They  absorb  certain  rays  of 
the  white  solar  light  which  falls  on  them;  the  other  rays  pass 
through  the  body  and  constitute,  by  their  mixture,  the  color 
peculiar  to  that  body.  The  opaque  colored  bodies  absorb,  also, 
certain  of  the  solar  rays,  and  that  which  gives  color  to  the  body 
is  the  rays  which  are  reflected  after  having  passed  through  a  layer 
of  greater  or  less  thickness  on  the  surface. 

The  coloring  matters  are,  therefore,  rarely  pure  colors,  but  in 
the  majority  of  cases,  only  a  mixture  of  colors,  notwithstanding 
the  resemblance  they  bear  to  the  simple  ones.  Of  this  you  can 
easily  convince  yourself;  look  at  any  colored  surface  through  a 
prism  or  spectroscope,  and  you  will  see  that  the  principal  color  of 
that  surface  is  decomposed  into  a  series  of  colors,  the  combination 
of  which  made  the  impression  on  the  eye  of  but  a  single  one. 

Here  is  a  paper  which  appears  to  you  of  a  perfectly  pure  red ; 
that  is,  it  appears  to  you  exactly  like  the  red  of  the  spectrum  or 
rainbow.  It  'contains,  as  you  can  easily  convince  yourselves,  not 
only  red  and  the  shades  of  red,  but  also  yellow,  violet,  and  even 
green  and  blue.  This  green  paper  furnishes  us  a  spectrum  so 
complete  that  you  would  not  be  able  to  judge  correctly  of  its  color 
by  simply  looking  at  it  through  a  prism. 

All  this  is  of  no  great  importance  as  far  as  regards  art  and  the 
industries,  whose  aim  is  to  produce  on  the  eye  certain  impressions, 
it  matters  not  by  what  means.  But  for  our  examination  of  the 
condition  of  the  perception  of  colors  in  a  given  eye  it  is  not  a 
matter  of  indifference  whether  we  employ  simple  or  complex 
colors. 

If,  for  example,  an  eye  cannot  perceive  red,  there  will  be  a 
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very  different  impressiou  made  by  the  pure  red  of  the  spectrum 
and  an  artificial  red,  which  contains,  moreover,  a  series  of  colors 
which  the  eye  cannot  perceive. 

For  exact  experiments  the  spectral  colors  are  always  to  be 
preferred.  They  allow  of  a  rigorous  examination,  and  one 
comparable  throughout  its  extent.  Unfortunately  they  are  not 
easy  to  produce  or  manipulate,  because,  in  order  to  have  the  colors 
of  sufficient  intensity,  we  must  have  a  very  bright  sun-light,  a 
dark  chamber,  a  heliostat,  and  a  spectral  apparatus ;  in  a  word, 
we  must  have  conditions  which  we  can  seldom  command  in  the 
routine  of  practice.  Another  serious  obstacle  is  the  difficulty  of 
combining  the  various  colors  of  the  spectrum,  an  indispensable 
condition  for  a  thorough  and  satisfactory  examination. 

Colored  materials  are,  on  the  other  hand,  found  everywhere. 
They  are  easy  of  combination,  and  we  can  have  them  on  surfaces 
of  any  desired  dimensions.  In  order  to  make  a  rigorous  examina- 
tion, however,  we  should  always  have  a  spectral  analysis  of  the 
color  employed. 

What  would  you  say  of  a  physiologist  who  would  publish  his 
experiments  with  a  bitter  substance  without  indicating  its  nature  ? 
"  It  produces,"  he  says,  "  tetanic  symptoms."  Another  can  deny 
this  result  from  his  experiments  with  a  substance  likewise  bitter. 
Both,  however,  are  right,  if  the  first  has  employed  strychnine  and 
the  other  quinine. 

If  you  employ  two  colors  of  red,  they  may  be  very  different  in 
their  bases,  one  containing  much  blue  and  the  other  a  large 
proportion  of  yellow.  In  order  to  make  the  experiments  with  the 
colors  uniform,  account  must  be  taken  of  the  various  elementary 
colors  which  the  materials  used  reflect  or  transmit. 

It  is  very  easy  and  simple,  however,  to  analyze  any  colored 
material.  You  have  only  to  look  at  it  through  a  spectral 
apparatus  and  you  have  its  composition  directly.  A  simple  prism 
will  suffice  if  we  look  through  it  at  a  small  band  of  the  color  on  a 
black  or  white  ground. 
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Now,  the  question  arises,  how  can  the  various  colors  be  mixed  ? 

I  will  not  describe  the  methods  for  combining  the  colors  of  the 
spectrum,  which  are  very  complicated  and  cannot  be  used  in 
ordinary  practice.*  It  is  otherwise,  however,  with  the  mixing  of 
colors  used  in  the  industries,  and  we  shall  limit  ourselves  to  the 
consideration  of  these. 

But  you  must  bear  in  mind  that  we  do  not,  like  the  painters, 
mix  the  colored  materials,  but  the  light  reflected  from  them. 
They  are  very  different  things.  When  a  painter  mixes  a  number 
of  colors  the  resulting  color  is  not  like  that  which  we  obtain  by 
mixing  the  light  reflected  by  these  colors.  He  takes  a  certain 
blue  and  a  certain  yellow,  for  instance,  to  make  a  green.  If 
you  mix,  on  the  contrary,  the  same  blue  and  the  same  yellow 
light,  as,  for  instance,  by  superposing  the  blue  and  yellow  of  two 
solar  spectra,  you  obtain  a  rose  color  as  the  result.  Of  this  you 
can  easily  convince  yourself. 

We  have  not  two  solar  spectra  at  hand,  but  we  have  here  an 
apparatus  which  allows  us  to  mix  the  light  reflected  from  colored 
materials.  Here  is  a  disc  of  pasteboard  (Maxwell's  disc).  I  have 
made  on  it  two  concentric  circles.  The  inner  circle  has  been 
painted  by  a  mixture  of  blue  and  yellow,  to  which  the  name  of 
green  has  been  given.  The  external  circle,  however,  has  been 
painted  half  in  blue  and  half  in  yellow. 

If  we  turn  this  disc  rapidly  about  its  axis,  by  means  of  a  clock- 
work, you  will  see  that  the  inner  circle  remains  green,  as  it  was 
before,  while  the  outer  part  gives  you  a  luminous  impression, 
resulting  from  the  fusion  of  the  two  impressions  coming  from,  the 
blue  and  yellow.  The  result  is  a  rose  color,  entirely  distinct  from 
the^green  at  the  centre. 

In  order  to  explain  this  phenomenon  let  us  take  two  colored 
glasses,  one  blue,  the  other  yellow.  In  superposing,  them  and 
looking  at  the  sun,  or  a  white  object,  you  see  it  colored  green. 

*  You  will  find  a  description  of  these  methods  in  Helmholtz's  "  Physiological 
Optics,"  p.  303,  Paris  edition, 
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But  this  color  does  not  represent  the  result  of  an  addition,  but, 
on  the  contrary,  of  a  subtraction  of  colors. 

The  blue  glass  absorbs  all  the  rays  of  white  light,  including  the 
yellow,  except  the  blue  and  greenish.  The  greater  part  of  the 
rays  absorbed  would  pass  through  the  yellow  glass.  This  glass, 
on  its  part,  will  absorb  nearly  all  the  rays  which  would  pass 
through  the  blue  glass,  especially  the  blue  rays.  What  remains 
and  comes  to  our  eye  is  the  color  which  has  not  been  absorbed 
either  by  the  blue  or  the  yellow  glass,  and  this  color  is  green. 

We  have,  therefore,  not  combined  the  blue  and  the  yellow,  but 
have,  on  the  contrary,  cut  off  from  the  light  coming  to  us  the 
blue  and  yellow  rays,  and  see  only  that  which  is  left. 

It  is  the  same  in  painting.  We  would  find  it  exceedingly 
difficult  to  convince  a  painter  that  a  mixture  of  the  seven  simple 
colors  would  produce  white.  And  why  ?  Because,  in  mixing  the 
colors  on  his  palette  he  never  obtains  white,  but  only  a  grayish 
purple. 

You  will  see,  on  the  other  hand,  that  nothing  is  easier  than 
to  have  white  by  mixing  the  light  reflected  from  these  various 
colors. 

The  direct  proof  that  we  have  not  made  an  addition  of  colors 
in  superposing  the  two  glasses  is  this:  The  yellow  glass  is 
evidently  much  clearer  (that  is,  contains  more  light)  than  the 
blue ;  and  moreover,  the  color  (green)  which  we  see  through  the 
blue  and  yellow  glasses  superposed  is  much  darker  than  that  of 
each  glass  taken  separately,  deeper  even  than  the  blue  which  we 
have  from  the  superposition  of  two  blue  glasses;  a  convincing 
proof  that  the  first  combination  absorbs  more  light  than  the  second. 

I  shall  not  occupy  time  in  describing  all  the  numerous  methods 
which  we  have  for  producing  a  true  mixture  of  colors.*  In  order 
to  effect  this  it  is  not  necessary  that  the  impressions  be  produced 
simultaneously,  but  since  each  of  the  impressions  continues  for  a 

»I  have  explained  this  fully  in  the  "Traiti  Complet  d'Ophthalmologie"- 
Weeker  and  Landolt,  vol.  i,  p.  552. 
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certain  time  it  suffices  to  let  tliem  follow  each  othet  at  short 
intervals. 

For  this  purpose  we  use  a  disc,  on  which  can  be  placed  as 
many  colored  sectors  as  we  desire.  This  disc  ia  mounted  on  an 
apparatus  which  gives  it  a  rotation  so  rapid  that  the  eye  can  no 
longer  discern  the  various  individual  colors,  but  only  perceives 
the  resultant  color  from  the  combination  of  all. 

In  order  to  determine  exactly  the  quantity  of  each  of  the  colors 
which  enter  into  the  mixture,  we  employ  circles  of  colored  paper 
which  are  cut  in  one  of  their  radii.  In  this  manner  one  can  be 
slipped  under  another  to  any  extent  desired,  and  the  exposed 
portion  measured  by  means  of  a  protractor. 

If  it  is  desirable  to  compare  the  various  combinations,  it  suffices 
to  produce  them  by  means  of  concentric  colored  circles  of  different 
diameters. 

Our  apparatus  is  capable  of  making  80  revolutions  per  second, 
but  from  50  to  60  revolutions  generally  suffice. 

A  statement  of  these  physical  facts  was  necessary  to  a  proper 
understanding  of  what  is  to  follow ;  and  we  will  pass  now  to  the 
physiological  part  of  the  subject — to  the  theory  of  the  perception 
of  colors.  The  one  that  is  most  widely  known  is  the  theory  of 
Young,  further  developed  by  Helmholtz.  According  to  this  theory 
the  eye  possesses  three  distinct  kinds  of  nervous  elements,  each  of 
which  receives  one  of  the  three  fundamental  colors :  red,  green, 
and  violet  (or  blue). 

The  first  kind  of  these  elements  is  excited  in  the  highest  degree 
by  the  red  rays,  but  also  somewhat  by  the  green,  and  feebly  by  the 
violet. 

The  second  kind  is  affected  by  the  green  rays,  and  at  the  same 
time  by  the  red  and  violet. 

Finally,  the  violet  rays  excite  strongly  the  elements  of  the  third 
species,  which  are  also  somewhat  sensible  to  the  action  of  green 
rays,  and  very  slightly  to  the  red. 
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Each  of  these  varieties  excited  separately  transmits  to  the  brain 
the  impression  of  the  fundamental  color  which  is  peculiar  to  it. 

The  intermediate  colors  are  produced  by  the  excitation  of  two 
or  three  of  these  groups  of  elements  in  different  degrees. 

Excited  in  equal  degrees  the  three  combined  give  us  the  impres- 
sion of  white  (or  gray).  You  can  demonstrate  this  for  yourself 
by  the  following  experiment:  I  have  adapted  to  the  disc  of 
Maxwell  two  concentric  discs  of  different  dimensions,  the  smaller 
composed  of  black  and  white,  the  other  of  red,  violet  and  green. 
On  rotating  the  instrument  rapidly  the  same  impression  (gray)  is 

produced  by  both. 

You  ask,  probably,  why  I  obtain  gray  and  not  white  by  a 
mixture  of  the  fundamental  colors.    The  answer  to  this  question 
is  very  simple.    White  is  only  a  relative  expression.    A  paper 
which  you  would  not  hesitate  to  call  white,  when  laid  on  the 
freshly-fallen  snow  will  appear  gray.    The  difference  between 
white  and  gray  is  only  one  of  degree  of  intensity.    Gray  is  simply 
a  dull  white.    Now,  the  colors  of  my  mixture  are  not  very 
bright  nor  intense,  as  compared  with  the  colors  of  the  solar 
spectrum.    It  is  for  this  reason  that  they  together  produce,  not  a 
bright  white,  but  a  dull  white  or  gray.    In  proportion  as  the 
luminous  intensity  of  the  colors  of  the  mixture  increases,  the  gray 
becomes  lighter,  and  approaches  more  closely  to  what  is  commonly 
known  as  white. 

FIG.  22. 


The  accompanying  figure  (22)  represents,  diagrammatically, 
this  theory  of  Young-Helmholtz. 

The  curve  I  expresses  the  different  degrees  of  excitation  of  the 
first  element  (the  red)  by  each  color  of  the  spectrum.  The 
maximum  corresponds  to  the  spectrum  red. 
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Curves  II  and  III  have  tlie  same  sigaificatioa  in  relation  to  the 
second  and  third  elements  (green  and  violet). 

If  you  wish  to  know  in  what  various  degrees  these  three  nervous 
elements  will  be  excited  by  any  one  color,  draw  a  vertical  line  in 
the  position  of  that  color  in  the  spectrum,  in  the  yellow,  for 
example,  and  see  at  what  heights  that  line  meets  the  different 
curves  of  excitation.  In  the  case  of  yellow  we  see  that  the 
elements  of  that  color  excite  with  considerable  intensity  the 
element  of  red,  the  green  a  little  less,  and  the  violet  very  feebly. 

I  ought  to  add,  perhaps,  a  word  in  regard  to  the  complementary 
colors,  and  the  manner  in  which  they  are  explained  by  the  theory 
of  Young-Helmholtz.  You  are  aware  that  when  you  have  looked 
at  a  colored  surface  for  some  time  and  then  turn  the  eyes  to  a 
white  surface,  in  the  place  of  the  first  color  you  see  another ; 
yellow  if  you  have  been  looking  at  violet,  blue  if  you  have  been 
looking  at  orange,  and  vice  versa.  These  colors  are  called  comple- 
mentary one  to  the  other. 

This  phenomena  is  explained  by  the  Young-Helmholtz  theory 
in  the  following  manner  : — 

When  you  have  looked  at  one  color  intently  for  a  long  time,  the 
nervous  elements  of  the  retina  especially  impressed  by  that  color 
become  fatigued;  in  looking  immediately  afterward  at  a  white 
ground  the  fatigued  elements  transmit  a  much  less  strong  impres- 
sion than  those  which  have  not  been  submitted  to  action.  These 
latter  are  now  excited  by  the  other  colors  which  comprise  white 
light  and  give  the  impression  of  a  color  called  complementary, 
because  it  is  this  one  which,  with  the  first  one,  constitutes  white. 

We  are  able,  by  mixing  two  complementary  colors,  to  produce 
white. 

We  know,  therefore,  three  different  methods  of  producing  white 
or  gray. 

1.  The  mixture  of  all  the  colors  of  the  rainbow. 

2.  The  mixture  of  three  fundamental  colors. 
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3.    The  mixture  of  two  complementary  colors.    All  the  three 
methods  can  be  carried  out  by  means  of  the  disc  of  Maxwell. 

The  theory  of  Young-Helmholtz,  however  ingenious  it  may  be, 
is  not  entirely  free  from  objections.    While  it  explains  most 
admirably  some  of  the  phenomena,  especially  the  perception  of 
colors,  it  does  not  at  all  explain,  or  in  a  very  unsatisfactory 
manner,  the  phenomena  of  contrast.    Having  spoken  of  the  theory 
of  Young-Helmholtz,  I  cannot  forbear  to  mention  another  newer 
theory,  not  less  ingenious,  which,  particularly  in  regard  to  the 
perception  of  light,  is  very  plausible  indeed.    This  is  the  theory 
of  Hering.    I  very  much  regret  that  the  time  allotted  to  these 
lectures  will  not  allow  me  to  enter  into  a  consideration  of  this 
ingenious  theory  in  detail.    But  for  its  full  comprehension  a  series 
of  experiments  would  be  necessary  which  it  is  impossible  to  repro- 
duce here,  where  we  must  limit  ourselves  to  matters  strictly  prac- 
tical.   I  advise  you,  however,  to  read  the  work  of  Hering,  which 
he  presented  to  the  Academy  of  Vienna  under  the  title  "  Zur 
Lehre  vom  Lichtsinue,"  and  familiarize  yourselves  with  this  new 
and  ingenious  explanation  of  the  sensation  of  light  and  colors. 

We  hasten  on  to  our  principal  subject — ^the  examination  of  the 
alterations  of  the  perception  of  colors. 

Derangements  in  the  perception  of  colors  are  of  two  principal 
kinds.  I.  Achromatopsia  (absence  of  the  perception  of  colors). 
II.  Dyschromatopsia  (a  difficulty  in  the  perception  of  colors- 
diminution  of  perceptive  power). 

Achromatopsia  and  dyschromatopsia  may  be  total  or  partial, 
according  as  the  infirmity  affects  certain  or  all  of  the  colors. 

I.  Total  achromatopsia  is  a  condition  in  which  the  individual 
has  no  perception  of  color,  and  only  distinguishes  differences  in 
brightness.  All  objects  are  seen  in  about  the  same  condition  as  in 
a  photograph. 

This  affection  is  very  rarely  congenital,  only  a  few  cases  of  the 
kind  having  been  accurately  examined. 

I  have  myself  examined  four  cases  of  this  character— young 
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men  of  eighteen  to  twenty  years,  who  were  born  achromatopic. 
They  all  presented,  aside  from  the  achromatopsia,  a  considerable 
degree  of  amblyopia,  photophobia  and  well-marked  pallor  of  the 
optic  nerve. 

Total  achromatopsia  has  been  more  frequently  observed  to 
develop  itself  in  the  course  of  cerebral  affections  or  atrophy  of  the 
optic  nerve.  In  these  cases  it  is  nearly  always  accompanied  by  a 
diminution  of  the  other  functions  of  the  retina. 

In  the  partial  achromatopsia  there  is  simply  a  lack  of  the 
perception  of  one  or  more  of  the  fundamental  colors.  It  is  most 
frequently  the  red  which  is  wanting,  whence  the  name  anery- 
thropes  given  to  persons  so  affected.  Such  was  the  case  with 
Dalton,  and  hence  it  is  frequently  called  Daltonism.  But  this 
word  cannot  be  applied  with  exactness  to  the  other  numerous 
forms  of  the  derangements  in  the  perception  of  colors,  nor  even  to 
all  the  forms  of  partial  achromatopsia.  Indeed,  other  elements 
besides  the  red  may  be  affected ;  the  green,  the  blue  or  the  violet 
can  be  the  lacking  colors. 

The  symptoms  of  partial  achromatopsia  are  easily  inferred  from 
what  has  been  said  above. 

In  this  affection,  that  part  of  the  solar  spectrum  corresponding 
to  the  color  which  is  not  perceived  must  necessarily  appear  dark. 

If  this  part  does  not  appear  absolutely  black  it  goes  to  prove 
that  the  color  which  is  not  perceived  affects,  in  a  feeble  degree, 
the  other  nervous  elements,  which  serve  for  the  transmission  or 
perception  of  other  colors. 

When  the  color  that  is  not  perceived  is  an  extreme  color  of  the 
spectrum,  the  spectrum  appears  shortened  at  one  or  the  other  of 
its  extremities. 

It  has  been  proved  that  for  the  partial  achromatope  the 
maximum  of  brightness  of  the  solar  spectrum  is  irfiquently  found, 
not  in  the  yellow,  as  in  the  normal  eye,  but  in  another  part  of  the 
spectrum. 

Another  characteristic  of  partial  achromatopsia  is  that  we  can 
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produce,  by  means  of  two  fundamental  colors  which  are  yet 
perceived,  all  the  shades  which  the  patient  distinguishes,  including 
white. 

Thus,  a  partial  achromatope  who  cannot  distinguish  red  attri- 
butes to  a  certain  combination  of  violet  and  green  a  grayish  tint, 
which  is  produced  for  the  normal  eye  by  a  mixture  of  white  and 
black,  or  a  mixture  of  all  the  three  fundamental  colors. 

Finally,  colored  substances  which  contain  a  great  deal  of  the 
color  which  is  not  perceived  appear  much  darker  than  those  which 
have  less  of  it. 

II.  The  second  kind  of  derangement  in  the  perception  of  colors 
— dyschromatopsia — is  much  more  frequent  than  the  first  form. 

Individuals  of  this  class  perceive  all  the  colors,  but  all  or  a 
certain  number  do  not  make  an  impression  as  strong  as  on  the 
normal  eye.  Consequently  they  have  difficulty  in  recognizing 
certain  colors ;  whence  the  name  dyschromatopsia  given  to  the 
affection.  Dyschromatopsia,  like  achromatopsia,  may  be  complete 
or  partial ;  that  is,  it  may  affect  the  whole  or  only  a  portion  of 
the  colors. 

Dyschromatopes  see  the  solar  spectrum  of  the  same  extent  as 
the  normal  eye.  They  recognize  perfectly  the  errors  committed 
by  the  partial  achromatopes.  Only,  colors  closely  allied  are 
frequently  confounded ;  violent  is  taken  for  blue,  orange  for  bright 
red,  pink  for  blue  or  bright  violet,  etc.  As  to  the  other  bright 
shades,  they  are  confounded  with  white,  and  the  darker  shades 
appear  as  gray  or  black. 

In  less  pronounced  cases  the  patients,  under  a  functional  exami- 
nation, act  as  though  of  low  intelligence,  or  as  though  not  accus- 
tomed to  distinguish  the  different  shades  of  color,  because,  in 
looking  attentively,  they  come  sometimes  to  distinguish  colors 
which  they  before  confounded.  On  the  contrary,  the  most 
pronounced  cases  call  to  mind  the  true  achromatopsia.  I  am 
convinced,  moreover,  that  many  of  the  reported  cases  of  achroma- 
topsia are  only  those  of  dyschromatopsia  not  fully  investigated. 
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For  such  an  examination  mucli  more  patience  and  precaution  are 
necessary  than  one  would  suppose. 

Indeed,  the  perception  of  colors  is  influenced  by  a  great  number 
of  circumstances. 

Strict  account  should  be  taken  of  the  intensity  and  extent  of  the 
color,  the  ground  on  which  it  is  seen,  and  the  general  illumina- 
tion. If  the  influence  of  a  single  one  of  these  factors  is  disre- 
garded, achromatopsia  can  be  found  in  all  eyes,  without  exception. 

Here,  for  example,  is  a  card  on  which  I  have  fastened  small 
paper  squares  of  bright  colors,  two  millimeters  apart,  partly  on  a 
white  ground  and  partly  on  a  black  ground. 

Place  this  card  at  a  distance  of  about  ten  meters  and  you  will 
see  each  small  square  as  a  point  of  greater  or  less  brightness,  but 
without  any  coloration. 

Increase  the  size  of  these  squares,  or  what  amounts  to  the  same 
thing,  diminish  their  distance  from  the  eye,  and  you  will  find 
them,  successively,  to  assume  their  proper  color,  distinguishing 
first  the  orange,  then  the  yellow,  bright  green,  red,  blue,  and 
finally  the  violet. 

You  should  bear  in  mind  another  very  important  fact,  namely, 
that  the  larger  number  of  colors  is  better  recognized  on  a  black 
than  on  a  white  ground.  At  a  distance  some  colors  appear  black 
on  a  white  ground,  such  as  red,  blue  and  violet;  at  the  same 
distance,  on  the  other  hand,  they  are  easily  recognized  on  a  black 
ground. 

Colored  grounds  bring  out  most  distinctly  their  complementary 
colors;  on  a  red  ground,  for  example,  green  comes  out  with 
greater  distinctness  than  on  any  other.  Therefore,  in  the 
examination  of  the  perception  of  colors,  we  should  never  use  a 
colored  ground,  but  a  black  one. 

■  But  the  perception  of  color  is  most  influenced  by  the  intensity 
of  the  color  and  that  of  the  general  illumination.  You  know  that 
in  twilight  colors  become  more  and  more  indistinct  and  finally 
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disappear;   the  violet  vanishing  first,  then  green,  yellow,  and 
finally  red  and  blue. 

In  the  night  we  recognize  the  forms  of  objects  by  the  differences 
in  brightness,  but  we  do  not  distinguish  their  color. 

In  order  to  study  the  influence  of  the  intensity  of  colors  on  the 
facility  of  their  perception  we  have  only  to  combine  them  with 
black  on  the  rotating  disc  of  Maxwell,  and  we  instantly  see  what 
is  the  minimum  quantity  which  each  color  requires  in  order  to  be 
recognized.  A  very  considerable  proportion  is  sometimes  neces- 
sary, often  10°  for  360°  of  mixing. 

All  these  facts  prove  to  us  that  the  normal  eye  itself  is  found 
in  a  state  of  dyschromatopsia,  or  even  achromatopsia,  as  regards 
colors  of  small  extent  of  surface,  lessened  intensity  and  insufa- 
ciently  illuminated. 

In  other  words,  "dyschromatopsia  is  frequently  only  an 
exaggeration  of  a  defect  of  the  normal  eye.  Between  the  normal 
eye  and  the  achromatopic  eye  .there  are  numerous  degrees  of 
defects  in  perception  of  colors,  passing  into  each  other  by  gradual 
and  imperceptible  shades.  The  difference  between  them  is  only 
one  of  degree. 

This  fact  is  not  commonly  known.  It  is  the  result,  in  part,  of 
the  observations  which  I  have  made  on  healthy  and  diseased  eyes, 
which  have  also  led  me  to  other  important  results. 

It  has  always  been  thought  that  the  peripheral  parts  of  the 
retina  were  achromatopic.  This  opinion  was  based  on  the  fact, 
which  was  true,  that  the  pieces  of  colored  papers,  seen  under  an 
angle  of  70°  or  80°  appear  colorless,  and  that  in  order  to  be 
recognized  they  must  be  approached  more  or  less  to  the  point  of 
fixation. 

But  I  have  shown  that  it  is  only  necessary  to  increase  suffi- 
ciently their  intensity,  or  their  illumination,  in  order  that  all  the 
colors  may  be  recognized,  up  to  the  very  periphery  of  the  field  of 
vision. 

From  this  we  derive  most  important  indications  for  the 
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examination  of  the  perception  of  colors,  and  you  see  that  it  is 
indispensable  in  this  examination  to  take  account  not  only  of  the 
composition  of  the  colors  which  we  use,  but  also  of  their  extent, 
intensity  and  general  illumination. 

We  will  now  consider  the  principal  methods  which  are  used  in 
investigating  the  faulty  perception  of  colors. 

It  evidently  is  not  sufficient  to  show  a  patient  a  series  of  colors 
and  ask  him  to  designate  them,  nor  to  make  him  point  out  the 
different  parts  of  the  solar  spectrum. 

A  partial  achromatope  may  be  able  to  call  by  their  names  all 
the  various  colors,  which  he  can  no  longer  see,  as  we  do ;  he 
distinguishes  them,  it  may  be  by  a  difference  in  their  brightness, 
or  by  other  indications  which  education  has  taught  him. 

We  first  place  before  the  patient  a  series  of  colors  in  order  to 
find  the  kind  of  defect  present.  We  must  have  for  this  purpose 
a  large  number  of  different  shades.  The  series  which  I  use  is 
composed  of  350  different  specimens. 

We  ask  the  individual  under  examination  to  choose  from  this 
number  those  which  appear  to  him  to  have  the  same  color,  an 
operation  which  it  takes  the  normal  eye  only  a  few  minutes  to 
accomplish. 

A  dyschromatope  will  find  great  difficulty  in  assorting  them, 
and  will  confound  the  different  shades  of  allied  colors. 

A  partial  achromatope  will  make  yet  greater  errors,  and  will 
place  green,  for  example,  by  the  side  of  red,  blue  by  yellow,  etc. 

This  will  tell  you  the  colors  to  which  you  should  pay  particular 
attention  in  your  examination. 

Holmgren  and  others  have  proposed  for  this  examination 
samples  of  colored  wool,  which  are  exceedingly  well  adapted  for 
this  kind  of  examination.  To  facilitate  the  examination,  we  place, 
as  proposed  by  Holmgren,  one  of  the  samples  before  the  patient 
and  ask  him  to  select  from  the  others  those  which  seem  to  him  to 
be  most  like  it,  and  pile  them  together.  Holmgren  begins  by 
giving  him  a  sample  of  green,  bright  and  pure.    The  examination 
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is  continued  until  lie  has  arranged  all  the  samples  in  piles  which 
are  to  him  of  the  same  color.* 

An  achromatope  will  place  samples  of  rose,  gray  and  red 

together. 

Then  a  sample  of  purple  is  placed  before  him.  If  in  the  first 
examination  it  is  found  that  he  has  a  defect  in  the  perception  of 
colors,  but  makes  no  mistake  in  respect  to  purple,  he  is  only 
dyschromatopic.  If,  on  the  other  hand,  he  adds  the  blue  and 
violet,  or  either  one,  to  the  purple,  he  is  achromatopic  for  red.  If 
he  confound  the  purple  with  green  or  gray,  or  both,  he  is  achro- 
matopic for  green.  If  he  adds  red  or  orange  to  the  purple  he  is 
achromatopic  for  violet  or  blue. 

A  sample  of  bright  red  is  next  given  him.  If  achromatopic 
for  red  he  will  add  as  identical  colors  shades  of  green  and  brown 
which  appear  deeper  to  the  normal  eye  than  the  red  in  question. 

If  achromatopic  for  green  he  will  add  shades  of  green  and 
brown,  which  appear  brighter  to  the  normal  eye  than  the  red. 

A  method  for  the  diagnosis  of  achromatopsia  analogous  to  this 
has  been  proposed  by  Daae.  For  this  purpose  he  employs  a  card 
containing  the  samples  of  colored  wool  arranged  especially  for  the 
diagnosis  of  achromatopsia  for  red  and  green. 

The  table  is  composed  of  ten  horizontal  series  of  colors,  each 
series  being  composed  of  seven  colors  represented  by  woollen 
threads.  In  a  certain  number  of  the  series  the  colors  are  placed 
in  the  order  of  their  intensity  (saturation).  These  series  corre- 
spond to  numbers  III  (purple),  VII  (green),  IX  (red).  The  other 
lines  do  not  enclose  colors  of  the  same  order;  that  is,  there  is  ft 
variety  of  colors.  His  manner  of  examination  is  as  follows  :— 
He  places  the  card  in  a  position  where  it  will  be  well  illuminated 

*  A  translation  of  Holmgren's  admirable  paper  on  "  Color-blindness  in  its  Rela- 
tions to  Accidents  by  Rail  and  Sea,"  will  be  found  xn  the  Report  of  tbe  S^th 
sonian  Institution  for  1877.  Dr.  B.  Joy  Jeffries,  of  Boston,  ha«  ajso  treat^of 
he  matter  at  some  length,  in  a  paper  on  the  "  Dangers  of  Colo-b^md;^^^^^^ 
road  Employes  and  Pilots,"  in  the  Ninth  Annual  Report  of  the  Ma-ssachusette 
State  Board  of  Health.  The  bibliography  appended  to  this  paper  xs  the  most 
complete  that  has  yet  been  published.— Tr. 
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by  daylight,  and  tells  the  patient  that  certain  of  the  horizontal  lines 
contain  colors  of  the  same  tone,  but  of  different  degrees  of  satura- 
tion, ranging  from  the  deep  to  the  light,  and  asks  him  if  the  colors 
in  the  first  series  are  of  the  same  tone.  When  he  has  made  his 
answer  he  is  asked  in  regard  to  the  second  series,  and  so  on  until 
the  whole  is  examined.  If  he  recognizes  all  the  colors,  with  their 
gradations  in  saturation,  he  is  not  achromatopic. 

If  he  distinguishes  neither  the  lines  which  contain  only  a 
sijngle  color,  nor  the  others,  his  perception  of  colors  has  not  been 
thoroughly  examined.  In  such  a  case  the  trial  must  be  begun 
again  and  repeated  frequently,  until  a  definite  result  is  obtained. 

If  he  says  that  one  series  which  contains  different  colors  contains 
only  different  shades  of  the  same  color,  he  is  achromatopic. 

In  order  to  study,  thoroughly,  the  nature  of  the  achromatopsia 
it  is  important  to  show  to  the  patient  a  solar  spectrum.  Is  this 
seen  in  its  normal  extent  ?  or  does  it  appear  shortened  at  one  of 
its  extremities?  Is  it,  in  some  portions,  obscured?  Is  the 
maximum  of  brightness  at  the  same  place  as  with  the  normal  eye? 
These  are  some  of  the  questions  which  you  must  decide  whether 
the  eye  under  examination  is  partially  achromatopic  or  not. 

In  order  to  be  more  sure  you  can  produce  on  the  rotating  disc 
of  Maxwell  a  mixture  of  two  fundamental  colors  which  make  on 
the  eye  the  same  impression  as  a  mixture  of  black  and  white.  If 
such  are  not  to  be  found  then  you  may  know  that  the  eye  is  not 
affected  with  achromatopsia. 

The  method  which  I  employ  for  the  determination  of  the 
perception  of  colors  rests  on  exactly  the  same  principle  as  the 
other  methods  of  examining  the  functions  of  the  eye. 

As  in  determining  the  visual  acuteness  we  endeavor  to  find  the 
smallest  retinal  image  which  it  can  distinguish,  and  in  determining 
the  perception  of  light  we  find  the  minimum  quantity  of  light 
which  makes  a  luminous  impression,  so  for  the  perception  of  colors 
I  find  the  minimum  of  colored  light  necessary  to  produce  the 
sensation  of  that  color,  and  I  express  this  minimum  by  a  number. 
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To  find  this  minimum  of  colored  light  I  employ  a  method 
similar  to  that  which  is  used  in  the  determination  of  the  perception 
of  light,  that  is  to  say,  I  diminish  gradually  the  intensity  of  the 
color.  Now,  to  diminish  the  intensity  of  a  color,  be  it  white  or 
colored,  is  the  same  as  adding  black  to  it.  For  this  purpose  I 
employ  a  modified  disc  of  Maxwell. 

The  apparatus  of  Maxwell  consists  of  a  clockwork  which  sets 
in  rapid  rotation  discs  of  colored  paper,  inserted  one  under  the 
other  so  as  to  leave  part  of  each  exposed.  These  discs  make  fifty 
revolutions  a  second,  and  the  sectors  of  colors  succeed  each  other 
so  rapidly  that  their  retinal  images  can  no  longer  be  distinguished 
as  separate  colors,  but  make  on  the  eye  the  impression  of  the  color 
of  the  mixture  of  all. 

In  1875  I  proposed,  under  the  name"  of  "the  method  of 
minimum  intensities,"  a  procedure  which  consists  in  superposing 
on  the  apparatus  of  Maxwell  a  black  disc  and  a  disc  of  colored 
paper.  By  varying  the  surface  of  the  colored  section  we  can 
express  in  degrees  the  quantity  of  color  which  enters  into  the 
mixture. 

But  it  might  be  objected  that  the  black  of  our  blackest  paper  is 
not  an  absolute  black,  and,  indeed,  the  most  intense  black  which 
we  can  produce  by  means  of  dyes  is  far  from  absolute  black. 

To  do  away  with  this  defect  I  have  devised  the  following 
modification  of  this  procedure.  The  spring  which  sets  the  axle  of 
the  apparatus  in  motion  is  enclosed  in  the  bottom  of  a  deep  box 
lined  throughout  with  black  velvet.  All  the  light  which  enters 
this  box  being  absorbed,  the  interior  represents,  very  perfectly, 
an  absolute  black.  The  anterior  part  is  pierced  by  a  relatively 
small  circular  overture.  The  anterior  extremity  of  the  axle  is 
just  in  the  centre  of  this  opening.  If  a  section  of  color  is  fixed  on 
this  end  and  the  apparatus  put  in  motion  the  color  becomes  mixed 
with  the  black  of  the  box. 

To  obtain,  at  the  same  time,  many  degrees  of  intensity  of  color, 
I  mount  on  the  apparatus  a  piece  of  colored  paper  composed  of 
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five  sectors,  which  diminish  in  size  from  the  centre  to  the 
periphery,  and  which,  in  turning  around  the  axis,  describe  five 
colored  circles  of  intensities  decreasing  from  the  centre. 

We  have  selected  the  sectors  of  such  a  size  that  the  smallest 
mixed  with  the  black  describes  a  circle  which  is  just  at  the  limit 
which  the  normal  eye  can  perceive ;  the  second  is  twice  the  size  of 
the  first,  and  therefore  corresponds  to  a  color  perception  equal  to 
one-half  of  the  normal ;  the  third  is  equal  to  one-fourth  of  the 
normal,  and  so  on  to 

In  experimenting  with  this  apparatus  I  do  not  allow  the 
individual  under  examination  to  see  the  five  colored  rings  at  the 
same  time.  To  prevent  this  the  circular  opening  in  the  box  is 
covered  by  a  diaphragm,  pierced  by  five  openings,  which  are 
provided  with  covers  of  the  same  size.  Each  of  the  concentric 
colored  circles  corresponds  to  one  of  the  openings  in  the 
diaphragm. 

We  put  the  apparatus  in  motion,  all  the  openings  in  the 
diaphragm  being  closed ;  we  then  remove  cover  No.  1,  and  if  the 
individual  under  examination  sees  the  color,  I  estimate  that  his 
faculty  for  the  perception  of  colors  is  normal,  or  =  1.  If  it  is 
necessary  to  uncover  No.  2  in  order  for  the  color  to  be  distin- 
guished the  degree  of  the  perceptibility  wiU  be  =  |-,  and  so  on  to 
^,  ^  and  j^,  according  as  it  is  necessary  to  open  successively  the 
apertures  Nos.  3,  4  and  5.  We  can  thus  determine  easily  and 
rapidly  the  quantity  of  colored  light  which  an  eye  under  examina- 
tion is  capable  of  perceiving,  and  we  are  enabled  to  express  the 
result  obtained  by  a  number. 

It  is  evident  that  we  are  not  obliged  to  limit  ourselves  to  the 
five  sectors  which  we  have  chosen  for  our  determination.  We 
can  increase  the  number  to  any  required  extent.  Moreover,  since 
these  questions  have  begun  to  be  studied  in  ophthalmology,  it  has 
become  easy  to  find  everywhere  colored  papers  of  the  same  degree 
of  saturation.    We  can  therefore  consider  the  color  as  constant. 

It  is  also  evident  that  we  should  take  account  here  of  the 
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general  illumination,  as  we  do  in  the  determination  of  the 
acuteness  of  vision  and  the  perception  of  light.  To  this  end  we 
unite  to  our  chromatometer  a  small  photometer  on  a  primitive 
plan,  which  indicates  at  what  distance  from  the  window  the 
apparatus  must  be  placed  in  order  to  obtain  exact  results. 

This  photometer  consists  of  a  translucent  card  on  which  is 
drawn  a  black  line.  The  card  is  approached  to  the  window  until 
the  black  line  is  seen  by  transmitted  light. 

This  apparatus,  which  I  have  now  used  for  a  considerable  time, 
is  very  simple  and  practical,  and  by  it  we  can  easily  diagnose  the 
different  degrees  of  achromatopsia  and  dyschromatopsia. 
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INDIRECT  VISION  AND  THE  VISUAL  FIELD. 

Gentlemen  : — The  functions  of  the  eye  which  we  have  been 
considering  in  the  preceding  lectures,  visual  acuteness,  refraction, 
and  perception  of  colors,  have  all  relation  to  direct  vision ;  in 
other  words,  we  have  examined  only  the  functions  of  the  macula 
lutea. 

But,  as  the  retina  is  extended  much  beyond  the  macula,  our 
vision  is  far  from  being  limited  to  the  point  of  fixation.  On  the 
contrary,  it  embraces  a  large  extent  at  the  periphery,  in  which 
objects  are  seen  indirectly,  and  this  is  called  the  Visual  Field. 

The  field  of  vision  is,  therefore,  the  space  throughout  which  the 
eye  is  able  to  see  while  its  visual  axis  is  directed  to  a  certain  fixed 
point.  And  as  we  call  direct  vision  that  whi^h  pertains  to  the 
macula,  that  which  belongs  to  the  rest  of  the  retina  is  called 
indirect  or  peripheral  vision. 

We  shall  occupy  ourselves  to-day  with  the  consideration  of 
indirect  vision  and  the  limits  of  the  visual  field. 

Indirect  vision,  although  it  may  be  very  indistinct  and  imperfect 
in  comparison  with  central  vision,  is,  however,  not  less  important 
than  the  latter.  Without  peripheric  vision  we  would  be  in  the 
condition  of  a  man  looking  through  a  long,  narrow  tube  which 
would  allow  of  his  seeing  nothing  but  the  object  to  which  the 
axis  of  vision  was  directed.  It  would  be  impossible  for  him  to 
see  objects  to  one  side  without  an  incessant  turning  of  the  head. 
Imagine  the  great  inconvenience  we  should  experience  in  looking 
about  us  with  such  a  state  of  vision,  that  is,  with  a  visual  field 
restricted  to  central  vision  ! 

14  " 
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We  know  that  without  looking  directly  at  the  earth  we  can 
walk  with  perfect  security  over  the  most  unequal  ground,  and 
avoid  obstacles  as  they  present  themselves  in  our  pathway.  This 
would  not  be  possible  without  the  integrity  of  the  upper  portion  of 
our  relinse,  which  corresponds  to  the  lower  part  of  the  field  of  vision. 

Again,  it  is  the  functional  integrity  of  this  part  of  the  retina 
which  permits  a  player  on  the  piano  to  fix  his  gaze  directly  on  the 
music  he  is  playing,  his  indirect  vision  allowing  him  to  direct  the 
movements  of  his  hands.  If  you  will  try  to  walk,  or  play  the 
piano  with  a  screen  placed  horizontally  below  the  eyes,  you  will  be 
speedily  convinced  of  the  very  important  service  indirect  vision 
renders  us. 

The  movements  which  a  leader  of  an  orchestra  makes  with  his 
haton  are  not,  for  this  reason,  as  superfluous  as  would  at  first  sight 
appear.  The  musicians,  although  they  cannot  turn  their  eyes 
from  the  notes,  perceive,  as  a  shadow,  by  means  of  their  peripheric 
vision,  every  movement  of  their  leader. 

It  would  be  easy  to  multiply  examples,  since  all  our  occupations, 
all  our  movements  in  the  streets  and  in  our  houses  would  be 
difficult  in  the  extreme  if  we  did  not  possess  this  indirect  vision. 
It  is  this,  in  a  word,  which  enables  us  to  avoid  those  things  which 
approach  or  menace  us  from  all  sides. 

The  pathology  of  indirect  vision  is  of  so  much  importance  that 
we  have  reserved  its  consideration  for  a  special  lecture. 

We  should,  however,  in  the  first  place,  know  how  to  examine 
the  field  of  vision  in  regard,  first,  to  its  limits,  and,  second,  to  its 
functions. 

.  We  shall  first  study  the  method  for  measuring  the  extent  of  the 
field  of  vision. 

It  has  been  thought  that  this  could  be  accomplished  by  causing 
the  individual  to  fix  a  point  on  a  blackboard  and  marking  on  the 
board  the  limits  at  which  the  eye  could  distinguish  a  white  object 
gradually  removed  from  the  central  point  of  fixation.  This 
method,  however,  is  very  insufficient  and  inexact. 
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To  convince  yourself  of  ita  insufficiency,  fix  with  one  eye  the 
index  finger  of  the  left  hand,  and  make  movenaents  at  the  same 
time  with  the  right  hand  at  an  angle  of  gradually  increasing  size 
with  the  visual  line.  You  will  then  see  that  on  the  outer  side 
as  well  as  at  the  lower  and  outer  quarter  of  the  visual  field,  the 
eye  can  distinguish  movements  of  the  hand  at  an  angle  of  90 
degrees  and  over.  The  limita  of  these  parts  of  the  visual  field 
could  not,  therefore,  be  determined  by  means  of  a  plane,  since  the 
rays  coming  from  peripheral  objects,  falling  in  the  eye  perpen- 
dicular to  the  visual  line,  are  necessarily  parallel  to  the  plane,  and 
cannot,  consequently,  emanate  from  it. 


Fig.  23. 


90  90 
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Examine  Fig.  23.  Let  PP  be  the  section  of  a  plane  on  which 
the  visual  field  is  to  be  determined.  The  luminous  ray  Ee,  which 
falls  on  the  eye  under  an  angle  of  90°  with  the  visual  line,  cannot 
come  from  the  plane  PP,  since  it  is  parallel  to  it. 

But,  even  if  it  were  possible  to  circumscribe  the  visual  field  on 
a  plane,  this  method  would  yet  be  inexact.  We  do  not  wish 
simply  to  determine  the  limits  of  the  field  of  vision,  but  also  the 
functions  of  the  eccentric  portions  of  the  retina.  For  this 
purpose  we  use  test  objects  analogous  to  those  which  we  employ 
for  central  vision.  Now,  it  is  evident  that  in  moving  either  the 
letters  of  the  test  types  or  colored  squares  along  a  plane  we 
examine  the  different  portions  of  the  retina  under  entirely  different 
conditions ;  the  object  is  further  from  the  retina  in  proportion  as 
it  is  removed  from  the  point  of  fixation.  Thus,  supposing  the  eye 
to  be  30  centimeters  from  the  board,  one  part  (a),  situated  at  40 
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degrees  from  the  macula  (m)  is  39  cm.  {aA)  removed  from  the 
object,  and  a  part  h,  situated  at  80  degrees  from  the  macula,  is 
found  at  a  distance  of  173  centimeters  {hB). 

It  is  only  up  to  a  distance  of  45  degrees  that  the  differences  in 
the  distance  can  be  practically  neglected;  beyond  this  they 
increase  in  such  a  proportion  that  all  comparison  between  direct 
and  indirect  vision  really  becomes  impossible. 

In  order  to  examine  the  visual  field  throughout  the  whole  of  its 
extent,  and  under  such  conditions  as  are  comparable  for  all  points 
of  the  retina,  it  is  evident  that  the  eye  must  be  placed  in  the 
centre  of  a  sphere  one  of  whose  poles  it  fixes. 

The  limits  of  the  visual  field  would  then  be  determined  by 
means  of  the  maximum  angles  under  which  the  objects  would  yet 
be  distinguished,  and  the  functions  of  indirect  vision  would  be 
examined  by  moving  objects  on  the  internal  surface  of  this  sphere. 
This  method  is  the  only  rational  one,  because  the  sphere  allows  us 
to  determine  the  visual  field  up  to  its  extremest  limits,  and  more- 
over, the  test  objects  are  always  at  the  same  distance  from  the 
various  parts  of  the  retina  under  examination. 

Now,  a  sphere  can  be  obtained  in  a  variety  of  ways.  The  most 
practical  form,  however,  is  that  found  in  the  perimeter,  which 
Aubert  was  the  first  to  use,  and  to  which  we  have  given  the 
following  form  (Fig.  24)  :— 

It  consists  essentially  of  an  arc  of  a  circle  of  the  value  of  a 
semi-circumference,  which,  in  turning  about  its  apex,  describes  in 
space  a  hemisphere,  at  the  centre  of  which  is  found  the  eye  under 
examination. 

This  arc  of  the  circle  is  represented  by  P  in  the  figure,  and  its 
apex  is  supported  by  a  column  (A).  In  front  of  this  first  support, 
and  fixed  on  the  same  base,  is  a  second  upright  (B),  of  such  a  height 
that  its  upper  portion,  which  is  bent  slightly  backward,  is  just  at 
the  level  of  the  lower  orbital  wall  when  the  eye  is  at  the  center  (C) 
of  the  arc.  In  order  to  fulfill  this  last  condition  this  shank  (C) 
must  rest  against  the  lower  edge  of  the  corresponding  orbit.  For 


INDIEECT  VISION  AND  THE  VISUAL  FIELD.  205 


fixing  the  chin  there  is  a  cross  piece  of  wood  which  glides  up  and 
down  on  the  upright  (B).  This  piece  has  two  depressions,  one  on 
each  side  of  C,  for  the  chin  to  rest  in. 

If  you  are  examining  the  left  eye,  for  example,  the  chin,  in 
order  that  the  head  be  held  erect,  must  rest  in  the  depression  on 
the  right  side.  The  cross  piece  should,  therefore,  be  sufficiently 
elevated,  so  that  when  the  head  is  resting  on  it  the  lower  portion 

Fig.  24. 


of  the  left  orbit  should  be  at  the  level  of  the  top  of  the  shank,  and 
in  contact  with  it.  In  this  way  the  optical  centre  of  the  eye 
is  at  the  centre  (0)  of  the  hemisphere  which  the  arc  describes 
when  turning  about  its  axis. 

The  arc  is  divided  into  degrees,  starting  from  0°,  which  marks 
its  apex,  up  to  90°  on  both  sides.  The  divisions  are  marked  on 
the  outside  of  the  arc. 

The  inclination  of  the  arc  to  the  meridian  is  read  off  on  a  small 
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dial  which  is  placed  vertically  on  the  outside  of  the  arc  at  its  apex, 
having  the  apex  as  a  centre.  Around  the  face  of  this  dial  moves 
a  pointer  (I)  parallel  to  the  plane  of  the  arc  and  turning  with  it. 

The  inner  surface  of  the  arc  is  blackened,  save  at  the  point  of 
fixation.  The  object  which  is  used  to  examine  the  indirect  vision, 
white  or  colored  paper,  figures  or  letters,  can  be  moved  by  forceps, 
or  can  be  placed  in  a  small  frame  which  glides  along  the  arc,  and 
whose  posterior  arm  indicates  the  corresponding  degree  on  the 
outer  side. 

For  delicate  measurements  in  the  neighborhood  of  the  yellow 
spot  the  divisions,  up  to  about  20°  from  the  centre,  are  in  half 
degrees.  It  was  by  means  of  this  division  that  I  made  my 
determinations  of  the  distance  between  the  macula  and  optic 
nerve.  For  the  determination  of  the  limits  of  the  visual  field  we 
proceed  as  follows  : — 

The  head  being  fixed  as  indicated  previously,  and  the  eye  to  be 
examined  being  placed  in  the  centre  of  the  arc  of  the  perimeter, 
we  cover  the  other  eye  with  a  bandage  rather  than  with  the  hand 
or  a  handkerchief,  the  thickness  of  which  latter  is  likely  to  restrict 
somewhat  the  inner  portion  of  the  visual  field. 

We  then  request  the  patient  to  fix  accurately  the  white  spot 
marked  on  the  centre  of  the  arc,  while  the  examiner,  placing  him- 
self behind  the  perimeter,  controls  with  the  greatest  care  the 
direction  of  the  eye  and  checks  its  least  movemeots  from  this  posi- 
tion. Then,  the  arc  of  the  perimeter  being  held  in  a  certain 
plane,  the  horizontal,  for  example,  the  test  object  is  advanced  from 
the  periphery  toward  the  apex,  up  to  the  point  where  it  is  recog- 
nized by  the  eye  under  examination.  This  point  marks  the  limit 
of  the  visual  field  for  the  corresponding  meridian.  The  examina- 
tion being  completed  for  one  side  of  the  arc,  it  is  made  in  the  same 
manner  for  the  other. 

Another  plane  is  then  taken,  and  the  limit  found  at  which  au 
object  is  recognized  when  approached  from  the  periphery  toward 
the  centre. 
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Ordinarily  it  is  sufficient  to  examine  only  four  meridians,  the 
horizontal,  the  vertical  and  two  intermediate,  that  is  to  say,  a 
meridian  for  every  45  degrees. 

The  field  of  vision,  thus  determined,  is  transcribed  on  a  diagram 
which  represents  the  projection  of  a  sphere  on  a  plane  surface 


Fig.  25. 


{polar  equidistant  projection)  ^Fig.  25).  This  diagram  consists 
of  a  series  of  concentric  circles  cat  by  numerous  radii,  or  rather 
diameters.  The  centre,  zero,  of  the  figure  corresponds  to  the 
point  of  fixation,  and  the  diameters  to  the  different  planes  of  the 
arc,  or  the  meridians  in  which  measurements  have  been  made. 
At  the  extremity  of  each  diameter  is  a  number  indicating  the 
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degree  of  inclination  of  the  corresponding  meridian  to  the 
vertical ;  this  division  corresponds  necessarily  to  that  of  the  dial 
of  the  perimeter.  The  radii  are  themselves  divided,  counting 
from  the  centre,  into  equal  parts,  each  part  corresponding  to  5°  of 
the  divisions  on  the  arc ;  0°  representing  the  apex  and  90°  its 
extremity. 

It  is  easy,  in  this  manner,  to  represent  on  the  diagram  the 
results  of  an  examination  of  the  visual  field.  Two  diagrams  are 
usually  placed  side  by  side  on  the  same  sheet  of  paper,  the  one  on 
the  right  hand  representing  the  right  eye,  the  left  one  the  left  eye. 
The  external  part  of  the  visual  field  of  the  right  eye  is  repre- 
sented by  the  right  side  of  the  corresponding  figure,  the  inner 
part  by  the  left  side ;  the  reverse  is  the  case,  of  course,  for  the 
other  eye. 

Suppose  we  are  examining  the  right  eye ;  we  have  examined 
the  horizontal  meridian,  and  found  85°  on  the  outer  side  and  40° 
on  the  inner.  We  now  find  on  the  horizontal  diameter,  in  the 
figure  on  the  right  hand,  the  division  numbered  85°  and  mark  it, 
and  at  the  same  time  mark  40°  on  the  left  side.  We  then  pass 
on  to  the  intermediate  meridians,  to  the  one,  for  example,  inclined 
45°  to  the  right  on  the  upper  part,  and  find  on  the  diagram  the 
corresponding  diameter,  and  mark  on  it  the  degrees  which  have 
been  found  to  limit  the  visual  field  in  that  direction.  After 
having  found  and  marked  the  degrees  corresponding  to  each 
meridian  we  have  only  to  unite,  by  a  continuous  line,  the  difi'erent 
points  marked,  to  have  the  limits  in  all  directions  of  the  field  of 
vision. 

The  inner  curve  of  Figure  25  was  obtained  in  this  mann,er,  and 
marks  the  extent  of  the  visual  field  of  my  right  eye  when  I  fix 
accurately  the  apex  of  the  arc  (the  centre  of  the  figure).  The 
extent  of  my  visual  field  is  as  follows :  outward  95°  ;  upward  53°  ; 
inward  47°  ;  downward  65°. 

We  thus  see  that  the  visual  field  is  far  from  being  circular,  as 
one  would  suppose  it,  a  priori,  to  be.    It  has  its  greatest  extent 
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outward  and  at  the  lower  external  portion.  The  upper,  and 
particularly  the  inner  part  are  much  more  restricted. 

We  would  be  likely  to  attribute  the  limitation  upward  and 
inward  to  the  presence  of  the  cranial  bones ;  and  the  superior 
edge  of  the  orbit  and  bridge  of  the  nose  do  interpose,  indeed,  a 
considerable  obstacle  to  indirect  vision. 

The  influence  of  the  nose,  however,  can  be  eliminated  by  a  slight 
rotation  of  the  chin-support  around  its  axis.  In  order  to  avoid 
all  obstacles  a  point  must  be  fixed  for  each  meridian  at  30°  in 
the  opposite  direction  to  that  under  measurement.  Under  these 
conditions  a  curve  is  obtained  as  represented  in  the  outer  curve 
in  the  figure.  But  you  see  that  in  spite  of  all  these  precautions 
the  field  of  vision  yet  remains  restricted  in  the  directions  indicated. 

This  is  due,  in  part,  to  the  fact  that  the  retina  does  not  come  so 
far  forward  on  the  outer  as  on  the  inner  side  of  the  globe,  but  the 
principal  reason  is  that  the  outer  part  is  less  used  than  the  inner. 
When  we  see  (in  indirect  vision)  to  the  left  side,  it  is  not  with  the 
external  part  of  the  retina  of  the  right  eye,  but  with  the  internal 
portion  of  the  retina  of  the  left  eye,  while  the  external  part  of  the 
left  eye  is  replaced  by  the  inner  part  of  the  right  eye.  It  follows 
that  the  functions  of  the  parts  less  exercised  are  less  developed, 
and  that  the  visual  field  corresponding  to  these  parts  is  less 
extended.  This  explanation,  which  I  gave  in  1872,  has  been 
recently  confirmed  by  the  experiments  of  Bonders. 

After  having  thus  determined  the  limits  of  indirect  vision,  we 
must  examine  its  functions,  following  the  same  principles  which 
have  guided  us  in  the  determination  of  direct  vision. 

The  aouteness  of  vision  of  the  peripheral  parts  of  the  retina  has 
only  recently  been  made  the  subject  of  research.  When  in 
Utrecht  I  made  examinations  of  this  kind  with  my  friend  Ito. 
We  used,  as  test  objects,  two  small  black  squares  on  a  white 
ground,  identical  with  those  in  Nos.  I,  II,  III,  IV,  in  Figure  26. 

These  were  introduced  successively  in  the  frame  of  my  peri- 
meter, and  we  determined,  separately,  the  degree  at  which  the  two 
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squares  could  be  distinguished  from  each  other.  It  was  astonish- 
ing to  see  to  what  a  short  distance  it  was  necessary  to  approach 
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these  objects  toward  the  centre  in  order  that  the  two  points  be 
distinguished  from  each  other. 

The  diagram  (Fig.  27)  indicates  for  my  right  eye  the  limits  of 
the  different  visual  fields  for  each  size  of  the  object ;  the  figures 
nearest  the  centre  of  the  diagram  correspond  to  size  No.  IV,  the 

Fig.  27. 


second  to  No.  Ill,  the  third  to  No.  II,  and  the  external  one  to  No. 
I.  These  experiments  show  us  that  the  visual  acuteness  is  better 
developed  in  the  upper,  and  upper  and  outer  parts  of  the  retma, 
while  it  is  less  developed  in  the  lower  and  outer. 

The  perception  of  colors  of  the  eccentric  parts  of  the  retina  is 
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determined  by  introducing  into  the  frame  of  the  perimeter  variously- 
colored  papers,  and  bringing  them  from  the  periphery  toward  the 
centre  until  that  color  is  recognized.  It  has  been  found  that  the 
curves  corresponding  to  the  various  colors  differ  notably  from  the 
limits  of  the  general  field  of  vision,  that  is  from  that  of  white 
light. 

By  using  brilliantly-colored  papers  about  four  centimeters  square, 
we  have  shown  that  at  first  the  normal  eye  recognizes  the  move- 
ments of  objects  at  the  periphery  a  long  time  before  it  can 
distinguish  their  colors. 

Starting  from  the  periphery,  blue  is  the  color  which  is  first 
recognized ;  its  visual  field  extends  nearly  up  to  the  limit  of  the 
general  visual  field.  After  that  comes  bright  yellow,  which 
appears,  at  first,  as  white.  Orange  appears  for  a  long  time  as 
yellow  before  it  is  recognized  in  its  true  tint. 

Eed,  which  follows  next  in  order,  appears  first  as  almost  black, 
afterward  as  deep  brown,  brown,  and  finally  as  red.  The  field  of 
green  is  still  more  limited  than  that  of  red.  At  the  periphery  it 
generally  makes  an  impression  of  white  or  gray ;  nearer  tlie 
centre  bright  green  appears  yellow ;  deep  green  as  grayish  blue. 
It  is  only  afterward  that  it  is  recognized  as  green. 

Violet  for  a  long  while  gives  the  impression  of  blue,  before  it  is 
distinguished  as  violet ;  its  limits  are  the  more  extended  the  purer 
the  shade. 

In  practice  it  suffices  to  measure  the  visual  fields  of  green,  red 
and  blue,  because,  as  we  have  shown,  the  field  of  yellow  differs 
generally  but  little  from  the  blue,  and  that  of  orange  is  always 
found  between  the  limits  of  yellow  and  red ;  violet  is  not  a  good 
color  for  practical  experiments. 

You  will  see  in  the  diagram  (Fig.  28)  the  curves  which  mark 
the  limits  of  the  visual  fields  of  the  three  colors.  These  are  the 
mean  limits  which  I  have  deduced  from  the  examination  of  a 
number  of  normal  eyes.  All  that  part  comprised  between  the 
centre  (point  of  fixation)  and  each  curve  indicates  the  color  of  a 
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square ;  the  rest  of  the  retina  could  not  distinguish  it  (under  the 
conditions  indicated  previously). 


White  — — 

Red-   

Green  —  — — 


ISO 


It  is  a  great  mistake  to  suppose  that  the  perception  of  each 
color  throughout  the  whole  extent  of  the  retina  is  as  vivid  as  at 
the  centre.  There  is  a  great  diflFerence  in  the  appearance  of  the 
same  color,  according  as  it  is  viewed  directly  or  at  one  side.  The 
curves  only  indicate  the  limits  of  the  visual  field  where  the  indi- 
vidual under  examination  gives  the  color  its  true  name,  but  it  is 
then  far  from  being  pronounced.  It  only  becomes  of  its  deepest 
intensity  in  direct  vision. 

It  was  for  a  long  time  thought,  and  you  will  find  it  stated  in 
many  text-books  on  ophthalmology  and  physiological  optics, 
that  the  periphery  of  the  retina  is  achromatopic.  They  have 
even  gone  further,  and  founded  on  this  supposition  a  theory  of  the 
physiology  of  the  retina.    Since  in  the  parts  nearer  the  macula 
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the  conea  predominate,  while  they  are  almost  completely  wanting 
at  the  periphery,  it  was  concluded,  without  hesitation,  that  the 
cones  were  designed  for  the  perception  of  colors,  while  the  rods 
were  only  charged  with  the  quantitative  perception  of  light. 

"What  we  have  found  in  our  experiments  with  colored  papers  of 
a  given  size  and  moderate  illumination  is  true  only  under  certain 
special  conditions.  We  have  already  shown  that  our  limits  of 
colors  can  undergo  some  changes  under  the  influence  of  an  altered 
illumination,  and  the  background  on  which  it  is  seen ;  the  visual 
field  of  each  color  increases  as  the  color  is  more  intense  and  better 
illuminated. 

In  order  to  determine  to  what  degree  the  visual  field  can  be 
increased  under  these  conditions,  we  have  examined  our  retina  in 
a  perfectly  dark  room.  The  direct  sunlight  was  only  admitted 
through  a  slit,  and  formed,  by  passing  through  a  prism,  a  solar 
spectrum  of  great  intensity.  From  this  spectrum  we  isolated  the 
different  colors,  and  letting  them  fall  on  the  periphery  of  our 
retina  we  have  demonstrated  the  important  fact  that  all  colors  are 
recognized  up  to  the  limits  of  the  field  of  vision,  if  they  are  of 
sufficient  intensity,  of  sufficient  size,  and  have  the  proper  contrast 
with  the  background  or  with  the  general  illumination. 

It  results  from  this  discovery  that  the  supposed  special  function 
of  the  rods  and  cones  has  no  existence,  and  that,  in  each  examina- 
tion of  this  character  we  should  indicate,  exactly,  the  nature  of 
the  light  employed,  its  degree  of  saturation,  its  intensity,  its  size, 
as  well  as  the  character  of  the  ground  on  which  it  appears,  and 
the  illumination  of  the  room  in  which  the  experiment  is  made. 

It  is  evident  that  in  practice  we  have  never  need  of  colors  of 
maximum  intensity.  Colored  papers  about  four  centimeters 
square  are  the  best  for  the  examination  of  pathological  cases, 
provided  we  always  indicate  the  degree  of  illumination,  the  nature 
of  the  color,  and  its  distance  from  the  eye.  The  results  thus 
obtained  will  then  be  directly  comparable  with  those  which  the 
healthy  eye  furnishes  under  the  same  conditions. 
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If  you  compare  the  functions  of  indirect  vision  with  those  of 
central  vision  under  the  influence  of  a  diminution  of  illumination, 
you  will  find  a  certain  analogy  between  the  increasing  indistinct- 
ness with  which  the  forms  and  colors  of  objects  are  distinguished 
when  they  are  removed  from  the  point  of  fixation  toward  the 
periphery,  and  the  difficulty  with  which  they  are  seen  directly 
when  the  illumination  is  enfeebled.  It  is  especially  since  I  have 
shown  that  the  imperfectness  in  the  perception  of  colors  in  indirect 
vision  was  simply  the  result  of  lack  of  luminous  intensity,  that 
attempts  have  been  made  to  explain  all  difi"erences  which  exist 
between  direct  and  indirect  vision  by  the  relative  weakness  of 
illumination  of  the  peripheral  part  of  the  retina. 

We  would  say,  that  between  the  functions  of  direct  and  indirect 
vision  there  is  no  difference  of  kind,  but  only  of  degree,  the 
eccentric  parts  of  the  retina  having  need,  to  respond  to  excitations 
of  the  same  nature,  of  a  greater  quantity  of  the  excitant.  In 
other  words,  it  is  thought  that  the  perception  of  light,  the  percep- 
tion of  colors,  and  the  perception  of  forms  (visual  acuteness) 
diminish  in  equal  proportion,  be  it  through  a  diminution  of  illumi- 
nation, or  a  gradual  removal  of  the  object  from  the  point  of 
fixation. 

As  regards  the  perception  of  light  in  the  different  portions  of 
the  retina,  I  determined,  by  means  of  a  plan  which  I  have  explained 
elsewhere,*  the  minimum  quantity  of  light  necessary  to  produce  a 
luminous  impression  on  the  different  portions  of  the  retina,  by 
removing  it  gradually  from  the  centre  toward  the  periphery. 

I  have  found  that  the  perception  of  light  remains  almost  exactly 
the  same  throughout  the  whole  extent  of  the  retina. 

After  I  had  determined  the  visual  acuteness  and  the  perception 
of  colors  in  an  eccentric  portion  of  the  retina,  and  afterward 
diminished  the  illumination  just  sufficiently  to  make  the  central 
acuteness  of  vision  equal  to  that  previously  determined  for  that 
particular  eccentric  part,  with  that  diminished  illumination  I  deter- 
*  Wecker  and  Landolt— Trait6  complet.  d'ophthalmologie 
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mined  the  perception  of  colors  for  central  vision.  These  experi- 
ments demonstrated  that  the  two  sensibilities,  at  the  centre,  and 
at  the  peripheral  portions  of  the  retina,  do  not  vary  in  the  same 
proportions.  For  an  equal  visual  acuteness,  the  perception  of 
colors  is  much  more  acute  at  the  periphery  than  at  the  centre,  or 
reciprocally,  for  an  equality  in  the  perception  of  colors,  the  acute- 
ness of  vision  is  much  better  in  direct  vision  than  in  indirect  vision. 
The  acuteness  of  visiouj  therefore,  diminishes  much  more  rapidly 
in  removing  the  object  from  the  point  of  fixation,  than  in  diminish- 
ing the  illumination  of  the  object. 

My  experiments  have  proven  that  there  is  an  essential  differ- 
ence between  the  functions  of  the  centre  and  those  of  the  eccentric 
portions  of  the  retina.  While  the  perception  of  light  is  nearly 
the  same  throughout  the  entire  sensitive  portion  of  the  retina,  the 
perception  of  colors  is  much  less  vivid  in  the  eccentric  portions 
than  at  the  centre,  and  diminishes  progressively  in  proportion  as 
they  approach  the  periphery  of  the  visual  field.  The  visual  acute- 
ness (perception  of  form)  finally  diminishes  more  rapidly  toward 
the  periphery  than  the  perception  of  colors. 

Take,  for  example,  my  right  eye,  with  all  three  functions  at  the 
centre  =  1.  The  perception  of  light  at  a  part  30°  from  the 
centre  will  be  also  =  1,  the  perception  of  colors  =  -j^^,  and 
the  visual  acuteness  = 

Although  these  figures  have  only  a  relative  value,  the  fact  that 
of  the  three  functions  the  perception  of  light  remains  the  most 
constant,  while  the  perception  of  colors  and  the  visual  acuteness 
diminish  rapidly  toward  the  periphery  of  the  retina,  the  latter 
more  than  the  former,  is  incontestably  established  by  my  experi- 
ments. 

The  fact  is  of  the  greatest  importance  for  the  explanation  of 
the  different  functions  of  the  retina.  It  proves  that  these  three 
functions  are  entirely  distinct  from  each  other  and  cannot  be 
reduced  to  a  single  one,  as  we  would  be  tempted  to  believe.  On 
the  contrary,  we  are  justified  in  believing  that  there  are  different 
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nervous  elements,  distributed  in  a  different  manner  tbrougbout  tbe 
extent  of  the  retina,  presiding  over  the  three  different  functions  of 
the  organ  of  vision. 

We  will  now  return  to  the  application  of  perimetry  to  practical 

ophthalmology. 

After  having  determined  the  limits  of  the  field  of  vision,  we 
must  take  care  to  find  if  there  exist  any  defects  or  acotomata  within 
these  limits.  This  examination  will  not,  I  think,  offer  any  diffi- 
culty, and  it  suffices  to  abstract,  for  the  different  meridians,  the 
limits  between  which  the  objects  or  colors  distinguished  most 
peripherally  disappear. 

There  is  one  of  these  defects  which  is  physiological,  and  of  the 
existence  of  which  you  should  be  aware;  it  is  the  one  which 
corresponds  to  the  entrance  of  the  optic  nerve,  and  which  is 
known  under  the  name  of  the  punctum  ccemm  or  Mariotte's  spot. 
You  are  aware  that  the  optic  papilla  is  to  the  inner  side  and  a 
little  above  the  macula;  you  should  find,  consequently,  a  corre- 
sponding defect  in  the  visual  field,  outward  and  slightly  below  the 
point  of  fixation ;  in  fact,  it  is  generally  found  15°  outward  and  3° 
below  the  fixation  point,  in  the  emmetropic  eye. 

In  Fig.  23,  for  example,  which  represents  the  right  eye,  m  is 
the  macula,  x  corresponds  to  the  optic  nerve,  and  X  to  the  position 
of  the  spot  of  Mariotte  on  the  plane  PP.  It  is  15°  from  the 
point  of  fixation  0.  From  a  large  number  of  experiments  which 
I  have  made  on  this  subject,  and  from  those  made  by  Dobrowolsky, 
this  interval  is  greater  in  hypermetropes  and  smaller  in  myopes. 

On  a  plane  situated  at  thirty  centimeters  from  the  cornea  you 
first  encounter  it  at  about  8  cm.  from  the  point  of  fixation.  You 
can  describe  its  limits  by  moving  in  different  directions  on  the 
plane  the  point  of  a  pencil,  and  marking  the  places  where  the  point 
begins  to  disappear.  I  have  marked  out  in  this  manner,  a  great 
number  of  times,  my  blind  spot,  and  measured  itB  size,  it  is 
oval  in  form,  with  its  greatest  diameter  vertical.  For  my  right 
eye,  and  at  a  distance  of  thirty-five  centimeters  from  the  cornea 
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to  tlie  plane  of  projection,  its  mean  height  is  fifty-two  millimeters, 
and  its  breadth  forty-four  mm.  This  experiment  is  easy  to  make, 
although  the  limits  in  certain  directions  are  difficult  to  mark  with 
precision,  on  account  of  the  emergence  of  the  retinal  vessels,  the 
trunks  of  which  stop  the  light. 

Moreover,  in  the  interior  of  the  visual  field  there  are  physio- 
logical defects,  due  to  the  presence  of  vessels  at  the  place  where 
the  image  of  the  point  under  consideration  should  fall. 
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MCTURE  XV. 


THE  VISUAL  FIELD  (Continued). 

.  Gentlemen  :— Now  tliat  we  have  learaed  how  to  examine  the 
limits  and  functions  of  indirect  vision,  it  remains  to  make  an 
application  of  this  knowledge  to  the  numerous  pathological  cases 
in  which  it  is  liable  to  be  affected.  We  shall  speak  of  it  briefly, 
bringing  forward  only  the  more  important  facts,  since  there  is 
scarcely  a  lesion  of  the  interior  of  the  eye  which  is  not  accom- 
panied by  perimetric  symptoms ;  and  moreover,  all  the  diseases 
of  the  brain  and  spinal  cord  which  are  manifested  by  symptoms 
in  the  organ  of  vision  commence  by  some  abnormality  in  the  form 
and  functions  of  the  visual  field. 

Among  the  diseases  purely  ocular  we  cite,  in  the  first  place, 
glaucomi  One  of  the  first  symptoms  of  this  disease  is  a  restric- 
tion of  the  visual  field,  which  is  limited  to  one  side,  and  particu- 
larly to  the  inner  and  upper  portion.  This  symptom  is  so  char- 
acteristic that  in  doubtful  cases  it  is  especially  depended  on  in 
making  a  diagnosis,  though  there  are  exceptions  where  the  limit- 
ations are  found  outward  and  a'  little  below. 

Hemorrhages  into  the  tissue  of  the  retina  necessarily  cause  a 
complete  abolition  of  vision  in  the  parts  affected.  This  is  mani- 
fested by  a  fixed  scotoma  in  the  visual  field.  The  perimeter 
becomes,  in  such  a  case,  a  valuable  means,  more  delicate  than  the 
ophthalmoscope  even,  for  following  the  progress  of  the  trouble,  as 
is  directly  indicated  by  the  increase  or  diminution  in  the  size  of 
the  scotoma.  So  long  as  the  limits  of  the  scotoma  are  indistinct 
and  variable  the  morbid  process  is  still  in  action. 

Another  very  common  affection  is  manifested  by  scotomata  iu 
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the  visual  field,  and  that  is  choroiditis  disseminata,  which  rarely 
passes  away  without  leaving  some  alteration  in  the  retina.  It 
manifests  itself  at  first  at  the  periphery,  where  the  ophthalmoscope 
is  frequently  powerless  to  show  us  anything.  Now,  even  at  this 
early  period,  the  perimetric  examination  shows  its  existence  by 
the  irregularity  of  the  limits  of  the  field  of  vision,  or  by  the 
•piresence  of  peripheric  scotomata. 

The  commencement  of  these  scotomata  is  manifested  particu- 
-larly  when  the  examination  is  made  by  means  of  objects  which 
■  offer  but  Httle  contrast  to  the  black  ground  of  the  perimeter  on 
which  they  are  seen.  Thus,  for  instance,  when  the  examination 
is  made  by  means  of  a  graty  or  red  paper,  scotomata  sometimes 
reveal  themselves  which  are  not  perceptible  when  a  white  disk  is 
used.  '    ■  ■ 

There  is  no  affection  of  the  retina  whose  progress  cannot  be 
traced  in  the  field  of  vision.  Detachment  of  the  retina,  for 
example,  necessarily  involves  the  loss  of  that  part  of  the  visual 
field  corresponding  to  it.  You  have  here  the  visual  field  of  a 
detachment  of  the  lower  portion  of  the  retina.  It  is  restricted,  as 
you  see,  above.  This  one,  which  is  narrowed  considerably  through- 
out its  whole  extent,  corresponds  to  a  detachment  extending  around 
the  optic  nerve.  It  is  in  the  form  of  a  funnel,  at  the  bottom  of 
which  is  the  optic  nerve.  As  in  the  ophthalmoscopic  image  the 
papilla  forms  the  centre  of  the  detachment,  so  in  the  diagram,  the 
spot  of  Mariotte  forms  the  centre  of  the  narrowed  field  of  vision. 

Frequently  the  diagnosis  of  a  detachment  of  the  retina  is  of 
very  great  importance,  as  in  cataract,  for  instance,  where  it  ia 
desirable  to  know  whether  to  undertake  an  operation  for  its  relief 
or  not.  In  this  case  an  examination  of  the  visual  field  is  the  only 
means  we  have  of  making  a  diagnosis.  We  can  make  this 
examination  by  causing  the  patient  to  fix  a  luminous  point  while 
we  throw  on  the  eye,  by  means  of  a  small  mirror,  the  light  from 
a  lamp.  By  varying  the  position  of  the  mirror  we  can  give  to 
the  light  all  desired  directions,  and  thus  examine  the  perception 
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of  light  tlirougliout  the  entire  extent  of  the  retina.  If  the 
perception  of  light  is  preserved  we  know  that  there  is  no  detach- 
ment or  other  serious  disease  of  the  fundus. 

The  importance  of  perimetry  in  detachment  of  the  retina  does 
not  consist,  moreover,  solely  in  the  diagnosis  of  this  condition  ;  it 
is  of  special  importance  in  prognosis.    If  the  restriction  of  the 
visual  field  is  greater  than  the  detachment  as  made  out  with  the 
ophthalmoscope,  this  proves  to  us  that  a  part  of  the  retina 
situated  beyond  the  visible  detachment  has  already  lost  its  sensi- 
bility; consequently  we  should  expect  a  rapid  progressive  increase 
of  the  detachment.    In  the  cases,  on  the  contrary,  where  a  part 
of  the  detached  retina  is  still  sensitive,  the  prognosis  is  more 
favorable.    Sometimes,  under  the  influence  of  appropriate  treat- 
ment and  an  absolute  quiet  on  the  part  of  the  patient,  with 
seclusion  in  a  dark  room,  the  retina  replaces  itself  and  resumes  its 
functions. 

It  is  characteristic  of  the  visual  field  of  the  detached  retina  that 
the  various  functional  limits  are  found  at  the  same  place.  The 
visual  field  of  colors,  which  is  normally,  and  in  a  large  number  of 
pathological  conditions,  nearly  parallel  to  the  external  limits  of 
the  general  visual  field,  is  cut  off  short  at  the  place  where  it 
enters  the  detachment. 

A  striking  example  of  the  correspondence  between  the  ophthal- 
moscopic and  perimetric  signs  is  found  in  the  following  case,  whose 
visual  fields  you  see  here.  A  foreign  body  had  entered  the  eye, 
and  lacerating  the  retina  and  choroid,  had  lodged  in  the  sclerotic. 
A  large  extravasation  of  blood  hid  the  lacerated  parts,  as  well  as 
the  foreign  body.  At  this  period  the  first  visual  field  was  taken. 
It  shows  a  deficiency  similar  in  form  to  the  extravasation,  except 
that  it  is  ragged.  Some  days  after,  the  blood  began  to  be  absorbed 
and  the  relief  to  the  retina  adjacent  was  manifested  immediately 
by  a  diminution  of  the  scotoma. 

Later,  the  greater  part  of  the  extravasation  was  separated  from 
the  point  of  lesion.    We  have,  consequently,  a  scotoma  which 
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corresponds  to  that,  detached  from  the  peripheral  scotoma  caused 
by  the  laceration.  Finally,  when  all  the  blood  was  absorbed,  this 
scotoma  disappeared  and  there  only  remained  the  scotoma  from 
the  wound.  We  then  permitted  the  patient  to  leave  the  clinic, 
certain  that  we  had  obtained  all  the  amelioration  possible  in  the 
case,  since  we  could,  evidently,  not  hope  to  reestablish  the  function 
of  the  lacerated  part  of  the  retina. 

All  inflammations  of  the  retina  find  their  expressions  in  the 
field  of  vision,'  by  affecting  its  form,  limit  and  functions,  but 
especially  the  relations  which  exist  between  central  vision  and 
peripheric  vision  on  the  one  hand,  and  on  the  other,  between  the 
visual  fields  of  the  various  colors  and  the  limits  of  the  field  of  vision 
in  general.  Thus,  we  see  retinitis  pigmentosa  accompanied  by  a 
concentric  restriction  of  all  the  functions  of  the  retina,  and  this 
restriction  approaches  more  and  more  toward  the  centre,  the 
visual  acuteness  of  which  remains  for  a  long  time  quite  good, 
there  being  no  scotomata,  and  no  irregularities  in  the  boundary  of 
the  visual  field. 

Syphilitic  and  Bright's  retinitis,  on  the  contrary,  attack  direct 
vision  at  the  beginning,  leaving  the  outer  parts  of  the  visual  field 
for  a  long  time  intact.  The  perception  of  colors  is  altered  in  such 
a  manner  that  the  limits  of  the  different  colors  are  very  indistinct, 
sometimes  crossing  and  frequently  changing  their  places. 

Scotomata  are  hardly  ever  lacking  in  apoplexies,  infiltrations 
and  degenerations  of  the  retina. 

When  the  optic  nerve  takes  part  in  morbid  processes  we  find 
an  increase  in  the  size  of  Mariotte's  blind  spot,  resulting  from  an 
exudation  into  the  retinal  tissue  in  the  immediate  vicinity  of  the 
optic  papilla. 

No  doubt  perimetry  would  throw  some  light  on  those  cases  of 
amblyopia  without  any  known  cause,  and  where  the  ophthalmo- 
scope shows  us  nothing.  It  will  be  the  same,  I  hope,  in  toxic  and 
hysteric  amblyopia,  and  amblyopia  in  consequence  of  great  loss  of 
blood  and  insufficient  nutrition — diseases  the  nature  of  which  is 
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very  obscure.    In  these  instances  the  perimetric  phenomena  have 
the  same  significance  as  in  atrophy  of  the  optic  nerve. 

We  will  call  attention,  in  passing,  to  the  central  scotoma  caused 
by  an  alteration  at  the  macula  with  extension  of  the  blind  spot 
in  posterior  choroiditis,  which  is  so  frequently  the  cause  of 
progressive  myopia ;  the  central  scotoma  which  is  produced  by 
embolism  of  the  central  artery  of  the  retina,  hypersemia  or  hemor- 
rha<^e  at  the  macula ;  the  peculiar  scotoma  of  toxic  amblyopia— 
a  central  scotoma  of  small  extent,  affecting  frequently  only  the 

perception  of  red. 

But,  independently  of  its  utility  in  the  diagnosis  of  diseases  of 
the  eye,  properly  speaking,  the  perimeter  has  yet  another 
important  application.    You  are  aware  of  the  great  hopes  that 
were  raised  by  the  discovery  of  the  ophthalmoscope  for  the 
diagnosis  of  diseases  of  the  brain  by  this  instrument.    You  know, 
also,  that  these  hopes  have  not  been  realized  to  the  extent  we  had 
expected.    The  cause  for  this  is  easily  explained.    There  are  only 
about  five  different  conditions  of  the  optic  nerve  which  are 
distinguishable  by  means  of  the  ophthalmoscope,  while  it  ought  to 
reveal  at  least  ten  separate  cerebral  diseases  (making  abstraction 
of  the  infinite  varieties  of  seat  and  extent).    It  is  here  that  peri- 
metry comes  to  the  aid  of  the  ophthalmoscope,  and  the  two  methods 
united  have  already  considerably  increased  the  number  and  value 
of  the  symptoms  relative  to  cerebral  diseases  as  manifested  in 
the  eye. 

Thus,  a  concentric  restriction  of  indirect  vision,  accompanied  by 
a  diminution  of  visual  acuteness,  indicates  frequently  a  neuritis 
of  the  extra-bulbar  portion  of  the  optic  nerve,  of  which  the  oph- 
thalmoscope shows  no  trace.    An  atrophy  of  the  nerve  can  follow 
1 1  this  inflammation  without  our.  being  able  to  observe  at  the  fundus 

of  the  eye  any  signs  of  the  neuritis. 
'  .  The  autopsy  furnishes  the  proof  of  the  diagnosis  by  showing  a 
I  .  destruction  of  the  extra-ocular  nerve  fibres,  hypertrophy  of  the 
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connective  tissue,  and,  as  a  principal.,  cause,  the  existence  of  an 
encephalic  aflfection. 

The  most  frequent  symptom  which  the  ophthalmoscope  shows 
us  in  these  cases  of  cerebral,  disease  is  atrophy  of  the  papilla. 
The  white,  flat  papilla,  with  thin  vessels,  may  be  the  result  of 
various  diseases  of  the  nervous  system  and  the  encephalon,  without 
the  ophthalmoscope  being  able  to  indicate  to  us  the  special  cause. 
In  those  frequent  cases  where  the  vision  is  not  completely  lost  we 
can  employ  the  perimeter  with  advantage. 

Atrophy  of  the  optic  nerve  from ;  peripheral  causes,  that  is,  in 
consequence  of  an  alteration  of  a  part  external  to  the  chiasma, 
affects  different  parts  and  different  functions  of  the  retina  in  very 
various  ways.  The  visual  •  field  can  preserve  a  relatively  large 
extent,  in  spite  of  the  nearly  Complete  obliteration  of  central 
vision.  The  limits  are  generally  very  irregular  and  present 
sinuosities.  Sometimes  a  sector  of  the  visual  field  is  wanting.  I 
Now,  in  all  these  cases  the  prognosis  depends  solely  on  the 
perception  of  colors.  If  the  visual  field  of  all  the  colors  is  little, 
altered,  especially  if  its  limits  do  not  run  parallel  with  the  irregu-' 
larities  of  the  external  limits  of  the  general  visual  field,  the  prog- 
nosis is  favorable,  that  is  to  say,  we-  can  expect  some  amelioration, 
or,  at  least,  an  arrest  of  the  morbid  process.  If,  on  the  other  ' 
hand,  the  perception  of  colors  occupies  but  a  small  portion  of  the 
visual  field,  if  it  follows  all  the  sinuosities  of  the  external  limits,  or 
if  certain  colors  are  totally  lacking  at  the  periphery,  the  prognosis 
is  very  bad,  and  we  have  to  do  with  a  progressive  atrophy. 

In  such  cases  the  visual  field  of  colors  is  gradually  narrowed  ; 
in  the  first  place  violet  and  green  are  recognized  only  at  the 
point  of  fixation,  and  afterward  disappear  entirely;  violet  still 
appears  for  a  certain  time  as  bluish,  but. soon  it  becomes  a  deep 
gray ;  bright  green  makes  the  same  impression  as  white  or  clear 
gray ;  deep  green  appears  as.  deep  gray.  By  and  by  red  follows 
the  two  other  colors ;  it  passes  through  a  state  where  it  is  recog- 
nized as  brown  and  finally  becomes  black.    Yellow  and  blue 
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persist  for  the  longest  time.  But  after  a  while  yellow  becomes 
white,  and  blue  is  the  only  color  which  the  patient  can  distinguish 
up  to  the  time  when  complete  achromatopsia  sets  in  and  renders 
the  prognosis  the  gloomiest  possible. 

This  diminution  of  the  visual  field  of  colors  and  the  disappear- 
I  ance  of  certain  of  them  (as  green  and  red)  are  found  in  alcoholism, 
'  where  they  accompany  a  most  marked  diminution  of  the  visual 
acuteness.    In  these  cases  the  external  limits  of  the  visual  field 
can  remain  of  considerable  extent,  but  the  alteration  of  the 
perception  of  colors  renders  the  prognosis,  in  spite  of  this, 
exceedingly  bad.    We  can,  on  the  other  hand,  look  for  good 
efi"ects  from  general  treatment  when  the  curves  of  colors  are 
preserved  proportionally  to  the  general  extent  of  the  visual  field. 
'    The  alterations  of  the  visual'  field  in  ataxia  and  in  certain 
diseases  of  the  spinal  cord  are  of  no  less  importance.    A  visual 
field  very  irregular  in  its  general  limits,  as  well  as  in  its  color 
limits,  which  cross  in  a  confused  manner,  the  existence  of  absolute 
scotomata  or  scotomota  for  certain  colors,  confirm  the  diagnosis 
and  render  the  prognosis  more  or  less  grave,  accDrding  to  the 
degree  of  their  development. 

Outside  of  this  series  of  diseases  the  perimeter  furnishes  us  with 
important  indications  as  to  the  location  of  certain  cerebral 
troubles.  Hemiopia,  which  consists  in  the  lack  of  a  corresponding 
part  of  the  visual  field  in  the  two  eyes,  indicates  a  lesion  in  the 
optic  tract  on  the  side  opposite  to  the  part  of  the  visual  field 

which  is  lacking. 

This  is  easily  accounted  for  by  the  decussation  of  the  optic 
nerves  at  the  chiasma  (Fig.  29).  Of  the  nerve  fibres  of  each  optic 
tract  one  portion  is  directed,  according  to  this  theory,  toward  the 
opposite  side,  crossing  at  the  chiasma,  to  go  to  the  inner  half  of  the 
corresponding  retina;  another  portion  goes,  without  crossing,  to 
the  external  half  of  the  same  side.-  Now,  a  lesion  of  the  right 
optic  tract  evidently  destroys  the  sensibility  of  the  right  half  of 
each  retina,  and  consequently  the  left  half  of  the  visual  field  of 
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each  eye,  or  the  common  visual  field.  Each  eye,  in  fixing  the 
object  ab,  will  only  see  the  part  oh,  the  rays  from  which  fall  on  , 

Fig.  29. 


the  sensitive  part  of  the  retina.  Thus,  individuals  affected  with 
hemiopia  can  see  only  the  half  of  objects  which  they  fix.  There  ■ 
are  cases  where  the  loss  of  sensibility  has  not  invaded  the  whole 
half  of  the  retina.  The  defect  of  the  visual  field  only  takes  in  a 
similar  part  of  the  two  eyes,  as  in  the  case  I  now  show  you. 
This  is  also  called  hemiopia,  and  is  attributed  to  a  lesion  of  the 
optic  tract  of  the  opposite  side.  In  this  case,  however,  it  is 
incomplete. 
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It  is  characteristic  of  hemiopia  that  the  abolition  of  .the  per- 
ception of  colors  is  as  clearly  marked  as.  that  of  the  perception 
of  light  in  general.  The  limits  of  the  visual  fields  of  colors  follow 
the  external  limits  only  in  the  region  of  the  sensitive  parts  of 
the  retina.  When  they  arrive  at  the  limits  of  the  hemiopia  they 
are  cut  short  off.  This  is  easily  explained,  and  it  differentiates 
hemiopia  from  the  other  defects  in  the  visual  field. 

A  neoplasm  having  its  seat  in  the  anterior  angle  of  the  chiasma 
can  alter  the  inner  portion  of  the  two  optic  tracts  in  such  a 
manner  as  to  abolish  the  functions  of  the  inner  parts  of  the  two 
retina  and  destroy  the  external  portion  of  the  visual  field  ;  this  is 
called  temporal  hemiopia. 

As  to  nasal  hemiopia,  the  loss  of  the  external  halves  of  the 
retinte,  if  it  exists,  we  have  shown  how  it  can  be  explained  by  the 
theory  of  semi-decussation  {Progres  Medieale,  1875,  No.  52). 

Finally,  it  remains  to  cite  certain  peculiarities  of  the  field  of 
vision  which  we  have  been  able  to  study  in  the  service  of  M. 
Charcot  at  the  Salpetriere.  In  certain  cases  of  hemianaesthesia, 
hemiplegia  and  hemichorea  we  find,  besides  amblyopia  of  the  eye 
of  the  paralyzed  side,  a  concentric  contraction  of  the  visual  field, 
with  contraction  for  colors,  and  this  without  any  ophthalmoscopic 
manifestations.  These  symptoms  are  not  transient :  they  persist 
for  years,  and  increase  with  the  progress  of  the  disease.  The  eye 
of  the  opposite  side  may  remain  intact. 

These  facts  are  of  great  importance.  Similar  alterations  in  the 
general  sensibility,  in  hearing  and  smell,  speak  strongly  in  favor 
of  the  existence  of  a  central  encephalic  focus.  And,  in  fact,  the 
autopsies  of  several  similar  cases,  in  which  death  came  about  by 
apoplexy,  have  shown  regularly  a  lesion  of  the  posterior  portion 
of  the  optic  thalamus  and  the  neighboring  parts.  M.  Charcot 
argues,  from  this,  that  a  lesion  is  situated  at  the  same  place  in 
the  cases,  exactly  similar  in  their  character,  of  hemiansesthesia 
and  hysteric  hemiplegia. 
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It  has  been  thought  up  to  the  present  time,  however,  that  all 
lesions  beyond  the  chiasma,  all  central  lesions,  could  only  produce 
hemiopia,  in  consequence  of  the  incomplete  crossing  of  the  optic, 
nerves  in  the  chiasma.  Amblyopia  of  a  single  eye,  it  was  thought, 
could  be  brought  about  only  by  a  unilateral  neuritis.  Now,  in 
the  cases  of  which  we  speak,  the  amblyopia  or  amaurosis  unilat- 
eralis  were  evidently  due  to  a  central  lesion.  In  order  to  explain 
this  we  must  admit  a  common  centre  for  the  termination  o^  the 
optic  nerve  fibres  belonging  to  one  eye,  situated  on  the  opposite 
side  of  the  brain.  In  other  words,  the  fact  of  a  semi-decussation 
of  the  optic  nerve  fibres  in  the  chiasma  being  incontestable,  it  is 
evident  that  the  nerve  fibres  which  do  not  cross  at  the  chiasma, 
but  form  a  part  of  the  optic  tract  of  the  same  side,  must  cross 
higher  up,  beyond  the  corpora  geniculata,  to  come  to  the  common 
centre  of  the  nerve  on  that  side,  possibly  in  the  neighborhood  of 
the  corpora  quadrigemina  anteriora.  A  glance  at  Fig.  29  will 
at  once  make  this  plain.  G  is  the  left  eye.  d  the  right  eye.  ch 
the  chiasma  where  the  optic  nerve  fibres  corresponding  to  the 
inner  part  of  each  retina  cross,  bb  the  optic  tracts,  gg  the 
corpora  geniculata.  x  the  crossing  of  the  fibres  which  do  not 
cross  in  the  chiasma.  D  the  termination  in  the  brain  of  all  the 
optic  nerve  fibres  of  the  right  eye.  S  termination  in  the  brain  of 
all  the  optic  nerve  fibres  of  the  left  eye. 

This  theory  is  much  more  plausible  than  that  of  the  incomplete 
crossing,  because  it  does  not  allow  the  optic  nerve  to  form  an 
exception  to  the  rule  which  applies  to  all  the  cranial  nerves  which 
cross  before  arriving  at  their  respective  distributions. 

Finally,  leaving  to  anatomy  and  experimental  physiology  the 
explanation  of  the  phenomena,  it  suffices  for  our  present  purpose 
to  have  pointed  out  a  new  ocular  symptom,  useful  for  localizing  a 
cerebral  trouble;  that  is,  unilateral  amblyopia  with  concentric 
and  proportional  restriction  of  the  visual  field,  sometimes  without 
and  sometimes  with  a  more  or  less  complete  white  atrophy  of 
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the  optic  disks,  which  indicates  a  lesion  not  far  from  the  corpora 
quadrigemina  and  the  posterior  portion  of  the  optic  thalamus  of 
the  opposite  side.  , 


Note.— We  have  thought  it  of  interest  to  add  a  brief  synopsis 
of  the  clinical  history  and  autopsy  of  the  case  of  a  woman  observed 
by  Professor  Charcot  and  myself  at  the  Salpetrifere,  through  a 
number  of  years. 

-    1871.    Sadden  attack;  loss  of  consciousness;  right  hemiplegia. 

1873.  Contracture  of  the  paralyzed  limbs ;  sensibility  in  the 
affected  side  much  diminished ;  senses  of  taste  and  smell  equally 
affected  on  the  same  side ;  vision  lost  on  right  side,  very  imperfect 
on  the  left;  conjugate  deviation  on  the  right  side. 

1874.  Rage  for  tearing  herself;  she  scratches  her  face,  arms, 
■  legs,  and  especially  the  thigh  of  the  paralyzed  side.    Face  a  little 

deviated  to  the  left. 

Examination  of  the  eyes  revealed  to  me  a  total  amaurosis  and 
white  atrophy  of  the  disks;  sensibility  obtuse;  contracture  persists. 

1876.  Sensibility  returned.   Paralysis  and  contracture  remain. 

1877.  Falling  of  the  right  lid  nearly  complete ;  ocular  move- 
ments intact;  pupils  equally  dilated;  complete  loss  of  vision. 

1878.  March  27th.  Death. 

Autopsy.— Multiple  cortical  remolissements  not  having  their 
seats  in  the  motor  regions.  Central  remolissement  on  the  left  side 
which  had  invaded  the  optic  bed  and  the  corpus  genieulatum  of 
the  same  side. 

Atrophy  and  degeneration  of  the  corpus  genieulatum  externum 
of  right  side.  Atrophy  of  the  two  optic  tracts,  of  the  chiasma  and 
the  optic  nerves  (the  right  a  little  more  atrophied  than  the  left). 

Tubercula  quadrigemina  anteriora  degenerated  and  of  a  yel- 
lowish tint. 
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The  following  parts  are  healthy :  the  tubercula  quadrigemina 
posteriora ;  the  corpus  geniculatum  dextrum,  and  the  optic  bed  of 
the  same  side. 

Secondary  degeneration  of  the  cerebral  peduncle  and  anterior 
pyramid  of  the  left  side. 

This  case  speaks  strongly  in  favor  of  a  crossing  of  those  fibres  of 
the  optic  nerves  which  do  not  cross  at  the  chiasma ;  as  well  as  for 
the  termination  of  the  optic  fibres  of  each  eye  in  the  neighborhood 
of  the  corpora  quadrigemina  anteriora. 
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LECTURE  XVI. 


OPHTHALMOSCOPY. 

Gentlemen  : — Among  the  methods  of  examination  with  which 
ophthalmology  has  been  enriched  during  the  last  twenty  years, 
some  of  the  more  important  of  which  we  have  examined  in  the 
preceding  lectures,  the  ophthalmoscope  holds  the  first  place,  and 
for  a  variety  of  reasons. 

■  It  is  the  ophthalmoscope  which,  by  rendering  the  interior  of 
the  eye  accessible  to  exact  examination,  has  raised  ophthalmology 
from  the  ranks  of  empiricism  and  placed  it  on  the  firm  ground  of 
science,  where  it  has  made  a  progress  as  rapid  as  it  has  been 
brilliant. 

It  is  the  ophthalmoscope  which  has  brought  such  ef&cient  aid  to 
ocular  anatomy  and  physiology,  particularly  in  the  study  of  the 
structure  and  functions  of  the  deeper  portions  of  the  eye,  and  of 
the  properties  of  its  dioptric  apparatus. 

In  pathology  the  ophthalmoscope'  has  also  inaugurated  a  new 
era.  All  questions  appertaining  to  amblyopia  and  amaurosis, 
hitherto  so  obscure,  have  become,  probably,  the  best  studied  and 
most  clearly  understood  of  any  in  human  pathology. 

The  diseases  of  the  membranes  at  the  fundus  of  the  eye  are 
diagnosed  in  their  incipiency,  and  followed  in  their  development  in 
their  most  minute  details.  We  see,  for  example,  a  choroiditis 
taking  its  origin  in  the  peripheral  portion  of  the  vascular  mem- 
brane of  the  eye,  extending  gradually  toward  the  equator, 
approaching  the  posterior  pole,  and  finally  invading  the  part  most 
essential  to  vision.  We  see  it  begin  under  the  form  of  a  simple 
hyper^emia,  accompanied   here  and   there  by  exudations  and 
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hemorrhages,  to  afterward  cause  alterations  in  the  pigmentary 
coat  of  the  fundus,  alterations  which  manifest  themselves  in  some 
places  as  atrophy,  in  others  as  a  massing  of  the  pigment. 

We  see,  at  the  satoe  .  time,  the  inflammation  of  the  choi'oid 
communicated  to  the  retina;  the  pigment  migrating  into  the 
nervous  layer  and  forming  deposits  along  the  walls  of  the  vessels. 

We  can  see,  also,  the  interference  in  the  process  of  nutrition 
which  results  from  it  in  other  parts  of  the  eye;  the  vitreous 
humor  is  filled  with  floating  bodies,  the  posterior  surface  of  the 
lens  becomes  opaque,  and  finally  the  whole  lens  loses  its  trans- 
parency, and  intercepts  the  passage  of  light. 

We  follow,  with  the  same  facility,  the  evolution  of  all  the  other 
affections  of  the  fundus  of  the  eye.' 

In  another  branch  of  ocular  pathology  the  application  of  the 
ophthalmoscope  is  equally  satisfactory.  With  it  we  are  enabled 
to  determine  the  refractive  condition  of  the  eye  with  great 
certainty. 

But  it  is  not  ophthalmology  alone  which  has  derived  such 
immense  advantage  from  the  invention  of  this  important  instru- 
ment. It  has  thrown  much  new  light  upon  general  medicine. 
Physiology  has  recourse  to  the  ophthalmoscope  for  the  purpose  of 
studying,  during  life,  the  phenomena  of  the  circulation  of  the 
blood,  and  the  condition  of  the  nervous  substance  under  the 
influence  of  various  cerebral  disturbances. 

We  frequently  find  written  on  the  bottom  of  the ,  eye  the 
diagnosis  of  an  organic  or  diathetic  affection,  even  when  all  the 
other  symptoms  do  not  suffice  to  establish  it.  The  ophthalmoscope 
has  often  revealed  the  beginning  of  a  general  disease  before  any 
of  the  ordinary  symptoms  characteristic  of  it  had  made  their 
appearance. 

I  would  call  your  attention,  in  support  of  this  assertion,  to 
tubercles  of  the  choroid,  retinitis  albuminurica,  optic  neuritis,  and. 
"choked  disk,"  symptoms  pathognomonic  of  various  troubles  in 
the  brain. 
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I  have  scarcely  need  to  speak  of  simple  anaemia,  characterized 
■by  pallor  of  the  optic  nerve,  or  that  form  of  anaemia  called  per- 
nicious, which  is  revealed,  under  the  ophthalmoscope,  by  multiple 
hemorrhages  in  the  tissue  of  the  retina.  And  I  need  hardly  add 
syphilitic  retinitis,  and  the  phenomena  of  pulsation  of  the  central 
vessels  of  the  optic  nerve  in  diseases  of  the  heart.  All  these  are 
ophthalmoscopic  symptoms  most  important  for  the  diagnosis  of 
freneral  diseases. 

The  importance  of  the  ophthalmoscope  is  universally  recog- 
nized, and  it  would  be  a  great  gain  to  medicine  if  all  physicians 
were  perfectly  familiar  with  the  use  of  the  instrument.  Indeed, 
it  is  so  simple,  and  its  employment  so  uncomplicated,  that  it  would 
seem,  at  first  sight,  that  nothing  would  be  so  easy  as  to  see  the 
bottom  of  the  eye.    It  is,  however,  not  so  easy  as  it  appears. 

In  order  to  profit  as  much  as  possible  by  the  instrument  it  is 
necessary  to  understand  the  principles  of  its  construction  and  to 
take  an  account  of  the  conditions  which  govern  its  employment. 

These  two  facts  are  too  frequently  lost  sight  of  by  the  practi- 
tioner, and  the  object  of  these  lectures  on  ophthalmoscopy  is  to 
set  forth  the  principles  on  which  the  ophthalmoscope  is  made,  and 
instruct  you  how  to  use  it  to  the  best  purpose.  We  shall  confine 
ourselves  to  questions  strictly  practical,  without  entering  into 
special  theoretical  details.  We  shall  refrain,  also,  from  a  descrip- 
tion of  the  innumerable  variety  of  forms  which  the  ophthalmo- 
scope has  assumed  since  its  invention,  simply  limiting  ourselves 
■  to  the  most  important  modifications. 

We  will  omit,  also,  a  description  of  the  various  pathological 
conditions  of  the  fundus  of  the  eye,  leaving  this  to  works  on  the 
pathology  and  pathological  anatomy  of  the  membranes  of  the  eye, 
to  which  it  belongs. 

THEORY  OF  THE  OPHTHALMOSCOPE. 

The  ophthalmoscope  is  an  instrument  enabling  us  to  see  the 
interior  of  the  eye ;  but  a  large  majority  of  individuals,  perhaps, 
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do  not  know  why  it  is  that  we  have  need  of  an  instrument  to  thus 
look  at  the  fundus  oculi.  What,  indeed,  is  it  that  prevents  us 
from  seeing,  with  the  naked  eye,  the  optic  nerve,  the  choroid,  the 
retinal  veins,  etc.,  since  all  the  structures  situated  in  front  of 
them  are  transparent  ?  Why  is  it  that  the  pupil  appears  black, 
although  the  fundus  of  an  eye  looking  toward  a  light  is  evidently 
illuminated  ? 

These  questions  have  occupied  the  attention  of  savants  for 
centuries,  and  many  theories  have  been  formed  for  their  solution, 
all  more  or  less  plausible.  It  was  thought,  for  example,  that  the 
pigment  of  the  choroid  absorbed  all  the  light  penetrating  the  eye. 
This  theory  cannot  hold  good,  because  the  pigment  of  the  choroid 
is  far  from  being  absolutely  black.  -It  therefore  reflects  a  good 
part  of  the  light;  but  beside  the  pigment  of  the  choroid  and 
retina  there  are  many  other  objects  in  the  fundus  of  the  eye  which 
absorb  only  a  very  small  portion  of  the  light  incident  upon  them, 
as  the  retinal  vessels,  papilla,  etc. 

Again,  the  opinion  was  promulgated  that  the  light,  in  order  to 
be  perceived  by  the  optic  nerve,  must,  be  transformed  in  the  retina 
into  a  kind  of  physical  force,  such  that  it  could  not  return  again 
as  light  from  the  bottom  of  the  eye,  etc. 

It  was  only  in  1851  that  Helmholtz  gave  a  solution  to  the 
problem,  and  showed  why,  in  ordinary  conditions,  we  cannot  see 
the  bottom  of  the  eye  when  it  is  illuminated.  He  explained  it  as 
follows : — • 

The  light  coming  from  an  illuminated  portion  of  the  fundus  of 
the  eye  follows  the  same  course  in  leaving  the  eye  as  it  did  in 
entering  it,  that  is  to  say,  it  is  directed  toward  the  source  of 
illumination. 

The  well  known  laws  of  conjugate  foci  are  applicable  here.  As 
is  well  known,  a  luminous  point  and  its  image  formed  by  an  optical 
instrument  are  called  conjugate  foci.  The  law  governing  these 
foci  is  as  follows :  the  luminous  rays  coming  from  an  object  follow 
exactly  the  same  path  as  those  which  come  from  its  image  formed 
16 
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hy  an  optical  system,  and  consequently  we  can  indifferently  replace 
the  image  hy  the  object,  and  the  object  by  the  image. 

Thus,  suppose  that  we  take  (as  in  Fig.  30)  a  convex  lens,  for 
example,  No.  20  D ;  if  we  place  a  candle  at  a  certain  distance 
in  front  of  it,  and  a  paper  screen  behind  it,  just  at  the  point  where 
the  image  I  of  the  candle  is  formed,  the  points  which  make  the 
object  and  the  corresponding  points  of  the  image  are  conjugate 
foci.  If  we  now  place  the  candle  in  the  place  of  the  screen  and 
the  screen  in  the  place  of  the  candle,  we  will  find  that  the  image 
is  formed  just  where  the  object  was  before;  an  experimental 
demonstration  of  the  law  of  conjugate  foci.  This  law  is  very 
important  in  the  theory  of  ophthalmoscopy,  and  we  shall  have 
frequent  occasion  to  refer  to  it.* 


Fig.  80. 


Thus,  already,  in  regard  to  the  illumination  of  the  bottom  of 
rthe  eye'  this  law  enables  us  to  see  at  once  why,  under  ordinary 
conditions,  the  fundus  of  the  eye  is  not  visible. 

Let  us  put  our  lens  in  a  tube.  We  find  an  apparatus  of  this 
kind  already  prepared  for  us  in  the  ocular  of  a  microscope  when 
the  upper  lens  is  removed.  Close  the  open  end  of  the  tube  with  a 
piece  of  white  paper,  and  place  a  light  some  meters  in  front  of 

*  I  would  recommend  the  reader  to  make  for  himself  this  simple  experiiment 
which  renders  the  theory  of  the  ophthalmoscope  and  the   ormation  of  the 
ophthalmoscopic  image  very  clear  and  intelligible.    Care  ^^-"^ 
however,  to  use  a  very  small  flame,  and  not  an  ordinary  candle,  which  gi  es  a 
flame  m^ch  too  large.    Instead  of  the  flame  an  opaque  screen  with  a  perforaUon 
Of  any  desired  form,  covered  by  a  piece  of  ground  glass,  can  ^^^/^-d' 
placed  behind  this  will  furnish  an  object  which  is  much  better  than  the  candle, 
for  making  the  experiment. 
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the  lens.  On  directing  the  lens  toward  the  light  you  will  see  an 
image  of  the  flame  formed  on  the  paper,  and  the  part  of  the  paper 
on  which  the  iraxge  appears  will  be  strongly  illuminated,  as  you 
can  convince  yourself  by  looking  at  the  paper  from  behind.  The 
opening  in  the  tube  that  is  closed  by  the  lens  and  crossed  by  the 
incident  and  emergent  light  appears,  however,  absolutely  black 
when  viewed  from  the  front.  The  light  which  comes  from  the 
illuminated  portion  of  the  screen  cannot  enter  the  eye  of  the 
observer,  because  the  rays  take,  on  quitting  the  lens,  the  same 
direction  they  had  when  they  entered  it,  that  is,  they  come  to- 
gether again  in  the  flame,  according  to  the  law  of  conjugate  foci. 
The  same  thing  occurs  in  the  eye. 


Fig,  31. 


Let,  for  example  (Fig.  31,  I),  L  be  a  luminous  point  situated 
in  the  flame  to  which  the  eye  is  adapted ;  I  will  be  the  image 
•which  is  formed  on  the  retina.  This  point  I  of  the  retina  is, 
therefore,  strongly  illuminated ;  but  the  light  which  comes  from 
it  does  not  fall  in  an  eye  which  is  looking  into  its  pupil;  it 
follows,  according  to  the  law  of  conjugate  foci,  the  same  path 
taken  by  the  incident  light,  and  comes  >to  a  focus  in  the  point  L  of 
the  flame. 

In  order  that  the  observer  may  see  the  retina  illuminated  he 
must  place  his  eye  in  the  cone  of  emergent  rays  Lpp,  which 
would  not  be  possible  without  intercepting  the  light.    The  same 
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law  would  apply,  of  course,  to  all  the  luminous  points  composing 
the  flame  ;  the  sum  of  their  images  illumine  a  part  of  the  retina, 
and  the  rays  emerging  from  this  part  are  again  united  in  the 
source  of  illumination. 

But  these  conditions  change  when  the  eye  is  not  adapted  to  the 
flame  which  illuminates  it. 

Suppose  that,  in  our  example,  the  retina  is  found  behind  the 
place  where  the  image  of  the  luminous  object  is  formed  {I,  Fig.  32). 
Let,  for  example,  the  eye  A  be  strongly  myopic.  Then,  in  place 
of  a  distinct  image,  the  point  L  will  form  on  the  retina  an  image 
of/diffusion  x'x,  and  the  luminous  rays  which  come  from  this  part 
of  the  retina,  from  the  point  o,  for  example,  will  not  form  their 
image  any  longer  in  L,  but  nearer  the  eye,  at  the  point  B,  for 

rio.  32. 


A 

k  

f 

which  the  myopic  eye  is  adapted.  After  their  union  in  R  the 
rays  continue  their  course  in  a  diverging  manner,  and  thus  form 
a  luminous  cone  P'F  a' a,  in  which  the  eye  of  the  observer  can  be 
placed  without  interrupting  the  light.  An  eye  placed  in  this 
cone  wiU,  therefore,  receive  the  light  coming  from  the  fundus  of 
the  eye  A,  and  will  see  it  illuminated. 

The  same  thing  occurs  when  the  retina  of  the  observed  eye  is 
situated  in  front  of  the  conjugate  focus  of  the  light. 

Thus,  suppose  the  eye  in  Fig.  31,  II,  to  be  strongly  hyperme- 
tropic. The  luminous  rays  coming  from  L,  instead  of  coming  to 
a  focus  on  the  retina,  are  united  behind  it  in  I,  and  form  on  the 
retina  an  image  of  diffusion  xx'.  On  the  other  hand,  the  luminous 
rays  coming  from  the  point  o  of  this  illuminated  portion  of  the 
retina  are  no  longer  directed  toward  the  source  of  illumination. 
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but  leave  the  eye  in  a  divergent  manner,  as  pa  and  p'a'.  By- 
placing  his  eye  in  this  luminous  cone,  at  B,  for  example,  an 
observer  can  receive  the  light  which  comes  from  the  bottom  of  the 
eye  without  intercepting  the  incident  light,  and  without  being 
much  inconvenienced  by  it,  especially  if  care  is  taken  to  shut  off 
the  glare  of  the  lamp  by  a  screen. 

If  we  advance  or  withdraw  the  paper  which  closes  the  open  end 
of  the  ocular  of  the  microscope  which  we  have  taken  to  represent 
an  artificial  eye,  we  will  see  that  while  the  image  of  the  flame 
becomes  diffuse  we  can  distinguish  the  white  of  the  paper  through 
the  lens,  and  by  advancing  or  withdrawing  it  sufficiently  we  can 
even  see  the  figures  traced  upon  it. 

The  same  phenomenon  is  sometimes  manifest  in  the  eye.  It 
has  been  known  for  a  long  time  that  the  eyes  of  certain  animals 
shine  when  they  are  directed  toward  a  luminous  object.  There 
are  also  certain  affections  of  the  eyes,  especially  intra-ocular 
tumors,  which  enable  us  to  see  into  the  interior  of  the  eye  without 
the  intervention  of  the  ophthalmoscope.  One  of  these  affections, 
glioma  of  the  retina,  has  received,  on  account  of  this  phenomenon 
and  its  analogy  to  the  appearance  of  the  eyes  of  certain  animals, 
the  name  of  amaurotic  cat's-eye. 

Mery  and  La  Hire  observed  that  it  was  possible  to  make  the 
eyes  of  animals  luminous  by  immersing  them  in  water.  They 
also  showed  that  a  reflex  can  be  obtained  from  the  interior  of  any 
eye  by  removing  the  lens  or  cornea,  or  both. 

The  explanation  of  these  phenomena  is  not  at  all  diflicult  after 
the  experiments  which  we  have  just  made.  All  eyes  which  shine 
spontaneously  are  in  the  condition  which  we  have  just  been 
considering,  that  is  to  say,  they  are  not  adapted  for  the  source  of 
illumination. 

Indeed,  the  animals  whose  eyes  shine,  such  as  cats,  dogs, 
rabbits,  cattle,  etc.,  are  all  hypermetropic,  and  considerably  so. 
All  the  rabbits  whose  refraction  I  have  determined  have  possessed 
a  H.  of  about  3  D. 
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Eyes  affected  with  inti'a-ocular  tumors,  detachment  of  the 
retina,  etc.,  are  also  hypermetropic,  that  is,  the  retina  is  situated 
in  front  of  the  focus  of  the  incident  rays.  Thus,  as  is  shown  in 
Fig.  31,  II,  the  rays  which  come  from  the  illuminated  part  of  the 
retina  do  not  follow  the  path  of  the  incident  rays,  but  occupy  a 
much  larger  space. 

This  is  why  we  obtain  a  yellow  reflex  from  the  eyes  of  cats,  and 
why  we  see  directly,  and  without  the  aid  of  an  ophthalmoscope, 
the  retina  which  is  detached,  or  affected  with  a  gliomatous  tumor, 
or  is  pushed  forward  by  a  tumor  of  the  choroid.  We  can  produce 
the  same  effect  by  making  pressure  with  the  finger  on  the  fundus 
of  an  enucleated  eye  which  is  turned  toward  the  light.  The 
interior  of  this  eye,  which  was  dark  before  the  pressure  was  made, 
now  becomes  luminous,  from  the  advancement  of  the  fundus. 

And  why  do  eyes  deprived  of  their  cornese  and  crystalline 
lenses,  and  eyes  that  are  immersed  in  water,  shine  ?  The  answer 
is  simple  enough;  while  those  eyes  affected  with  glioma  are 
hypermetropic  by.  shortening  of  their  antero-posterior  axes,  those 
deprived  of  their  cornetB  or  lenses,  or  immersed  in  water,  are 
hypermetropic  on  account  of  the  diminution  of  their  refracting 
power. 

An  eye  which  would  have  seen  distinctly  a  light  placed  at  no 
matter  what  distance,  will  no  longer  see  it  distinctly  after  an 
operation  for  cataract,  because,  the  lens  being  taken  out,  its 
dioptric  system  is  no  longer  able  to  unite  the  rays  coming  from 
the  flame  upon  the  retina.  This  eye,  instead  of  having  a  clear 
image,  has,  therefore,  an  image  of  diffusion,  as  seen  in  Fig.  31,  II, 
and  the  parts  diffusely  illuminated  send  out,  in  their  turn,  rays 
which,  far  from  uniting  in  the  source  of  illumination,  are  directed 
to  all  sides  in  a  diverging  manner. 

For  the  same  reason  eyes  which  have  been  deprived  of  their 
corner  are  luminous.  They  are  rendered  hypermetropic  by  a 
weakening  of  their  dioptric  systems. 

The  same  effect  is  produced  in  eyes  immersed  in  water.  Water 
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having  nearly  the  same  index  of  refraction  as  the  aqueous  humor 
of  the  eye,  the  cornea  loses  its  power  of  refraction,  and  it  is  now 
the  plane  surface  of  the  water  which  replaces  the  convex  surface 
of  the  cornea  and  separates  the  refracting  surfaces  of  the  eye  from 
the  air.  There  is  thus  brought  about  a  very  considerable  diminu- 
tion of  the  refracting  power  of  the  eye,  which  is  expressed  by  a 
hypermetropia  of  a  very  high  degree. 

These  are  the  conditions  in  which  we  are  able  to  see  the  fundus 
of  the  eye  illuminated. 

Exceptional  conditions  are  met  with,  it  is  true,  but  they  are 
conditions  not  ordinarily  realizable  in  practice.  Moreover,  even 
although  we  receive  a  certain  portion  of  the  light  which  comes 
from  the  bottom  of  the  observed  eye,  and  although  a  certain 
number  of  these  rays  enter  the  eye  of  the  observer,  it  is  only  a 
small  portion  of  the  emergent  light  which  is  thus  available,  and  if 
the  ametropia  is  not  very  great  the  greater  part  of  the  light  still 
pursues  its  way  toward  the  source  of  illumination ;  in  certain 
cases  the  whole  of  it  is  united  there.  The  illumination  under 
which  the  fundus  of  the  eye  is  seen,  under  these  circumstances,  is, 
therefore,  of  necessity,  very  feeble.  It  is,  in  the  majority  of  cases, 
insufficient  for  making  out  the  finer  details. 

It  is  remarkable  that  all  these  known  facts  did  not  suffice  to 
furnis  hour  ancestors  with  a  means  of  examining,  during  life,  the 
optic  nerve,  the  retina  and  the  choroid,  as  we  are  now  able  to  do 
with  such  facility  and  success.  In  order  to  see  the  interior  of  the 
eye  in  a  satisfactory  manner  it  does  not  suffice  to  look  obliquely 
into  it  and  to  receive  some  of  the  scattered  rays  at  the  periphery 
of  the  luminous  cone  which  comes  from  it,  but  it  is  necessary  that 
we  be  able  to  place  the  eye  in  the  axis  itself  of  the  rays  emerging 
from  the  eye  under  examination. 

Helmholtz  solved  this  problem  in  that  simple  manner  which 
characterizes  all  great  discoveries.  In  place  of  putting  the  light 
in  front  of  the  eye  to  be  examined,  he  placed  it  at  the  side,  and 
reflected  it  into  the  eye  by  means  of  a  semi-transparent  mirror,  or 
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a  mjrror  with  a  central  perforation.  Let  E  (Fig.  33)  be  the  eye 
under  examination,  E'  the  examining  eye,  L  a  source  of  illumina- 
tion, and  MM  a  mirror. 

This  mirror,  held  obliquely  before  the  examining  eye,  reflects 
Fig.  83.  the  light  from  L  into  it,  as  if 

it  came  from  L',  and  as  far  as 
regards  the  eye  E,  it  is  the 
same  as  if  the  flame  was  sit- 
uated in  L'.    The  eye  of  the 
examiner  is  found,  therefore, 
in  the  direction  of  the  inci- 
dent rays,   and   the  light 
which  comes  from  the  illu- 
minated portion  xx  of  the 
eye  E  will  not  all  be  reflected 
toward  L  by  the  mirror,  but 
a  portion  will  pass  through 
the  mirror  if  it  is  semi-trans- 
parent or  has  a  perforation. 
This  light  falling  on  the  eye 
of  the  observer  will  enable 
him  to  see  the  fundus  of  the 
eye  under  examination. 
The  essential  part  of  the  ophthalmoscope  is,  therefore,  the 
mirror  reflecting  the  light.  The  mirror  of  Helmholtz's  ophthalmo- 
scope is  composed  of  a  number  of  thin  plates  of  plane  glass,  super- 
posed one  on  the  other.    This  mirror  reflects  a  portion  of  the  light 
which  falls  on  it,  while  the  other  portion  passes  through  it. 

All  manner  of  mirrors  imaginable,  plane,  concave,  convex,  pris- 
matic, single,  or  combined  with  convex  lenses  which  concentrate 
the  light  on  the  mirror,  have  been  used  since  the  invention  of  this 
first  one.  Some  have  been  made  of  metal  and  perforated  in  the 
centre,  others  are  of  silvered  glass,  with  a  portion  of  the  silvering 
removed  at  the  centre,  or  with  a  perforation. 
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In  practice  it  has  beea  found  that  the  concave  mirror  with  a 
central  perforation  is  the  most  convenient.  It  is  not  a  matter  of 
much  importance  whether  the  mirror  be  of  metal  or  glass.  The 
advantage  of  the  concave  mirror  is  that  it  concentrates  the  light, 
thus  giving  the  most  powerful  illumination. 

However,  in  many  cases  a  feeble  illumination  is  preferable, 
especially  so  when  the  eye  under  examination  cannot  bear  the 
light,  in  consequence  of  inflammation  of  its  deeper  structures,  or 
where  the  pupil  is  strongly  contracted  by  bright  light.  In  such 
cases  the  plane  mirror  can  be  employed  with  great  advantage. 

Experience  has  shown  that  the  mirror  best  suited  for  practice 
should  have  a  diameter  of  28  millimeters  and  a  focal  distance  of 
18  centimeters.  The  plane  mirror  should  be  of  the  same  '  size. 
The  central  perforation  ought  to  be  at  least  3  mm.  in  diameter. 
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LECTURE  XYII. 


EXAMINATION  OF  THE  ERECT  IMAGE. 

GrENTLEMEN : — As  we  now  know  the  means  for  illuminating  the 
bottom  of  the  eye,  we  have  no  need,  in  what  follows,  to  occupy 
ourselves  with  the  source  of  the  illumination.  We  suppose  it 
already  illuminated,  and  now  ask.  What  is  necessary  in  order  that 
we  be  able  to  make  out  the  details  of  the  fundus  ?  It  does  not 
suffice  that  the  eye  be  simply  illuminated,  and  that  we  receive  the 
light  from  the  part  of  the  retina  thus  illuminated  ;  we  must  see 
distinctly  all  its  parts  in  detail.  Now,  in  order  to  see  an  object 
distinctly  a  clearly  defined  image  of  that  object  must  be  formed 
on  our  retina.  We  must,  therefore,  endeavor  to  find  the  condi- 
tions necessary  for  the  formation  of  a  distinct  image  of  the  bottom 
of  the  eye  under  examination  on  the  fundus  of  the  eye  of  the 
examiner. 

This  is  not  altogether  a  simple  matter,  since  we  do  not  look  at 
the  fundus  of  the  eye  directly,  as  we  look,  for  example,  at  the 
membrana  tympani  by  means  of  the  otoscope,  but  through  a 
refracting  system — the  dioptric  apparatus  of  the  eye  under  exami- 
nation. This  dioptric  system  gives  to  the  luminous  rays  which 
come  from  the  bottom  of  the  eye  a  certain  direction,  which  differs 
essentially  from  that  which  they  would  have  had  if  they  had 
simply  passed  through  the  air. 

The  basis  of  the  study  of  these  questions  is  again  the  law  of 
conjugate  foci,  according  to  which,  in  any  dioptric  system,  we 
can  replace  indifferently  the  image  by  the  object  and  the  object 
by  the  image ;  or,  expressed  differently,  in  every  dioptric  system 
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the  rays  of  light' which  are  directed  toward  a  point  follow  the 
same  course  as  those  which  come  from  that  point. 

The  convex  lens,  the  small  flame  and  the  screen  which  we  have 
used  in  the  foregoing  illustration  of  the  law  of  conjugate  foci  will 
assist  us  in  understanding  easily  the  manner  in  which  the 
ophthalmoscopic  ima^je  is  produced. 

Let  us  suppose  the  lens  to  represent  the  dioptric  system  of  the 
eye,  and  the  flame  an  object  on  its  retina.  In  this  case  we  can 
disregard  the  light  which  illuminates  the  eye  so  long  as  the 
object  on  the  retina  is  itself  luminous. 

We  will  suppose  both  the  eye  under  examination  and  that  of 
the  examiner  to  be  emmetropic.  We  know  that  in  a  state  of 
repose  the  emmetropic  eye  is  adapted  for  parallel  rays.  In  order 
to  see  the  fundus  of  another  eye  it  is,  therefore,  necessary  that  the 
rays  coming  from  it  be  parallel.  Now,  it  is  from  the  eyes  of 
emmetropes  that  the  rays  emanate  parallel  to  each  other,  and 
that,  too,  in  accordance  with  the  law  of  conjugate  foci. 

The  rays  which  are  united  on  the  retina  of  an  emmetropic  eye 
must  be  parallel  before  reach-  fig.  3^. 

ing  the  eye,  and  therefore  the 
rays  are  parallel  after  they 
pass  out  of  it.  Thus,  in  look- 
ing at  Fig.  34  a  point  b  on  the 
retina  of  the  examined  eye  E 
sends  out  rays  which  are  par- 
allel after  their  exit  from  it, 
and  again  are  united  in  the 
image  a  at  the  fundus  of  the  eye  of  the  emmetropic  examiner  E'. 

It  is  only  necessary,  then,  for  an  emmetrope  to  throw  the  light 
by  means  of  the  ophthalmoscopic  mirror  into  the  eye  of  another 
emmetrope,  in  order  to  see  objects  at  its  fundus  distinctly.  The 
rays  coming  from  the  fundus  of  such  an  eye  leave  it  parallel,  and 
are  united  at  the  fundus  of  the  examining  eye  which  is  adapted 
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for  parallel  rays.  The  examiner  will  thus  see  objects  at  the 
fundus  of  the  examined  eye  in  their  natural  positions,  as  are  all 
objects  which  we  look  at  through  a  lens  at  whose  focus  they  are 
situated.  It  is  for  this  reason  that  this  procedure  has  been  called 
examination  by  the  erect  method. 

To  represent  an  emmetropic  eye  in  our  experiment  we  must  put 
the  flame  at  the  focus  of  the  convex  lens  (20  D)  at  6  centimeters 
behind  it,  since  in  the  emmetropic  eye  the  retina  is  found  at  the 
focus  of  the  dioptric  system.  An  emmetrope  with  a  relaxed 
accommodation,  in  looking  through  the  lens,  no  matter  at  what 
distance  from  it,  sees  an  enlarged  upright  image  of  the  flame. 

But  if  the  examined  eye  is  hypermetropic  the  rays  coming  from 


Fig.  35. 
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its  retina  are  not  parallel.  If  you  look  at  Fig.  35  you  will  see 
that  the  dotted  rays  coming  from  the  retina  a  are  divergent  on 
leaving  the  eye,  and  that  they  diverge  as  if  they  came  from  a 
point  R  situated  behind  the  eye.  The  hypermetropic  eye  requires 
the  rays  to  be  convergent  in  order  to  unite  them  on  its  retina,  and 
therefore  the  rays  returning  from  it  must  be  divergent. 

Will  the  emmetropic  examiner  be  able  to  see  the  fundus  of  this 
eye  ?  In  a  state  of  perfect  rest,  no,  since  in  that  condition  it  has 
need  of  parallel  rays  to  form  a  distinct  image.  He  will,  therefore, 
see  the  examined  eye  illuminated,  but  he  will  not  be  able  to  make 
out  the  details  of  the  fundus.  In  order  to  see  these  details 
distinctly  he  must  adapt  his  eye  to  divergent  rays,  or  render  th^ 
divergent  rays  parallel ;  in  other  words,  either  he  must  make  his 
own  eye  myopic  or  the  examined  eye  emmetropic.  We  have  in 
the  accommodation  a  very  simple  means  of  adapting  our  eye  to 
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divergent  rays.  The  emmetropic  eye  has,  therefore,  only  to  make 
an  efibrt  of  the  accommodation  sufficiently  strong  to  see  distinctly 
an  object  placed  at  R,  in  order  that  the  divergent  rays  coming 
from  the  hypermetropic  eye  be  united  on  his  retina  in  a  clear  and 
distinct  image ;  he  will  then  see  the  details  of  the  fundus  of  the 
examined  eye  distinctly. 

But  if  the  examining  emmetropic  eye  E  (Fig.  35)  is  not  able  to 
adapt  itself  to  the  point  R,  either  because  the  accommodation  is 
too  weak,  or  because  the  rays  coming  from  the  examined  eye  are 
too  strongly  divergent  (R  being  too  close  to  the  eye— the  hyper- 
metropia  being  too  great),  or  if  it  is  desired,  as  is  frequently  the 
case,  to  see  it  without  putting  the  accommodation  in  play,  then 
the  divergent  rays  must  be  rendered  parallel ;  and  this  can  be 
accomplished  by  means  of  a  convex  lens  placed  between  the  eye 
of  the  examiner  and  that  of  the  examinee.  You  will  readily  see 
that  the  focus  of  this  lens  should  coincide  with  the  punctum 
remotum  R  of  the  eye  under  examination.  In  Fig.  35,  L  is  the 
correcting  lens  of  the  hypermetropic  eye  H.  It  makes  parallel 
rays  converge  toward  R  and,  of  course,  renders  parallel  the  rays 
coming  divergent  from  R,  or,  what  amounts  to  the  same  thing, 
those  coming  from  a  of  the  hypermetropic  eye,  since  they  leave 
the  eye  with  a  divergence  as  if  they  had  come  from  R. 

The  emmetropic  examiner  can,  therefore,  see  the  details  of  a 
hypermetropic  eye  distinctly,  either  by  illuminating  it  and 
bringing  his  accommodation  into  play,  or  by  leaving  his  accommo- 
dation completely  relaxed  and  putting  a  lens  before  the  hyperme- 
tropic eye  which  corrects  its  anomaly  of  refraction.  It  is  proper 
to  remark  here  that,  as  far  as  regards  the  distinctness  of  the  image, 
it  is  a  matter  of  little  consequence  where  the  correcting  lens  is 
placed.  We  can,  if  the  patient  wears  glasses,  allow  the  glasses  to 
remain  on  his  nose,  and  look  through  the  correcting  lens  with  the 
ophthalmoscopic  mirror,  or  we  can  put  the  lens  behind  the 
perforation  in  the  mirror. 

Let  us  return  now  to  our  artificial  eye  formed  of  a  lens  and 
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a  flame.  Since,  in  hypermetropia,  the  retina  is  found  in  front 
of  the  focus,  we  will  only  have  to  bring  the  flame  nearer  the 
lens  than  five  centimeters  to  have  a  dioptric  system  similar  to 
the  hypermetropic  eye.  If  we  look  through  the  lens  we  will 
see  the  flame  upright  and  enlarged.  It  will  require,  however,  a 
certain  effort  of  the  accommodation  ;  an  effort  which  will  have  to 
be  the  greater  the  closer  the  flame  is  to  the  lens  (the  stronger  the 
hypermetropia) ;  and  also  greater  the  nearer  the  observer  brings 
himself  to  the  lens  and  consequently  to  the  punctum  remotum  of 
the  hypermetropic  eye,  or  the  negative  conjugate  focus  of  the  lens. 
Suppose,  finally,  that  the  examined  eye  is  myopic.    You  will 


Fig.  3B. 


remember  that  the  myope,  in  order  to  see  clearly,  that  is,  in  order 
to  unite  the  rays  of  light  upon  his  retina,  must  have  them  come 
to  his  eye  in  a  divergvig  manner.  Thus,  in  Figure  36,  the  rays 
which  come  from  the  point  E  are  united  on  the  retina  in  the  point 
a ;  therefore  the  rays  which  come  from  the  point  a  of  the  retina 
are  united  in  E.  Consequently  they  are  convergent  on  leaving 
the  eye. 

Can  the  emmetropic  examining  eye  unite  converging  rays  on  its 
retina?  Never.  In  a  state  of  repose  it  unites  parallel  rays,  and  the 
power  of  accommodation  enables  it  to  unite  diverging  rays,  but  it 
does  not  possess  any  means  of  adapting  itself  to  converging  rays. 
The  emmetrope  will  not,  therefore,  be  able  to  see  an  upright  image 
of  the  fundus  of  a  myopic  eye  unless  the  converging  rays  coming 
from  it  are  rendered  parallel.  In  order  to  make  converging  rays 
parallel,  we  use  a  concave  lens  whose  focus  coincides  with  the 
point  toward  which 'the  convergent  rays  are  directed.    This  point 
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is  the  pundum  remohcm,  E,  of  the  myopic  eye,  and  the  lens  is 
the  correcting  glass  of  the  myopia.  On  looking  at  Fig.  36  you 
will  see  that  the  concave  lens  L  gives  to  parallel  rays  a  divergence 
as  though  they  came  from  R ;  these  rays  can  then  be  united  on 
the  retina  at  a.  Therefore,  according  to  the  law  of  conjugate  foci, 
the  rays  which  come  from  a,  and  which,  without  a  lens,  would  be 
united  in  R,  become  parallel  in  passing  through  the  concave  lens. 
The  examiner  can  unite  these  parallel  rays  on  his  retina,  and 
thus  obtain  a  clear  and  distinct  image  of  the  fundus  of  the  myopic 
eye.  The  principle  is  the  same  whether  the  glass  is  placed  in 
front  of  the  eye  of  the  examiner  or  the  examinee,  but  its  lens 
must,  in  every  instance,  coincide  with  the  punetum  remotum  of 
the  eye  under  examination. 

In  order  to  represent  myopia  by  means  of  our  convex  lens,  we 
must  remove  the  flame  beyond  the  focus  of  the  lens,  that  is,  further 
distant  than  five  centimeters,  then  by  bringing  the  eye  near  the 
lens  the  examiner  will  no  longer  see  the  upright  image  of  the 
flame  distinctly.  This  will  be  a  difi"used  image,  and  it  will  be 
the  more  diffused  the  further  the  flame  is  removed  from  the 
lens,  that  is,  the  higher  the  degree  of  the  artificial  myopia.  But 
he  will  see  it  distinctly  again  if  he  places  before  his  eye  a  suffi- 
ciently strong  concave  lens. 

We  have  now  shown  how  it  is  possible  for  an  emmetrope  to 
have  a  distinct  upright  image  of  the  fundus  of  an  emmetropic  or 
ametropia  eye.  In  order  that  an  ametropie  examiner  have  this 
image  distinct  it  is  simply  necessary  to  correct  his  ametropia.  By 
this  means  he  becomes  emmetropic,  and  the  principles  which  we 
have  just  laid  down  become  applicable  to  his  eye. 

There  are  certain  conditions,  however,  in  which  ametropes  are 
able  to  examine  the  eyes  of  other  ametropes  by  the  erect  method 
without  the  intervention  of  the  accommodation  or  correcting 
lenses.  We  have  just  seen  that  the  light  coming  from  the  bottom 
of  a  hypermetropic  eye  leaves  it  in  a  divergent  manner.  It  is 
evident  that  an  eye  which  is  able  to  unite  divergent  rays  on  the 
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retina  can  see  the  bottom  of  a  hypermetropic  eye  without  any 
other  means  than  the  ophthalmoscopic  mirror.  .  Such  eyes  are 
myopic,  since  they  are  adapted  for  diverging  rays,  and  a  myopic 
eye  can  see  distinctly  the  details  of  the  fundus  of  a  hypermetropic 
eye  when  the  rays  coming  from  it  have  the  necessary  divergence. 

Now,  in  leaving  the  hypermetropic  eye  H,  Fig.  37,  the  rays 
appear  to  come  from  the  punctum  remotum,  R,  of  that  eye ;  on 
the  other  hand,  in  order  to  be  united  on  the  retina  of  a  myope, 
the  rays  should  come  from  its  punctum  remotum.  It  is  requisite, 
then,  that  the  punctum  remotum  of  the  myopic  eye,  and  of  the 
hypermetropic  eye  coincide,  if  they  are  to  see  each  other's  retinae, 
reciprocally.    This,  however,  is  possible. 


Fig.  37. 


Let  us  take,  as  an  example,  a  hypermetrope  of  5  D.  His 
punctum  remotum  is  situated  twenty  centimeters  behind  his  eye. 
If  this  eye  is  examined  by  a  myope  who  brings  his  eye  up  to  2 
centimeters  in  front  of  it,  it  will  then  be  22  cm.  from  the  punctum 
remotum  of  the  hypermetropic  eye,  and  if  its  own  punctum 
remotum  is  22  centimeters  in  front  of  it,  he  can,  of  course,  see 
clearly  the  details  of  the  fundus  of  the  hypermetropic  eye,  since 
their  puncta  remota  coincide.  Now,  as  the  punctum  remotum 
is  situated  in  front  of  the  eye  it  is  myopic,  and  if  it  is  at  22  cen- 
timeters, ■  the  myopia  is  =  =  4.5  dioptrics.  But  if  the 
myopia  of  the  observer  is  only  4  D,  that  is,  if  its  punctum 
remotum  is  found  at  =  25  centimeters  in  front  of  it,  he  will 
not  see  the  fundus  of  the  eye  under  examination  at  2  centimeters 
in  front  of  it,  but  m'ust  remove  his  eye  to  5  centimeters  from  that 
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of  the  hypermetropic  eye,  if  he  would  see  the  fundus  distinctly 
without  an  effort  of  the  accommodation. 

What  is  the  refraction  of  the  eye  of  an  observer  who  sees, 
without  the  aid  of  his  accommodation,  or  a  correcting  glass,  the 
fundus  of  a  myopic  eye  ? 

The  rays  coming  from  a  myopic  eye  converge  toward  its 
punctum  remotum.  The  examiner  cannot  be  emmetropic,  because 
the  emmetrope  requires  parallel  rays;  much  less  can  he  be 
myopic,  since  the  myope  demands  divergent  rays;  he  must  be 
hypermetropic,  because  it  is  the  hypermetrope  alone  who  requires 
converging  rays.  But  we  know  that  the  rays  coming  from 
infinity  are  parallel,  that  those  coming  from  a  finite  distance  are 
divergent,  and  that  converging  rays  are  found  naturally  nowhere 
except  coming  from  the  interior  of  a  myopic  eye.  It  is,  therefore, 
with  reason  that  Jager  says  that  the  fundus  of  a  myopic  eye  is  the 
only  object  in  heaven  or  on  earth  which  a  hypermetrope  is  able  to 
see  without  the  correction  of  his  ametropia. 

Let  us  now  return  to  the  study  of  the  conditions  which  we 
found,  in  the  preceding  paragraphs,  as  necessary  for  the  formation 
of  a  clear  and  distinct  image.  The  hypermetrope,  deprived  of  his 
accommodation,  cannot  unite  indifferently  all  convergent  rays,  but 
only  those  which  are  directed  toward  his  punctum  remotum. 
Now,  since  the  rays  coming  from  the  eye  of  a  myope  are  directed 
toward  its  punctuuo  remotum,  it  is  absolutely  necessary  that  the 
punctum  remotum  of  the  myope  coincide  with  that  of  the  hyper- 
metrope, in  order  that  the  hypermetrope  make  out  clearly  the 
details  of  the  fundus  of  the  myopic  eye  in  the  upright  image, 
without  the  intervention  of  his  accommodation  or  a  correcting 
glass. 

If  the  eye  has  a  myopia  of  4.5  D  its  punctum  remotum  is 
situated  at  22  centimeters  in  front  of  it,  and  that  of  the  hyper- 
metrope should  be  20  behind  it  when  his  eye  is  2  centimeters 
before  the  eye  under  examination. 

There  is  no  need  to  multiply  examples.  Understanding  the 
17 
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fuadamental  principles  as  we  have  given  them,  it  is  easy  to  follow 
out  all  the  combinations  possible,  and  to  judge  whether  an 
ametrope  of  a  given  degree  can  see  the  fundus   of  another 
ametropic  eye  or  not,  and  at  what  distance  it  must  be  placed. 
Moreover,  when  we  have  found  the  conditions  necessary  to  enable 
any  eye  A  to  see  the  fundus  of  another  eye  B,  the  law  of  conjugate 
foci  tells  us  that  under  the  same  conditions  B  can  see  the  fundus 
of  A  if  it  turns  the  ophthalmoscopic  mirror  and  illuminates  it.  If 
A  sees  the  fundus  of  the  eye  B  it  is  because  the  image  of  B's 
fundus  is  formed  on  his  own  retina.    "We  have  only  to  replace  the 
image  by  the  object,  and  the  object  by  the  image,  according  to 
the  law  of  conjugate  foci,  and  we  readily  see  that,  inversely,  an 
object  on  the  fundus  of  the  eye  A  should  form  its  image  on  the 
retina  of  the  eye  B,  that  is  to  say,  that  B  should  see  the  upright 
image  of  A. 
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THE  INVERTED  IMAGE. 

Gentlemen  : — We  open  in  this  lecture  a  new  question  in  the 
study  of  ophthalmoscopy.  We  have  repeated,  time  and  again, 
that  the  rays  coming  from  the  fundus  of  a  myopic  eye  are 
convergent,  and  are  united  in  its  punotum  remotum.  If  this 
is  true,  an  image  of  the  fundus  of  this  eye  must  be  formed  at 
the  distance  of  its  punetum  remotum,  in  accordance  with  the 
law  of  conjugate  foci,  which  allows  us  to  replace  the  image  by  the 
object  and  the  object  by  the  image.    Since  an  object  is  seen 


Fig.  38. 


distinctly  by  a  myope  when  at  its  punetum  remotum,  that  is  to 
say,  since  a  distinct  image  of  the  object  is  formed  on  the  retina, 
it  follows  that  an  object  on  the  retina  forms  a  clear  and  distinct 
image  in  front  of  the  eye  at  the  distance  of  its  punetum  remotum. 
We  can  easily  convince  ourselves  of  the  truth  of  this.  We  have 
only  to  illuminate  a  myopic  eye  of  10  D,  for  example,  from  a 
sufficient  distance,  in  order  to  see  a  real  image  of  its  retina  formed 
at  10  centimeters  in  front  of  it. 
An  object  B  A  (Fig.  38)  which  is  situated  at  the  punetum 
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remotum  of  tlie  eye  M  forms  on  the  retina  of  this  eye  an  image 
a  h,  and,  reciprocally,  an  object  a  6  on  the  retina  forms  an  image 
A  B  in  the  air  in  front  of  the  eye.  The  image  and  the  object,  as 
you  see,  are  inverted  in  relation  to  each  other. 

We  can  produce  the  same  effect  in  our  artificial  eye  composed 
of  the  flame  and  convex  lens.  Let  us  simulate  the  condition  of 
myopia  by  removing  the  flame  which  represents  the  retina  beyond 
the  focal  distance  of  the  lens.  By  removing  ourselves  sufficiently 
far  away  from  the  lens  we  will  see  again  the  image  of  the  flame, 
but  it  is  not  the  same  image  which  we  saw  before,  when  the 
myopia  was  corrected ;  the  proof  of  this  lies  in  the  fact  that  we 
can  only  see  it  when  we  place  ourselves  at  a  certain  distance  from 
the  eye,  and  that  in  order  to  see  it  distinctly  we  must  bring  our 
accommodation  into  play,  because  the  image  is  situated  in  the  air 
between  our  eye  and  the  examined  eye.  Thus,  retaining  our 
example  of  a  myopia  of  10  D,  if  we  place  ourselves  at  40  centi- 
meters before  such  an  eye  the  image  of  the  fundus  of  the  eye  will 
be  made  at  10  centimeters  in  front  of  it,  and  30  centimeters  from 
our  eye,  and  in  order  to  see  it  distinctly  we  must,  by  our 
accommodation,  adapt  our  eye  to  the  distance  of  30  centimeters. 

We  have  only  to  place  a  screen  between  our  own  eye  and  the 
convex  lens  which  represents  our  artificial  eye,  in  order  to  be  con- 
vinced that  at  a  certain  distance  from  the  lens  the  image  of  the 
flame  is  produced  on  the  screen. 

The  images  which  we  have  obtained  previously,  of  the  emme- 
trope,  and  the  hypermetrope  and  myope,  after  correction,  could 
not  be  received,  on  a  screen. 

Let  us  again  use  the  lens  and  flame.  We  place  the  flame  in 
the  focus  of  the  lens,  or,  in  other  words,  we  correct  the  myopia 
which  we  produced  by  removing  the  flame  beyond  the  focus  of  the 
lens.  We  will  be  able  to  see  the  flame  through  the  lens,  but,  no 
matter  where  we  place  the  screen,  we  will  not  be  able  to  obtain 
any  image  of  the  flame  upon  it. 

The  ophthalmoscopic  image  of  an  emmetrope  or  a  corrected 
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ametrope,  as  we  see  it  in  the  simple  illumination,  is  behind  the  eye, 
and  virtual,  while  the  image  of  a  non-corrected  myope  is  produced, 
in  front  of  the  eye  examined,  and  is  real. 

Another  important  difference  is  to  be  noticed,  too,  between  this 
real  image  and  the  image  we  saw  before,  and  that  is  that  the  real 
image  is  inverted  while  the  other  is  upright.    The  same  thing  is 
seen  when  a  myopic  eye  is  examined  at  a  distance,  with  an 
ophthalmoscopic  mirror  alone.    If  we  cause  the  eye  under  exami- 
nation to  make  slight  movements  the  image  of  the  fundus  of  the 
eye  does  not  follow  these  movements,  but  is  displaced  in  an 
opposite  direction.    If  we  cause  the  patient  to  look  upward  the 
image  moves  downward ;  if  he  looks  to  the  left  the  image  moves 
toward  the  right;  and  vice  versa.    Moreover,  in  observing  the 
disk  and  remembering  that  the  large  vessels  which  come  out  from 
it  are  directed  outward,  you  will  see  that  in  the  image  furnished 
by  the  myopic  eye  these  vessels  run  in  an  opposite  direction, 
inward,  and  if  you  have  noticed  the  upright  image  in  detail, 
and  found  a  point  of  pigment,  for  example,  above  the  disk,  you 
will  find  it  in  the  myopic  image  below.    All  these  things  go  to 
show  that  the  image  is  inverted.    This,  however,  should  not  be 
astonishing.    You  have  not  forgotten  that  all  images  are  formed 
on  the  retina  inverted ;  therefore,  if  we  replace  the  image  by  the 
object  (always  following  the  law  of  conjugate  foci),  an  object  on 
the  retina  ought,  in  its  turn,  to  form  an  inverted  image  at  the 
place  where  the  object  was.    All  myopic  eyes,  therefore,  form,  at 
the  distance  of  their  puncta  remota,  real  and  inverted  images  of 
their  retinae. 

■  It  may  be  asked,  possibly,  why  it  is  that  the  emmetropic  and 
hypermetropic  eye  do  not  form  images  at  their  puncta  remota  ? 
In  reply  I  would  say  that  in  order  that  an  image  be  real  it  must 
be  formed  by  the  convergence  of  luminous  rays. 

Now,  the  rays  emanating  from  emmetropic  eyes,  being  parallel, 
cannot  come  to  a  focus  and  form  an  image  in  the  air,  and  the 
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rays  coming  from  a  hypermetropic  eye  are  mucli  less  able  to  do 
so,  since  they  are  divergent. 

In  speaking  of  the  punetum  remotum  of  a  hypermetropic  eye 
it  must  be  understood  always  that  it  is  negative,  that  is  to  say, 
it  does  not  exist  in  reality,  but  only  corresponds  to  the  union  of 
the  rays  coming  from  a  hypermetropic  eye  and  supposed  to  be 
prolonged  backward,  that  is,  to  the  point  from  which  they  appear 
to  emanate. 

Neither  an  emmetropic  nor  a  hypermetropic  eye,  therefore,  can 
produce  an  aerial  image,  because  the  rays  which  come  from  them 
do  not  converge,  as  do  those  coming  from  the  myopic  eye.  But 
we  are  able  to  make  both  parallel  and  diverging  rays  converge  by 
means  of  a  convex  lens ;  in  other  words,  we  can  render  an  emme- 
tropic or  hypermetropic  eye  myopic  by  placing  a  convex  lens  in 
front  of  it. 

Place,  for  example,  before  an  emmetropic  eye  a  convex  lens  of 
10  D.  What  will  be  its  influence  on  the  emerging  rays  ?  It  will 
unite  the  parallel  rays  which  come  from  the  emmetropic  eye  at 
its  focus  situated  10  centimeters  in  front  of  it,  or,  what  amounts 
to  the  same  thing,  it  will  give  an  emmetropic  eye  a  myopia  with 
its  punetum  remotum  10  centimeters  in  front  of  the  lens.  Our 
emmetrope,  deprived  of  his  accommodation,  will  read,  with  this 
glass  of  10  D,  the  smallest  print  10  centimeters  in  front  of  it;  his 
eye  will  be  adapted  to  this  short  distance  in  the  same  way  as  a 
myope's  is  to  the  distance  of  his  punetum  remotum.  Inversely  the 
objects  on  his  retina  will  make  their  inverted  and  real  images  at 
the  same  distance  in  front  of  the  lens.  If  we  illuminate  the 
interior  of  an  emmetropic  eye  by  means  of  an  ophthalmoscopic 
mirror  we  will  see  an  upright  image  of  the  fundus  at  any  distance, 
without  any  effort  of  the  accommodation.  If  we  place  before  the 
same  eye  a  convex  lens,  and  remove  our  eye  to  some  distance  from 
it,  we  will  see,  by  an  effort  of  the  accommodation,  another  image 
inverted  and  situated  in  front  of  the  eye  under  examination. 

Thus  in  Fig.  39  the  object  a  h,  at  the  fundus  of  the  emmetropic 
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eye,  forms,  by  means  of  the  lens  L,  an  inverted  image,  as,  inversely, 
an  object  A  B  will  form  its  image  in  a  &  on  the  retina. 

The  same  thing  occurs  in  a  hypermetropic  eye.  If  the  convex 
lens  is  sufficiently  strong,  it  will  render  the  divergent  rays  of  the 
hypermetropic  eye  convergent,  so  that  they  will  be  united  and  form 
an  inverted  image  in  front  of  the  eye,  not  at  its  focus,  but  beyond 
it,  and  nearer  the  observer,  since  the  rays  coming  from  the  eye 
observed  are  not  parallel,  but  divergent. 


Fig.  39. 


In  order  to  obtain  an  inverted  image  of  the  fundus  of  an 
emmetropic  or  hypermetropic  eye,  we  must,  therefore,  place  a 
convex  lens  in  front  of  it,  while  for  the  myopic  eye  this  image 
is  produced  spontaneously,  at  its  punctum  remotum,  without 
the  intervention  of  any  lens.  We  can  thus  easily  examine 
the  eyes  affected  with  a  considerable  degree  of  myopia  (from  10  to 
20  dioptries)  with  a  simple  mirror ;  but  for  myopia  of  less  degrees, 
this  method  is  not  practicable.  If  we  have  a  myopia  of  2  D,  for 
example,  there  is  no  doubt  but  that  there  will  be  an  inverted 
image  of  its  fundus  formed  at  50  centimeters  in  front  of  it,  but 
how  can  we  illuminate  an  eye  with  an  ordinary  ophthalmoscopic 
mirror  at  a  distance  of  more  than  80  centimeters  ?  For,  in  order 
to  see  the  image  we  must  be  at  30  centimeters  distance  from  it. 
This  is  not  practicable,  because  the  illumination  becomes  too  weak, 
and  because  the  enlargement  of  the  inverted  image  becomes  so 
great  that  the  image  of  a  single  branch  of  one  of  the  retinal 
vessels  fills  the  whole  of  the  pupillary  field,  and  we  cannot  make 
out  the  details  and  their  relations  with  any  satisfaction.  "What 


256 


EXAMINATION  OF  THE  EYES. 


should  we  do  in  such  a  case  ?  We  should  use  the  same  means 
which  we  have  just  used  for  the  emmetrope  and  hypermetrope. 
Since  the  myopia  is  too  feeble,  we  increase  it  by  placing  a  positive 
lens  in  front  of  the  eye.  The .  inverted  image  is  formed  too  far 
from  the  eye,  so  we  unite  the  rays  closer  to  it,  by  increasing  their 
convergence  by  means  of  a  convex  lens.  The  inverted  image  in 
this  case  is  found  nearer  to  the  lens  than  in  emmetropia,  that  is, 
within  its  focus. 
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Gentlemen  : — Recurring  again  to  our  primitive  artificial  eye, 
we  find  that  it  discloses  to  us  yet  other  valuable  facts.  Make  this 
eye  emmetropic  or  hypermetropic,  by  bringing  the  flame  up  to  the 
focal  point  of  the  lens,  or  within  it.  We  see  again  the  image 
upright.  By  interposing  between  our  eye  and  the  lens  which 
represents  the  eye  to  be  examined  a  convex  lens,  No.  10,  for 
example,  we  see  the  image  change  immediately,  from  the  up- 
right to  the  inverted.  By  comparing  this  inverted  image  with 
the  upright  image,  the  striking  fact  is  revealed  that  the  upright 
image  is  much  the  larger. 

The  upright  image  of  the  living  eye  is  often  so  large,  indeed, 
that  we  cannot  see  the  whole  of  the  papilla  in  the  field  of  the 
pupil;  often  a  single  trunk  of  the  retinal  vessels  is  sufficiently 
large  to  fill  it,  while  the  inverted  image  can  be  made  so  small  as 
to  enable  us  to  see  at  once  not  only  the  whole  of  the  papilla  but  a 
large  portion  of  the  retina  surrounding  it. 

Moreover,  if,  in  making  the  inverted  image,  we  employ  different 
convex  lenses,  we  shall  find  that  the  inverted  image  obtained  by  a 
weak  lens  is  larger  than  that  given  by  a  stronger  one,  and  further- 
more, that  it  is  formed  at  a  greater  distance  from  the  lens  than 
the  latter. 

We  shall  find,  too,  that  the  inverted  image  formed  by  the 
emmetropic  eye  with  the  same  lens,  has  always  the  same  size,  what- 
ever may  be  its  distance  from  the  eye. 

On  the  other  hand,  the  size  of  the  inverted  image  of  the  hyper- 
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metropic  eye  diminishes  in  proportion  as  the  lens  is  removed  from 
the  eye. 

By  removing  the  lens  from  the  myopic  eye,  on  the  contrary,  the 
size  of  the  inverted  image  increases. 

If  we  should  compare  the  inverted  images  obtained  by  the  same 
lenses,  at  the  same  distance  from  an  emmetropic,  hypermetropic 
and  myopic  eye,  we  should,  of  course,  find  that  the  image  of  the 
hypermetropic  eye  was  larger,  while  that  of  the  myopic  eye  was 
smaller  than  that  of  the  emmetropic  eye.  From  which  fact  the 
three  following  very  important  laws  have  been  established. 

1.  The  upright  image  of  an  eye  is  larger  than  its  inverted 
image  obtained  by  the  aid  of  a  strong  convex  lens. 

2.  The  size  of  the  inverted  image  is  proportional  to  the  focal 
distance  of  the  convex  lens  used  (inversely  proportional  to  its 

refracting  power). 

3.  The  inverted  image  of  a  hypermetropic  eye  is,  other  things 
being  equal,  greater  than  that  of  the  emmetropic  eye,  and  that  of 
•the  emmetropic  eye  is  greater  than  that  of  the  myopic  eye. 

These  are  very  important  facts ;  but  they  give  us  only  rela- 
rtive  ideas ;  they  indicate  the  relations  which  exist  between  the 
^ize  of  the  various  ophthalmoscopic  images,  without  giving  us 
.the  least  hint  as  to  the  absolute  size  of  the  images,  or  even  the 
(relations  which  they  bear  to  the  size  of  the  object.    The  enlarge- 
ment of  the  ophthalmoscopic  image  is  a  totally  diflferent  question. 
You  must  not  forget  that  the  interior  of  an  eye  examined  with 
the  ophthalmoscope  is  not  looked  at  under  the  same  conditions  as 
an  object  viewed  in  the  air,  as,  for  example,  the  membrana  tympani, 
which  we  observe  by  means  of  an  otoscope.    We  look  at  it  through 
a  dioptric  system,  namely,  the  refracting  apparatus  of  the  eye 
under  examination,  to  which  we  sometimes  add  a  lens,  to  correct 
the  ametropia  or  to  produce  the  inverted  image. 

It  is  hardly  necessary  to  say  that,  under  these  circumstances, 
the  objects  at  the  fundus  of  the  eye  do  not  appear  of  their  natural 
size.    Indeed,  in  the  examination  by  means  of  the  upright  image, 
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the  fundus  of  the  eye  is  situated  at  or  near  the  focus  of  a  magni- 
fying lens,  and  all  objects  seen  under  such  conditions  are  magnified. 
In  the  examination  of  the  inverted  image  the  fundus  is  found,  as 
we  have  seen,  beyond  the  focus  of  the  magnifying  lens,  since  the 
image  it  produces  is  inverted,  and  for  convex  lenses,  which  we 
generally  use  in  ophthalmoscopy,  this  inverted  image,  though 
smaller  than  the  upright  image,  is  still  larger  than  the  object 
which  produces  it. 

It  is  not  an  unimportant  matter  to  determine  the  enlargement 
of  the  ophthalmoscopic  image.  What  would  you  say  of  a  his- 
tologist  who  would  not  take  account  of  the  enlargement  of  his 
preparations  under  the  microscope,  and  what  should  we  think  of 
those  ophthalmologists  who  do  not  endeavor  to  find  out  the  real 
dimensions  of  those  parts  of  the  eye  which  they  examine  with  the 
ophthalmoscope  ?  I  repeat,  that  this  question  has  a  great  practical 
importance,  and  is  not  interesting  simply  from  a  scientific  point  of 
view,  since  it  is  not  a  matter  of  indifference  to  know  the  real  size 
of  a  foreign  body  which  the  ophthalmoscope  shows  us  in  the 
fundus  of  the  eye.  Neoplasms  at  the  fundus  or  in  the  interior  of 
the  eye  are  likely  to  remain  to  us  an  unsolved  mystery,  if  we  do 
not  take  account  of  their  real  size ;  but  it  is  especially  for  the 
purpose  of  studying  the  topography  of  the  fundus  that  it  is 
important  to  reduce  the  ophthalmoscopic  image  to  its  real  size. 

It  is  of  great  importance  to  know  what  part  of  the  eye  we  are 
examining ;  if  such  and  such  an  affection  of  the  fundus  is  found 
very  near  or  very  far  from  the  macula ;  at  how  many  millimeters 
from  the  papilla  a  foreign  body  is  lodged,  which  we  propose  to 
extract.  It  will  diminish  considerably  the  chances  of  success  of 
this  operation,  which,  however,  is  sometimes  successful,  if  we  can- 
not put  a  just  estimate  upon  the  seat  of  the  foreign  body,  such  as 
can  only  be  obtained  by  a  knowledge  of  the  real  size  of  the 
ophthalmoscopic  image. 

This  question,  however,  is  not  one  very  easy  of  solution,  and  it 
cannot  be  solved  without  the  assistance  of  mathematics;  and 
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since  it  is  in  accordance  with  our  plan  to  adhere  strictly  to  the 
practical  side  of  our  subject,  we  shall  not  go  outside  of  it  now  to 
consider  this  matter,  but  simply  refer  those  who  desire  to  go  into 
the  subject  fully  to  my  monograph  on  the  enlargement  of  the 
ophthalmoscopic  image,*  and  to  the  chapter  on  the  same  subject 
in  the  Compendium  d'ophthalmologie,  by  Wecker  and  Landolt. 
I  have  treated  the  subject  in  detail  in  those  places,  and  I  shall 
here  limit  myself  to  giving  the  results  obtained. 

The  enlargement  of  the  upright  image  depends  on  the  distance 
to  which  the  image  is  projected ;  in  other  words,  on  the  distance 
at  which  the  observer  thinks  he  sees  it.  If  this  distance  of 
projection,  as  I  call  it,  is  30  centimeters,  that  is,  if  the  observer 
projects  the  image  to  a  point  30  centimeters  in  front  of  him,  the 
enlargement  of  the  upright  image  will  be  20  times. 

The  inverted  image  produced  by  a  convex  lens  of  20  -D  (+  i  O.S) 
placed  at  47  millimeters  in  front  of  the  cornea  is,  for  the  emme- 
TROPE,  3.6  times  greater  than  the  object ;  it  is  larger  for  the 
hypermetrope,  smaller  for  the  myope;  and  this  difference 
increases  with  the  increase  of  the  ametropia.  It  is,  however,  not 
very  considerable;  thus  the  inverted  image  of  a  hypermetrope  of 
7.9  D  (I  0.S)  is  4.1  times  larger  than  the  object;  for  a  myope  of 
7.9  D  the  image  is  3.1  times  larger  than  the  object. 

The  relation  of  the  size  of  the  inverted  image  of  an  ametrope, 
under  the  circumstances  mentioned,  to  that  of  the  upright  image, 

is,  therefore — 

For  emmetropia  =  1  :  5.5. 

For  hypermetropia  of  7.9  D  =  1  :  4.7. 

For  myopia  of  7.9  D  =  1  :  7.1. 

It  follows  from  this  that  we  should  use  the  inverted  image 
when  we  wish  to  take  a  general  view  of  the  background  of  the 
eye,  while  the  upright  image  is  to  be  employed  when  we  wish  to 
study  it  more  in  detail. 

*  Le  grosmement  des  images  ophthdinoscopiques.    Paris,  1874. 
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DETERMINATION  OF  THE  REFRACTION  BY  MEANS  OF 
THE  OPHTHALMOSCOPE. 

Gentlemen  : — The  course  of  luminous  rays  whicli  enter  the  eye, 
as  well  as  that  of  the  rays  coming  from  its  interior,  depends,  as 
we  have  seen,  on  the  condition  of  the  refraction  of  the  eye.  In 
ophthalmoscopy  we.  have  to  do  with  both  the  incident  and  emergent 
light :  the  incident  light  being  that  with  which  we  illuminate  the 
eye,  the  emergent  light  that  which  forms  the  ophthalmoscopic 
image.  Now,  the  refraction  of  the  eye  influences  not  only  the 
course  of  the  emergent  light  which  forms  the  ophthalmoscopic 
image,  but  also  that  which  we  throw  into  the  eye,  and  that,  too, 
in  a  variety  of  ways.  Ophthalmoscopy  should,  therefore,  furnish 
us,  not  with  a  single  method  only,  but  with  many  methods  for 
determining  the  refraction  of  the  eye  examined.  We  can  deter- 
mine the  refraction  of  the  eye  by  means  of  the  incident  light ;  we 
can  determine  it  again  by  means  of  the  lens  which  it  is  necessary 
to  use  in  order  to  see  the  upright  image ;  by  means  of  the  enlarge- 
ment of  this  image;  by  means  of  the  distance  at  which  the 
inverted  image  is  formed ;  and  finally,  by  the  enlargement  of  the 
inverted  image. 

The  sipmlest  and  most  practical  of  all  these  methods  consists  in 
finding  the  lens  which  the  examiner  needs  in  order  to  see  the 
fundus  of  the  eye  under  examination,  distinctly. 

After  what  has  gone  before,  this  method  requires  but  little 
further  explanation.  We  have  seen  that  the  eye  of  the  examiner 
being  emmetropic,  the  lens  which  it  is  necessary  to  use  in  order 
to  see  the  erect  image  of  the  fundus  of  another  eye  depends  upon 
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the  refraction  of  the  eye  to  be  examined,  and  that  the  number  of 
the  lens  used  to  give  a  distinct  image  marks  the  degree  of  the 
ametropia. 

You  must  not  forget  the  one  essential  condition  for  determining 
the  refraction :  the  eye  of  the  examiner,  as  well  aa  that  of  the 
examinee,  must  have  its  accommodation  completely  relaxed. 

If  the  examination  is  made  in  a  dark  chamber,  and  the  examinee 
is  told  to  look  as  if  at  objects  in  the  distance,  the  accommoda- 
tion is  nearly  always  completely  relaxed.  The  proof  of  this  is  that 
the  refraction,  as  determined  by  the  ophthalmoscope,  is  nearly 
without  exception  less  than  that  found  by  the  usual  means  of  test 
glasses,  and  nearly  always  corresponds  with  that  found  after  the 
accommodation  has  been  overcome  by  atropine. 

It  is  indispensable  that  the  observer  habituate  himseK  to  relax 
his  accommodation  during  ophthalmoscopic  examinations.  In 
order  to  do  this  emmetropes  and  hypermetropes  must  accustom 
themselves  to  look  through  convex  lenses  at  objects  situated  at  the 
focus  of  the  lens,  and  to  practice  bringing  their  eyes  to  a  "condition 
of  parallelism.    This  latter  can  be  accomplished  by  placing  before 
one  eye  a  prism  with  its  base  inward.    We  have  also  found  it  of 
advantage  to  observe  the  inverted  image  through  a  tolerably 
strong  convex  lens  (+  3  D),  in  order  to  accustom  ourselves  to 
relax  the  accommodation  in  all  examinations  with  the  ophthalmo- 
scope.   Those  who  are  not  able  to  completely  control  their  accom- 
modation, should  find  the  point  to  which  they  are  able  to  relax  it,^ 
and  then  consider  themselves  myopes  whose  jpwncto  remiota  are  sit- 
uated at  the  distances  for  which  they  adapt  their  accommodation. 

Finally,  it  is  very  important  to  know  what  point  of  the  eye  to 
choose  as  an  object  for  determining'  the  refraction.  It  is  evident 
that  in  the  majority  of  cases  we  will  wish  to  take  the  refraction  in 
the  direction  of  the  visual  axis,  that  is,  in  the  direction  of  the 
macula  lutea.  But  the  macula  is  not  a  good  point  to  select.  In 
the  first  place,  there  are  no  objects  there  with  clearly  marked  out- 
lines by  which  the  examiner  is  able  to  judge  whether  his  eye  is 
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accurately  adapted  or  not ;  in  the  second  place,  the  light  of  the 
ophthalmoscope  falling  directly  on  the  7nacula  dazzles  the  observed 
eye  to  such  an  extent  that  the  pupil  contracts  and  thus  interferes 
much  with  the  examination ;  finally,  it  is  in  the  direction  of  the 
optic  axis  that  the  reflections  from  the  refracting  surfaces — the 
cornea,  and  the  surfaces  of  the  lens — are  most  annoying. 

An  object  which  serves  much  better  than  this  is  the  papilla, 
with  its  clearly  marked  outline,  which  is  sometimes  bordered  by  a 
line  of  pigment,  and  with  its  vessels,  which  are  clearly  pronounced 
against  the  bright  background.  Furthermore,  it  is  insensible  to 
light,  and  the  reflection  from  the  cornea  is  thrown  to  one  side^ 
because  it  is  not  found  on  the  line  of  vision  of  the  observer  when 
he  is  looking  at  the  disk.  It  is  only  necessary  to  know,  therefore, 
if  the  refraction  at  the  papilla  is  the  same  as  that  at  the  macula; 
that  is,  whether  the  papilla  and  the  macula  are  on  the  same  plane 
relative  to  the  dioptric  system  of  the  eye.  A  difference  of  a  frac- 
tion of  a  millimeter  in  the  length  of  the  eye  suffices  to  produce 
considerable  differences  in  its  refraction.  Ordinarily,  however, 
we  can  say,  without  any  great  error,  that  the  macula  and  the 
external  border  of  the  papilla  are  about  on  the  same  level ;  it  is  only 
in  excavations  and  protrusions  of  the  optic  nerve,  and  especially 
in  staphyloma  posterior,  that  we  have  to  determine  the  refraction 
at  the  macula  itself. 

It  is  of  importance  sometimes  to  determine  the  refraction,  not 
only  for  the  central  part  of  the  fundus  of  the  eye,  but  also  for  the 
peripheral  portions.  I,  among  other  observers,  have  satisfied  my- 
self that,  where  myopia  is  produced  by  an  elongation  of  the  eye 
(axial  myopia),  it  is  less  at  the  periphery  than  at  the  center. 
It  may  change  to  emmetropia,  or  even  hypermetropia,  at  the 
peripheral  portion. 

We  will  now  suppose  that  the  observer  is  emmetropic  and 
deprived  of  his  .accommodation.  When  he  sees  the  fundus  of 
another  eye  distinctly,  without  the  aid  of  any  correcting  glass,  by 
simple  illumination  with  the  ophthalmoscopic  mirror,  that  eye 
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must  also  be  emmetropic :  if  the  examiner  sees  the  fundus  of  the 
examined  eye,  the  image  of  the  fundus  must  be  formed  clearly 
upon  his  own  retina,  and  in  order  that  this  image  be  distinct  it  is 
necessary  that  the  rays  coming  from  the  examined  eye  be  parallel, 
and  parallel  rays  can  only  come  from  an  emmetropic  eye. 

If,  on  the  contrary,  the  emmetropic  eye  sees  the  fundus  of  an- 
other eye  by  means  of  a  convex  lens,  as  well,  or  better  than  with- 
out a  glass,  then  the  examined  eye  is  hypermetropic ;  for,  in  order 
to  see  clearly,  the  emmetropic  eye  must  have  the  rays  coming  to 
it  parallel,  and  if  the  rays  are  parallel  after  passing  through  a 
convex  lens,  they  must  have  been  divergent  before  reaching  it, 
and  that  divergence  must  have  been  the  same  as  if  the  rays  came 
from  the  focus  of  that  lens.    Now,  it  is  only  a  hypermetropic  eye 
which  can  send  out  divergent  rays.    The  examined  eye  must, 
therefore,  be  hypermetropic,  and  its  punetum  remotum  must  coin- 
cide with  the  focus  of  the  correcting  lens.    The  degree  of  the 
hypermetropia  is  therefore  given  by  the  number  of  the  correcting 
lens.    If  an  emmetropic  observer  sees  the  fundus  of  a  hyperme- 
tropic eye  distinctly  with  a  No.  4  convex  lens,  it  shows  that  this 
eye  has  need  of  an  increase  of  4  dioptries  in  its  refracting  power 
in  order  to  become  emmetropic,  that  is  to  say,  in  order  that 
luminous  rays  coming  from  it  shall  be  parallel.    He  has,  therefore, 
been  4  dioptries  weaker  than  the  emmetrope,  and  consequently  his 
hypermetropia  is  4  D. 

We  can  consider  the  matter  in  yet  another  way.  The  correct- 
ing lens  has  rendered  the  rays  coming  from  the  eye  of  a  hyperme- 
trope  parallel;  therefore  they  were  divergent,  and,  as  we  have 
said,  the  point  of  divergence  is  found  at  the  focus  of  the  lens, 
whiih  coincides  with  the  punetum  remotum  of  the  hypermetropic 
eye.  Now,  the  focal  distance  of  a  lens  of  4  D  is  =  25  centi- 
meters. The  punetum  remotum  of  the  eye  under  examination  is 
found,  therefore,  25  centimeters  behind  the  lens.  If  the  lens  is 
held  at  1.5  centimeters  before  the  eye  the  punetum  remotum  is 
found  at  23.5  centimeters  behind  the  apex  of  the  cornea. 
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Here,  you  see,  arises  the  question  of  the  distance  which  sepa- 
rates the  eye  and  the  correcting  glass.  It  is  apparent  that  it  is  a 
matter  of  no  little  importance  where  the  glass  is  held.  If  it  is 
brought  as  close  as  possible  it  will  not  be  far  from  the  anterior 
focal  point  of  the  eye,  which  is  13  millimeters  from  the  cornea. 
It  ought,  therefore,  to  have  the  same  power  as  the  lens  which  we 
have  found  in  determining  the  refraction  and  acuteness  of  vision 
subjectively  by  means  of  glasses,  and  as  we  took  in  this  method 
the  number  of  the  glass  as  a  direct  expression  of  the  degree  of 
ametropia,  so  we  shall  make  no  reduction  of  the  number  when  we 
determine  the  refraction  by  the  ophthalmoscope  when  the  correct- 
ing glass  is  found  near  the  same  place. 

This  reduction  would  only  be  necessary  in  the  case  where  the 
correcting  glass  is  further  removed  from  the  eye  to  be  examined, 
and  especially  in  the  high  degrees  of  ametropia,  where  a  difference 
of  some  millimeters  in  the  focal  distance  of  the  lens  will  make  a 
considerable  difference  in  its  refracting  power.  In  this  case  we 
have  only  to  remember  that  the  focus  of  the  correcting  lens  and 
the  punctum  remotum  of  the  eye  under  examination  coincide. 
Therefore,  in  order  to  find  the  real  degree  of  the  hypermetropia 
we  will  have  to  subtract  from  the  focal  distance  of  the  correcting 
lens  the  distance  which  separates  it  from  the  cornea,  or,  if  we 
wish  to  know  the  number  of  the  glasses  which  the  patient  should 
wear  at  13  millimeters  from  the  cornea,  we  subtract  from  the 
focal  distance  of  the  ophthalmoscopic  correcting  glass  the  distance 
which  separates  it  from  a  point  13  millimeters  in  front  of  the  cornea. 

Thus,  suppose  that  the  ophthalmoscope  is  held  at  25  millimeters 
from  the  cornea  of  the  observed  eye,  and  that  No.  +  8,  whose 
focal  distance  is  125  millimeters,  is  required  to  see  the  fundus 
clearly  by  the  erect  method.  The  punetum  remotum  of  this  eye 
is  then  found  at  125  —  25  =  100  millimeters  behind  the  cornea ; 
the  real  hypermetropia  is  therefore  10  D,  and  a  correcting  lens 
placed  at  13  millimeters  in  front  of  the  cornea  will  have  to  have  a 
focal  distance  of  100  +  13  =  113  millimeters,  which  is  9  D. 
18 


266 


EXAMINATION  OF  THE  EYES. 


When  tlie  emmetropic  examiner  has  need  of  a  concave  lens  in 
order  to  see  the  fundus  of  an  eye,  that  eye  is  myopic;  the 
luminous  rays  which  have  been  rendered  parallel  by  the  concave 
lens  must  have  been  convergent  before  reaching  the  lens,  and  have 
come,  therefore,  from  a  myopic  eye.    These  rays  must  have  had 
such  a  convergence,  too,  as  would  bring  them  to  a  focus  at  the 
punctum  remotum  of  that  eye.    The  number  of  this  concave 
lens  gives,  therefore,  the  degree  of  myopia  of  the  examined  eye, 
provided  it  is  not  held  too  far  from  it.    If  it  is  found  that  the 
fundus  of  an  eye  can  only  be  seen  distinctly  with  a  No.  5  concave, 
that  eye  will  have  a  myopia  of  5  dioptries.  Its  punctum  remotum 
should  be  at  the  focus  of  the  lens,  that  is,  at  20  centimeters  in 
front  of  the  lens,  or  at  20  +  1.5  =  21.5  centimeters  in  front  of 
the  eye.    The  observer,  by  removing  his  eye  to  a  distance,  can 
see  with  the  ophthalmoscopic  mirror  alone,  without  any  auxiliary 
lens,  the  inverted  image  of  the  fundus  formed  at  this  place. 

If  the  ophthalmoscope  is  held  at  a  greater  distance  from  the 
•cornea,  say  at  25  millimeters,  and  it  requires  a  No.  8  to  see  the 
ifundus  distinctly,  we  know  that  the  punctum  remotum  of  that 
■eye  is  to  be  found  at  125  millimeters  in  front  of  the  lens,  and 
therefore  at  125  +  25  =  150  millimeters  in  front  of  the  cornea, 
and  the  true  degree  of  the  myopia  is       =  6.5  D.    The  correct- 
ing glass,  placed  at  13  millimeters  in  front  of  the  cornea,  ought  to 
have  150  —  13  =  137  millimeters  focal  distance,  and,  therefore, 
7  D  refracting  power. 

When  the  examiner  is  not  emmetropic,  but  ametropic,  the 
correcting  glass  which  is  required  to  see  the  erect  image  dis- 
tinctly is  evidently  not  the  expression  of  the  state  of  the  refraction 
of  the  eye  examined,  because  it  does  not  render  the  rays  coming 
from  this  eye  parallel,  but  renders  them  convergent  or  divergent, 
according  as  the  observer  is  hypermetrojnc  or  myopic.  We  must 
then  subtract  the  part  which  serves  to  correct  the  ametropia  of 
the  examiner  from  the  number  of  the  glass  found.  Thus,  a 
hypermetropic  examiner  who  sees  distinctly  with  a  convex  lens 
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would  not  say  that  an  eye  had  a  hypermetropia  equal  to  the 
number  of  the  correcting  lens,  because  a  part  of  the  refracting 
power  of  this  lens  serves  to  correct  his  own  hypermetropia,  and 
this  part  must  be  subtracted  from  the  number  of  the  correcting 
lens. 

The  same  holds  true  for  the  myopia  examiner  who  sees  dis- 
tinctly with  a  concave  lens.  A  part  of  the  refracting  power  of 
this  lens  serves  to  correct  his  own  ametropia,  and  must,  conse- 
quently, be  subtracted  from  the  number  of  the  correcting  lens. 

But  the  determination  of  the  refraction  becomes  as  simple  for 
the  ametropic  examiner  as  for  the  emmetropic  when  his  ametropia 
is  corrected.  Many  of  our  ametropic  colleagues  have  adopted  "our 
suggestion  to  put  in  the  central  opening  of  the  mirror  the  lens 
which  corrects  their  ametropia.  By  doing  this  they  are  always 
in  a  state  of  emmetropia  while  making  ophthalmoscopic  examina- 
tions, and  the  lenses  of  the  ophthalmoscope  which  are  used  to 
determine  the  refraction  of  the  examined  eye  serve  them  as  well 
as  emmetropes.  This  was  in  the  time  of  the  old  system  of 
numbering  glasses,  when  it  was  so  inconvenient  to  subtract  the 
fraction  which  represented  their  ametropia  from  that  of  the 
correcting  lens.  With  the  new  system  of  numbering,  however, 
this  calculation  is  so  simple  that  it  would  be  superfluous  to  put  a 
special  correcting  lens  in  the  ophthalmoscope. 

Suppose  the  hypermetropia  of  the  observer  is  2  D.  His  refrac- 
tion is  2  dioptrics  feebler  than  that  of  the  emmetrope.  From  the 
correcting  glass  of  which  he  has  need  to  see  the  fundus  of  an  eye 
under  examination,  it  is  always  necessary  to  subtract  the  two 
positive  dioptrics  which  serve  to  correct  his  own  hypermetropia. 
Thus,  when  our  hypermetrope  sees,  with  a  convex  No.  5,  the 
fundus  of  an  eye  under  examination,  this  eye  has  not  a  hyper- 
metropia of  5  D,  because  two  of  these  5  dioptrics  go  to  correct 
the  hypermetropia  of  the  examiner.  The  hypermetropia  of  this 
eye  will,  therefore,  be  only  5  —  2  =  3  D. 

If  our  hypermetrope  sees  with  +  2  D,  the  eye  examined  must 
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be  emmetropic,  since  2—2  =  0,  or,  better  expressed,  because 
these  two  dioptrics  render  bis  eye  emmetropic  by  completely 
correcting  bis  ametropia,  and  the  emmetrope  sees  the  fundus  of 
another  emmetropic  eye  distinctly,  without  the  intervention  of 
any  glass. 

If  the  hypermetrope  sees  without  any  correcting  glass,  then  the 
examined  eye  has  an  excess  of  refraction  equal  to  the  lack  of 
refraction  in  the  examiner's  eye.  In  the  example  we  have  taken 
the  examined  eye  should  have  a  myopia  of  2  D,  since  0  —  2  = 
—  2.  This  would  be  the  number  of  the  correcting  glass  which 
an  emmetrope  would  require  to  see  the  erect  image  in  that  eye, 
and  is  also  the  correcting  lens  of  a  myopia  of  2  D. 

If  the  hypermetrope  has  need  of  a  concave  lens  to  see  the 
fundus  of  an  eye  distinctly,  then  this  eye  has  a  higher  degree  of 
myopia  than  when  the  hypermetrope  saw  without  a  lens.  Suppose 
our  hypermetrope  of  2  D  is  armed  with  a  concave  lens  of  6  D. 
This  lens  increases  his  lack  of  refraction,  and  makes  it  =  8 
dioptrics;  consequently  the  excess  of  refraction  of  the  examined 
eye  =  8  D,  since,  according  to  our  calculation,  —  6  +  (—  2)  — 
—  8D. 

Let  us  take  now  a  myoj>io  examiner.    His  eye  has  an  excess  of 
refraction  which  can  be  compared  to  the  addition  of  a  convex  lens 
to  his  dioptric  apparatus.    The  correcting  lens  will,  therefore, 
always  be  more  feeble  than  is  necessary  to  correct  the  eye  under 
examination.    The  number  of  dioptrics  which  represent  the  excess 
of  refraction  of  the  examining  myope  must,  therefore,  be  added 
to  the  correcting  lens,  in  order  to  obtain  the  refraction  of  the  eye 
examined.    If  the  examiner  has  M  of  6  D,  and  he  sees  with  a  lens 
of  +  1  D  the  examined  eye  must  be  strongly  hypermetropic, 
because  the  myopia  of  the  examiner  is  already  equal  to  a  positive 
lens  of  5  D,  to  which  must  be  added  yet  another  dioptry  of  the 
correcting  lens.    The  hypermetropia  of  the  examined  eye  must 

therefore  be  5  +  1  =  6  D.  ^  xi. 

If  the  myope  of  5  dioptries  sees  without  a  glass,  then  tUe 
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examined  eye  has  a  hypermetropia  of  a  degree  equal  to  the 
myopia  of  the  examiner,  and  the  hypermetropia  will  be  equal  to 
5  D. 

When  the  myope  has  need  of  a  concave  lens  feebler  than  his 
myopia,  the  examined  eye  is  hypermetropic  still,  because  a  part  of 
the  myopia  of  the  examining  eye  is  neutralized  by  the  concave 
lens,  but  there  yet  remains  an  excess  of  refraction.  For  example, 
if  our  myope  of  5  dioptrics  had  need  of  —  3  dioptries  to  see  the 
fundus  of  an  eye  by  means  of  the  erect  image  this  eye  should 
have  a  hypermetropia  of  5  —  3  =  2  dioptries. 

If  the  myope  sees  distinctly  with  his  correcting  glasses,  the 
examined  eye  is  emmetropic,  because  the  correcting  lens  renders 
the  myopic  eye  emmetropic,  5  —  5  =  0. 

And  if  the  concave  lens,  of  which  the  myope  has  need  in  order 
to  see  the  fundus  of  an  eye  in  the  upright  image,  is  stronger  than 
its  myopia,  then  this  eye  is  itself  myopic,  but  not  in  a  degree 
equal  to  the  number  of  the  correcting  lens,  because  a  portion  of 
this  lens  serves  to  correct  the  myopia  of  the  observer.  In  our 
example,  an  eye  the  fundus  of  which  the  myopic  examiner  sees 
in  the  upright  image  with  —  8,  has  a  myopia  of  5  —  8  =  —  3 
dioptries,  because  of  the  8  dioptries  5  go  to  correct  the  myopia  of 
the  examiner. 
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LECTURE  XXI. 


DETERMINATION  OF  ASTIGMATISM  BY  MEANS  OF  THE 

OPHTHALMOSCOPE. 

Gentlemen  : — When  two  meridians  of  the  eye  have  different 
refractions,  each  meridian  gives  rise  to  the  same  ophthalmoscopic 
appearances  as  an  eye  having  that  degree  of  refraction.  The 
ophthalmoscopic  image  of  such  an  eye  would,  therefore,  differ  in 
many  particulars  in  the  two  unequal  meridians.  If,  for  example, 
the  refraction  is  stronger  in  the  vertical  than  in  the  horizontal 
meridian,  the  examiner  will  have  need  of  a  stronger  correcting 
glass  in  order  to  see  distinctly  the  lateral,  the  upper,  and  lower 
borders  of  the  optic  disk. 

At  the  same  time,  the  enlargement  of  the  upright  image  will  be 
more  considerable  in  the  vertical  direction  than  in  the  horizontal ; 
the  disk  will  appear  relatively  elongated  in  its  vertical  diameter. 

The  opposite  takes  place  in  the  inverted  image,  and,  as  the 
enlargement  of  an  inverted  image  is  less  for  myopia  than  for 
hypermetropia,  and  less  for  hypermetropia  of  low  degrees  than  for 
the  higher,  so  objects  seen  through  a  less  refracting  meridian 
furnish  an  inverted  image  larger  than  that  formed  by  a  more  highly 
refracting  meridian.  Moreover,  the  size  of  the  inverted  image 
varies  unequally  in  different  diameters,  according  as  the  convex 
lens  is  approached  to  or  removed  from  the  eye.  In  removing 
or  approaching,  successively,  the  convex  lens,  the  dimensions  of 
the  inverted  image  increase  or  diminish  more  rapidly  in  the  more 
highly  refracting  meridian,  and  vice  versa. 

Finally,  the  distance  which  separates  the  inverted  image  from 
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the  lens  will  be  greater  in  the  image  formed  by  the  meridian  less 
refringent  than  in  that  by  the  more  highly  refracting. 

Another  characteristic  of  the  astigmatic  eye  consists  in  the  fact 
that  external  objects  form  on  the  retina  images  more  or  less 
distinct,  according  to  the  meridian  by  which  they  are  formed,  a 
fact  of  which  we  can  convince  ourselves  in  an  examination  by  the 
direct  method. 

All  these  facts  have  their  bearing  in  the  determination  of 
astigmatism  by  the  ophthalmoscope. 

The  presence  of  astigmatism  is  revealed  in  the  degree  of  sharp- 
ness of  the  different  parts  of  the  image  in  the  direct  examination ; 
if  we  see  clearly,  for  example,  the  upper  and  lower  borders  of  the 
disk  and  the  horizontal  retinal  vessels,  while  the  lateral  borders 
of  the  disk  and  the  vertical  vessels  appear  confused,  then  we  can 
assert,  with  certainty,  that  astigmatism  is  present.  When  the 
appearances  change,  that  is,  when  the  vertical  vessels  become 
distinct,  and  the  horizontal  are  confused  when  an  effort  of  the 
accommodation,  is  put  forth,  or  on  the  employment  of  a  stronger 
convex  correcting  lens  or  a  weaker  concave  lens,  then  we  know 
that  the  vertical  meridian  has  a  stronger  curvature  than  the 
horizontal. 

Indeed,  in  looking  through  an  astigmatic  eye  at  the  retinal 
vessels  which  run  in  different  directions,  we  are  in  the  same 
conditions  as  when  looking  at  a  figure  with  radiating  lines  through 
a  cylindrical  lens.  The  lines  perpendicular  to  the  meridian  for 
which  the  eye  of  the  observer  is  adapted  will  appear  distinct,  the 
others  indistinct,  especially  those  which  are  parallel  to  the  cor- 
rected meridian.  When  the  adaptation  is  changed  the  appear- 
ances change  too. 

If  the  fundus  of  the  eye  had  an  object  of  a  fixed  form,  if,  for 
example,  the  disk  was  circular,  then  that  form  alone  would  suffice, 
in  the  erect  image,  to  make  the  diagnosis  of  astigmatism.  The 
disk  would  appear  oval,  with  its  long  axis  parallel  to  the  meridian 
with  the  strongest  curvature. 
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But,  since  the  disk  is  frequently  oval  in  a  normal  condition,  and 
no  portion  of  the  eye  has  a  constant  form,  the  diagnosis  of 
astigmatism  is  not  always  possible  by  means  of  the  upright  image 
alone.  But  it  is  quite  otherwise  when  we  compare  the  erect  and 
inverted  images  together. 

This  is  the  most  satisfactory  method  for  determining  the 
existence  of  astigmatism  ophthalmoscopically. 

If  we  find,  for  example,  that  the  form  of  the  disk  in  the  erect 
image  is  elongated  vertically,  and  becomes  round,  or  even  oval, 
with  its  long  axis  horizontal,  in  the  inverted  image,  we  then  know 
that  the  dioptric  apparatus  is  stronger  in  the  vertical  meridian 
than  in  the  horizontal.  A  stronger  refraction  gives  a  greater 
enlargement  in  the  erect  image,  a  less  enlargement  in  the  inverted 
image.  Other  objects  in  the  fundus,  such  as  the  retinal  vessels, 
can  also  be  taken  as  tests. 

Javal  has  proposed,  for  the  rapid  diagnosis  of  astigmatism,  to 
employ  the  inverted  image  by  varying  rapidly  the  distance  of  the 
lens  from  the  eye,  still  leaving,  however,  the  ophthalmoscopic 
field  larger  than  the  size  of  the  disk.  If  astigmatism  is  present 
the  disk  will  change  its  shape  during  this  movement,  and  become 
elongated  in  opposite  directions  at  the  two  extremities  of  the  ex- 
cursion of  the  lens. 

In  all  these  experiments  it  is  indispensable  to  hold  the  convex 
lens  exactly  perpendicular  to  the  axis  of  the  observed  eye,  because 
the  least  inclination  will  give  rise  to  an  alteration  in  the  form  of 
the  ophthalmoscopic  image,  and  consequently  to  an  apparent 
astigmatism. 

A  very  elegant  means  of  diagnosing  astigmatism  consists  in 
observing  on  the  fundus  of  the  eye  the  image  of  a  radiating  figure 
which  is  interposed  between  the  source  of  illumination  and  the 
mirror  of  the  ophthalmoscope.  Thus,  in  bringing  four  threads 
together,  crossing  at  the  centre  in  the  form  of  a  star,  we  can  see 
on  the  fundus  of  the  eye  a  shadow  of  that  figure.  If  the  eye  is 
not  astigmatic  all  the  rays  of  the  star  will  be  equally  distinct, 
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while  in  the  case  of  astigmatism  some  will  be  more  distinct  than 
others. 

I  will  not  dwell  on  the  ophthalmoscopic  methods  for  deter- 
mining the  degree  of  astigmatism,  since  we  will  only  rarely  be 
called  upon  to  make  the  determination  in  this  manner.  But  I 
would  recommend  the  employment  of  the  ophthalmoscope  in  the 
diagnosis  of  astigmatism,  since  it  is  easy,  and  of  great  importance 
practically. 
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LECTURE  XXII. 


EXAMINATION  OF  THE  FUNDUS  IN  DETAIL. 

Gentlemen: — "We  know  now  the  conditions  which  must  be 
fulfilled  in  order  that  we  see  the  fundus  of  the  eye,  and  even  the 
enlargement  under  which  it  is  seen.  We  must  next  take  into 
consideration  what  it  is  we  see  in  the  fundus  when  we  look  at  it 
through  an  ophthalmoscope. 

We  will  suppose  the  refracting  media  of  the  examined  eye  to 
be  perfectly  transparent,  and  the  eye  to  be  illuminated  by  means 
of  the  ophthalmoscope  at  a  moderate  distance.  We  now  simply 
see  the  pupil  to  be  of  a  bright  and  uniform  red  color,  without 
being  able  to  distinguish  any  distinct  forms,  except  in  the  case  of 
myopia  of  high  degree,  when  we  will  see  the  inverted  image  in 
front  of  the  eye.  This  red  color  is  due  to  the  blood  which  circu- 
lates in  the  vessels  of  the  retina  and  choroid,  especially  the  latter. 
By  bringing  our  eye  as  near  as  possible  to  the  eye  under  examina- 
tion, and  bringing  our  refraction  in  accord  with  its  refraction,  we 
will  see  the  papilla  of  the  optic  nerve  and  the  retinal  vessels,  which 
come  out  at  its  centre  and  are  distributed  on  the  retinal  surface. 

Toward  the  temporal  side  of  the  optic  nerve  we  find  the  macula 
lutea.  The  retina  in  a  normal  condition  being  transparent,  we 
are  enabled  to  see  the  pigmented  epithelial  layer  back  of  it,  whose 
dark  tone,  mixed  with  the  red  of  the  vessels  of  the  choroid, 
produces  the  fundamental  color  of  the  background  of  the  eye. 
When  the  pigment  is  not  abundant,  as  in  blonde  individuals,  we 
can  distinguish  perfectly  the  large  vessels  of  the  vascular  layer  of 
the  choroid. 

In  examining  the  fundus  of  the  eye  we  direct  our  attention,  in 
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the  first  place,  to  the  papilla  of  the  optic  nerve,  or  optic  disk,  as 
it  is  most  frequently  called.  This  serves  as  a  sort  of  point  of 
departure  for  measurements  and  for  fixing  the  topography  of  the 
fundus,  and  in  a  number  of  cases  it  is  itself  the  seat  of  patho- 
logical alterations  of  a  very  characteristic  nature. 

In  order  to  find  the  papilla  of  the  optic  nerve  it  is  necessary  to 
remember  that  in  man  the  entrance  of  the  optic  nerve  in  the  eye 
is  found  at  about  15  degrees  to  the  inner  side  and  3  degrees  above 
the  posterior  pole  of  the  globe  of  the  eye.  In  order  to  bring  the 
papilla  in  the  visual  line  of  the  observer  we  cause  the  examined 
eye  to  be  directed  slightly  upward  and  toward  the  nose. 

By  placing  ourselves  in  front  of  the  patient  we  can  obtain  this 
position  of  the  eye  with  certainty  by  causing  the  patient  to  look 
at  our  right  ear,  if  it  is  the  right  eye  that  is  under  examination, 
and  at  the  left  ear  if  it  is  his  left  eye. 

Before  our  eye  has  been  properly  adapted  to  the  eye  under 
examination  we  see  only  a  whit6  and  diffuse  reflection  in  the  red 
field.  This  white  spot  is  the  papilla,  and  it  is  to  it  that  we  should 
direct  our  attention,  since  it  serves  as  a  centre  in  making  a 
topography  of  the  fundus. 

The  papilla  has  the  form  of  a  disk  (Fig.  40),  sometimes  circular, 
but  more  frequently  oval,  with  its  long  axis  vertical ;  exception- 
ally the  long  diameter  is  horizontal. 

The  contour  of  the  disk  is  not,  however,  always  absolutely 
regular.  The  color  of  the  surface  is  a  light,  clear  pink,  and 
frequently  it  is  more  pronounced  on  the  inner  half.  A  white 
ring  (i,)  generally  surrounds  the  disk.  This  is  called  the  scleral 
ring,  and  it  is  bounded,  in  its  turn,  by  a  black  or  deep  brown 
line,  the  choroidal  ring  {p). 

The  centre  of  the  disk  is  slightly  excavated,  and  forms  a  kind 
of  funnel,  from  which  we  see  the  trunks  of  the  retinal  vessels,  the 
artery  and  vein,  enter  the  eye.  Each  of  the  two  vessels  bifur- 
cates near  the  level  of  the  retina.  These  vessels  are  very  clearly 
outlined  on  the  clear  background  of  the  disk,  and  are  directed 
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toward  the  outer  side  of  the  eye,  distributing  their  branches  over 
the  whole  extent  of  the  retina. 

But,  before  following  the  vessels  up  to  their  peripheral  termi- 
nation, we  must  pay  attention  to  some  other  parts  which  give  to 
the  disk  its  characteristic  appearance. 

The  optic  nerve  is  enveloped  by  two  sheaths,  the  internal 
(i  i),  more  delicate,  which  adheres  closely  to  it,  and  which  is 
nothing  more  than  a  continuation  of  the  pia  mater ;  the  external 
(e  e),  much  thicker,  corresponding  to  the  dura  mater.    The  two 


Fia.  40. 


sheaths  are  separated  by  a  space  called  the  inter-vaginal  space, 
which  is  in  direct  communication  with  the  sub-arachnoidal  space. 
The  internal  sheath  gives  origin  to  the  connective  tissue  which 
envelopes  the  nervous  fibres  of  the  optic  nerve.  Near  the  glohe 
of  the  eye  the  outer  sheath  spreads  out  and  separates  itself  more 
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and  more  from  the  inner  sheath,  and  forms  the  external  layer  of 
the  sclerotic  (S  S).  The  inner  sheath  accompanies  the  optic  nerve 
still  further  and  spreads  out  suddenly,  to  form  the  inner  layer  of 
the  sclerotic.  A  third  part  of  this  tissue  adheres  to  the  fibres  of 
the  optic  nerve  up  as  far  as  the  level  of  the  choroid  {Ch).  The 
large  transverse  fibres  bind  this  sheath  of  the  optic  nerve  to  the 
tunica  adventitia  of  the  retinal  vessels,  and  thus  forms  the  lamina 
cribrosa  (Z).  Through  the  meshes  of  this  pass  the  fibres  of  the 
optic  nerve.  Each  of  the  fibres  up  to  this  point  has  had  its  sheath 
of  myeline,  which  gives  them  their  white  and  opaque  appearance, 
but  in  passing  through  the  lamina  cribrosa  they  lose  this  sheath 
and  retain  nothing  but  their  axis  cylinders.  ,  They  are  then  trans- 
parent, and  are  spread  out  on  the  retina  {E  B)  to  form  its  inner 
layer,  that  of  the  nerve  fibres. 

The  nerve  fibres  which  are  directed  toward  the  inner  side  of 
the  retina  are  more  numerous  than  those  designed  for  the  outer 
side,  and  they  form  a  layer  of  greater  thickness  at  the  border  of 
the  papilla.  Nevertheless,  this  hardly  passes  the  level  of  the 
retina,  and  is  thinner  on  the  outer  side  than  on  the  inner.  It 
is,  therefore,  inappropriate  to  call  the  optic  nerve  entrance  the 
papilla,  which  presupposes  a  prominence.  The  nerve  entrance  is 
protuberant  only  when  there  exists  a  neuritis  with  swelling  of  its 
ocular  extremity. 

The  ophthalmoscopic  examination  shows  us  a  section,  as  it  were, 
of  the  optic  nerve  (Fig.  40),  and  the  papilla  is  seen  as  a  round 
disk,  because  the  optic  nerve  is  round;  but  it  more  frequently 
appears  oval  than  circular,  because  the  optic  nerve  and  papilla 
are  inserted  sideways  into  the  eye,  and  we  see  it  more  or  less  ob- 
liquely, and  consequently  it  is  shortened  in  its  horizontal  diameter. 
In  other  cases  this  oval  form  is  due  to  a  real  irregularity  of  the 
optic  nerve,  or  to  an  irregularity  in  the  dioptric  media,  notably  in 
astigmatism,  which  produces  greater  enlargement  in  one  direction 
than  in  another. 

The  pink  color  of  the  disk  is  a  mixture  of  the  white  of  the  con- 


278 


EXAMINATION  OF  THE  EYES. 


nective  tissue  of  the  lamina  cribrosa,  and  the  sheaths  of  the  optic 
nerve  fibres,  the  red  of  the  blood  which  circulates  in  the  capil- 
laries, and  the  color  of  the  axis-cylinders,  which,  although  trans- 
parent, have,  nevertheless,  a  slightly  greenish  or  bluish  tint.  In 
ordinary  conditions  we  find  in  the  color  of  the  disk  a  good  deal  of 
yellow  and  orange.  This  yellow  is  due  to  the  artificial  light  with 
which  we  illuminate  the  fundus.  In  examination  by  day,  with 
the  white  light  of  the  sun,  we  can  see  but  little  yellow  in  the 
color  of  the  disk.  It  is  very  interesting  to  make  an  examination 
by  daylight,  and  see  the  difference  of  coloration  of  the  fundus  in 
the  two  lights. 

As  a  proof  that  the  white  of  the  disk  is  due  to  the  connective 
tissue  and  the  red  to  the  capillaries,  I  will  cite  the  atrophy  of  the 
optic  nerve,  characterized  microscopically  by  the  absence  of  vessels, 
the  disappearance  of  the  axis  cylinders  and  hypertrophy  of  the 
connective  tissue,  and  ophthalmoscopically  by  a  pure,  brilliant 
white  of  the  disk. 

The  inner  part  of  the  optic  nerve,  as  we  have  said,  is  richer  in 
nerve  fibres  than  the  outer  part.  Sometimes,  with  a  high  magni- 
fying power,  we  can  see  on  the  outer  part  of  the  disk  small, 
gray  patches.  They  are  especially  noticeable  at  the  beginning  of 
atrophy  of  the  optic  nerve,  and  represent  sections  of  the  bundles 
of  the  nerve  fibres  around  which  the  tissue  of  the  lamina  cribrosa 
forms  lozenge-shaped  figures,  and  which  are  visible  for  the  reason 
that  they  are  covered  only  by  a  few  nervous  fibres,  either  because 
the  fibres  are  physiologically  thinner  or  more  transparent,  or 
because  they  have  disappeared  through  some  morbid  process. 

There  is  another  factor  which  has  a  considerable  influence  on 
the  color  of  the  disk,  and  that  is  the  coloration  of  the  fundus  of 
the  eye  which  surrounds  it.  If  this  last  is  very  Hght,  as  in 
blondes,  the  papilla  appears  redder ;  if,  on  the  contrary,  the  choroid 
is  highly  pigmented,  and  the  fundus  of  a  deeper  tint,  the  disk 
will  appear  lighter.  It  is  important  to  bear  in  mind  the  influence 
of  this  contrast,  in  order  to  avoid  the  mistake  of  supposing  that  in 
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the  first  instance  we  have  a  congestion  of  the  disk,  and  in  the 
second  a  beginning  atrophy. 

The  tendinous  or  scleral  ring  which  we  see  with  the  ophthalmo- 
scope is  the  internal  sheath  of  the  optic  nerve  which  is  prolonged  up 
to  the  choroid.  It  is  larger  in  proportion  as  the  perforation  for  the 
choroid  is  larger,  or,  in  other  words,  as  it  is  less  covered  by  the 
pigment  of  the  choroid.  It  is  this  pigment  surrounding  the 
tendinous  ring  that  constitutes,  when  sufficiently  thick,  the  'pig- 
mentary ring  of  the  papilla.  It  may  form  a  complete  ring,  or 
only  a  crescent,  which  is  situated,  in  the  large  majority  of  cases, 
on  the  outer  side  of  the  disk.    It  may  even  be  absent  in  eyes 

poor  in  pigment. 

The  vessels  which  we  see  emerge  from  the  centre  of  the  disk 
sometimes  bifurcate  in  the  lamina  cribrosa.  We  then  see  two 
arterial  and  two  venous  trunks  come  from  the  disk.  Most  fre- 
quently this  bifurcation  takes  place  on  the  surface  of  the  disk 
itself.  In  this  latter  case  we  see  the  common  trunk  of  the  vessels 
before  its  bifurcation. 

One  of  the  two  principal  branches  of  the  artery  and  the  vein  is 
directed  upward,  the  other  downward,  to  run  thence  toward  the 
periphery,  describing  an  arc  around  the  macula.  In  their  course 
these  trunks  give  off  branches  which  are  distributed  to  all  parts 
of  the  retina. 

So  long  as  the  vessels  have  the  same  direction  as  the  optic 
nerve,  they  appear,  like  the  surface  of  the  disk,  as  if  cut  trans- 
versely, and  on  this  account  appear  of  a  deeper  color  and  some- 
times irregularly  dilated.  After  they  are  distributed  on  the  plane 
of  the  retina,  it  is  easy  to  distinguish  the  arteries  from  the  veins. 
The  arteries  as  well  as  their  branches  are  thinner,  lighter  in  color, 
and  straighter  than  the  veins,  which  are  darker  in  color,  larger, 
and  more  or  less  sinuous  in  their  course. 

"We  find,  moreover,  running  along  the  centre  of  the  arteries,  a 
light,  luminous  line.  This  is  due  to  a  reflection  of  the  light  of 
the  ophthalmoscopic  mirror  from  the  tense,  cylindrical  walls  of 
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the  arteries.  This  reflection  follows  the  movements  of  the  ophthal- 
moscope. It  is  less  marked  on  the  veins  which  are  less  tense,  and 
consequently  flatter. 

The  veins  offer  again,  very  frequently,  another  characteristic 
phenomenon,  namely,  pulsation.  We  see  this  pulsation  in  the 
larger  trunks  of  the  retinal  veins  (near  the  disk),  never  in  the 
smaller  branches.  It  consists  in  a  rhythmical  dilatation  and 
collapse  of  the  vessel,  synchronous  with  the  contraction  of  the 
heart.    This  is  explained  as  follows  : — 

During  the  systole  of  the  heart  there  is  a  diastole  of  the  arteries 
which  are  filled  with  blood.  At  this  moment  the  arterial  pressure 
is  evidently  increased.  This  increase  of  pressure  is  communicated 
to  the  vitreous  humor,  which  is  not  compressible,  enclosed,  as  it  is, 
in  a  very  slightly  elastic  case,  the  sclerotic.  It  is,  therefore,  the 
veins,  and  especially  the  larger  trunks,  which  offer  the  least 
resistance,  and  which  feel  most  the  increase  of  the  intraocular 
tension.  The  farther  the  blood  has  gone  on  its  course  the  more 
its  pressure  diminishes.  It  is  at  the  moment  that  they  pass  out 
from  the  eye  that  the  tension  of  the  retinal  veins  is  the  most 
feeble.  The  diastole  of  the  arteries  is,  therefore,  accompanied  by 
a  compression  of  the  veins,  which  is  propagated  from  the  papilla 
toward  the  periphery  of  the  retina. 

This  compression  being  made  at  the  point  of  emergence  of  the 
veins,  they  are  rendered  in  that  part  of  their  course  almost  fili- 
form, and  the  flow  of  blood  is  accelerated  toward  the  optic  nerve. 

But  the  afflux  of  blood  by  the  capillaries  not  being  arrested,  the 
veins  fill  themselves  more  and  more,  and  their  tension  increases 
up  to  such  a  point  that  the  obstacle  which  the  intraocular  tension 
opposes  to  the  exit  of  blood  is  overcome.  This  is  accomplished 
much  more  quickly  than  the  tension  of  the  vitreous  body  diminishes 
at  the  approach  of  the  systole  of  the  arteries.  The  venous  pulsa- 
tion is  not,  therefore,  a  true  pulsation,  but  rather  a  passive  dila- 
tation.   This  phenomenon  is  especially  marked  when  we  increase 
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artificially  the  intraocular  pressure  by  pressing  liglitly  on  the  eye 
with  the  tip  of  the  finger. 

The  pulsation  of  the  arteries  is  not  visible  in  a  normal  condition. 
It  only  becomes  so  when  the  intraocular  pressure  is  considerably 
increased,  as  is  the  case  when  we  press  on  the  eye  with  the  finger. 

We  have  a  very  marked  venous  pulsation,  accompanied  nearly 
always  with  arterial  pulsation,  in  glaucoma,  which,  as  you  know, 
is  characterized  by  an  increase  of  the  intraocular  tension.  A  true 
venous  pulse  is  produced  by  the  regurgitation  of  the  blood  accom- 
panying insufficieny  of  the  tricuspid  valve. 

Insufficiency  of  the  aortic  valves,  and  the  mitral  valve,  with  or 
without  hypertrophy  of  the  left  ventricle,  is  accompanied  by  a 
spontaneous  pulsation  of  the  retinal  arteries.  A  very  strong  spon- 
taneous pulsation  of  the  arteries  and  veins  is  found  in  Basedovfs 
disease. 

The  true  pulsation,  as  we  find  it  in  the  cases  mentioned,  differs 
from  the  pulsation  caused  by  the  increase  of  the  intraocular  tension 
(glaucoma),  in  this,  that  the  rhythmic  contractions  of  the  arteries 
in  the  first  case  are  transmitted  throughout  the  whole  trunk  of  the 
artery,  while  in  glaucoma  the  alteration  in  the  diameter  of  the 
vessels  is  seen  hardly  beyond  the  edge  of  the  disk. 

After  the  optic  nerve,  we  examine  the  retina.  It  is  so  trans- 
parent that  we  are  seldom  able  to  see  it  in  a  normal  condition ;  it 
is  only  under  weak  illumination  that  we  can  see  it  as  a  grayish  or 
greenish  veil  in  the  thicker  parts  near  the  disk,  or  along  the  larger 
vessels.  We  can  sometimes  distinguish  the  very  fine  striee  which 
correspond  to  the  nerve  fibres. 

The  most  important  part  of  the  retina  is  the  macula.  Anatomi- 
cally it  is  represented  by  a  slight  depression  in  the  retina,  of  a 
reddish-brown  tint,  with  oval  borders.  It  can  be  easily  distin- 
guished. 

The  macula  corresponds  to  the  posterior  pole  of  the  eye,  and  is 
the  place  of  most  distinct  vision. 

We  have,  therefore,  theoretically,  only  to  require  the  patient  to 
19 
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look  into  the  centre  of  the  ophthalmoscopic  mirror,  in  order  to  be 
certain  that  we  are  looking  directly  at  the  macula.  This,  however, 
is  attended  with  many  inconveniences. 

In  the  first  place,  the  light  is  dazzling  when  it  falls  on  any 
portion  of  the  retina  except  the  optic  nerve  (which  is  insensible  to 
light),  but  particularly  so  when  it  falls  on  the  region  of  the 
macula.  The  result  is  that  the  pupil  is  strongly  contracted,  and 
the  ophthalmoscopic  field  consequently  very  much  restricted.  In 
the  second  place,  the  reflections  from  the  cornea  and  crystalline 
lens  are  very  annoying  to  the  observer,  because  they  are  now  just 
at  the  apices  of  the  surfaces  through  which  he  looks. 

We  can  more  easily,  see  the  macula  in  the  inverted  image  than 
in  the  upright.  I  cause  the  patient  to  look,  not  at  the  reflection  in 
the  lamp,  but  at  the  right  side  of  my  forehead,  in  examination  of 
the  right  eye,  and  the  left  half  in  examination  of  the  left  eye.  I 
afterwards  place  the  convex  lens  in  such  a  way  as  to  see,  through 
its  centre,  the  outer  border  of  the  papilla.  Then,  by  moving  the 
lens  slightly  to  the  outer  side,  the  image  of  the  macula  follows  the 
movement  of  the  lens,  and  I  can  see  it  free  from  the  corneal 
reflections,  because  these  are  displaced  in  an  opposite  direction 
from  that  in  which  the  lens  moves. 

The  macula  can  present  many  difl"erent  appearances  in  a  normal 
condition.  Generally,  it  forms  an  oval  with  its  long  axis  horizontal. 
This  oval  is  bounded  by  a  bright  line,  sometimes  glistening,  which, 
probably,  is  due  to  the  reflection  which  the  light  undergoes  at  the 
Ijorder  of  the  excavation  of  the  macula.  The  bottom  of  this  is 
dim,  and  of  a  much  deeper  red  than  that  of  the  fundus  generally. 
In  some  instances  it  is  even  brown  or  deep  gray. 

At  the  centre  of  the  macula,  which  corresponds  to  the  central 
depression,  we  find  a  point  of  intense  redness,  almost  black.  We 
find  this  especially  in  young  individuals,  and  those  whose  eyes  are 
strongly  pigmented.  Sometimes  the  bright  line  of  which  we  have 
juat  spoken  does  not  describe  a  complete  oval,  and  the  macula  may 
be  brighter,  yet  the  dark  point  in  the  centre  is  hardly  ever 
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absent.  In  other  cases  we  see  only  traces  of  this  image,  and  the 
macula  is  only  to  be  distinguished  by  the  absence  of  retinal  vessels. 

You  must  never  neglect  to  examine  the  macula  attentively.  It 
is  often  the  seat  of  a  number  of  affections — ^hypertrophy  or  atrophy 
of  the  pigment,  exudations,  hemorrhages,  etc. — which  affect  the 
vision  considerably.  These  alterations  will  escape  those  who  limit 
their  opthalmoscopic  examination  to  the  disk. 

After  we  have  examined  the  disk  and  macula,  we  direct  our 
attention  to  the  parts  of  the  fundus  surrounding  them.  We  have 
already  said  that  these  parts  are,  in  general,  a  darkish- red  color, 
which  is  more  or  less  uniform. 

This  coloration  is  due,  in  part,  to  the  layer  of  pigmented  epithe- 
Ivum  of  the  retina,  and,  in  part,  to  the  vascular  layer  of  the  choroid. 
Behind  the  transparent  part  of  the  retina  is  a  thin  layer,  formed 
of  quite  regular  hexagonal  cells  and  filled  with  pigment.  It  is  this 
pigmentary  layer  of  the  retina  which  gives  to  the  bottom  of  the 
eye  its  more  or  less  dark  and  granular  appearance. 

Behind  the  epithelial  layer  of  the  retina  is  the  choroid.  It  is,  as 
you  know,  the  vascular  membrane  of  the  eye.  Its  stroma  is  pig- 
mented, and  we  can  easily  distinguish  a  capillary  layer  nearer  the 
retina,  and  a  deeper  layer  which  contains  the  large  vessels. 

It  is  mainly  the  vessels  of  the  choroid  which  give  the  fundus  its 
red  color,  modified  by  the  blackish  brown  of  the  pigment  cells. 
The  richer  these  latter  are  in  pigment  the  more  they  will  hide 
the  vascular  layers  and  the  darker  the  fundus  will  be,  as  we  find 
it  in  those  individuals  and  races  which  are  strong  in  pigment. 
•  If,  on  the  contrary,  the  cells  are  poor  in  pigment,  as  is  the  case 
in  blondes,  then  the  red  color  predominates,  and  may  even  become 
bright  red,  and  we  are  then  able  to  see  distinctly,  here  and  there, 
the  capillary  vessels  through  the  granulated  brown  of  the 
epithelial  pigmentary  layer.  Albinos,  finally,  in  whom  the 
pigment  is  totally  absent,  are  very  excellent  subjects  on  whom  to 
study  the  vascular  system  of  the  eye.  "We  can  distinguish  per- 
fectly in  these  the  arteries  and  veins  of  the  retina  and  the 
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capillaries  and  large  veins  of  the  choroid.  We  should  mention, 
in  passing,  that  it  is  on  account  of  the  enlargement  produced  by 
the  dioptric  media  of  the  eye  that  we  are  able  to  distinguish  the 
capillary  vessels.    They  are  seldom  visible  to  the  naked  eye. 

We  examine  the  fundus  of  the  eye,  going  from  its  centre  in  all 
directions  up  to  the  extremest  limits  at  which  we  are  able  to 
illuminate  it.  We  can  do  this  either  by  making  the  patient  look 
in  various  directions,  or  by  changing  our  own  position,  or,  better 
still,  by  a  combination  of  the  two  methods. 

As  many  serious  affections  begin  at  the  periphery  of  the 
fundus,  it  is  very  important  to  explore  the  eye  throughout  its 
whole  extent.  It  thus  becomes  possible  to  diagnose  diseases  in 
their  incipiency,  and  even  to  anticipate  them  before  other  symp- 
toms are  manifest.  Thus,  retinitis  pigmentosa  and  choroiditis 
disseminata  first  manifest  themselves,  in  the  majority  of  cases,  at 
the  periphery  of  the  fundus.  Detachment  of  the  retina,  hemor- 
rhages or  serous  exudations,  and  foreign  bodies  which  have  pene- 
trated into  the  interior  of  the  eye,  are  more  frequently  seen  at  the 
periphery  than  at  the  centre  of  the  fundus. 

Only,  we  must  always  remember  the  portion  of  the  retina  pr  of 
the  globe  of  the  eye  which  corresponds  to  the  part  examined. 
This  is  not  always  an  easy  matter  when  we  come  close  to  the 
periphery.  There  is  no  longer  a  point  from  which  to  mark  our 
position.  The  vessels  are  distributed  in  a  rather  irregular  manner, 
and  there  are  only  two  things  which  can  serve  to  guide  us  :  1st, 
the  direction  in  which  we  look  into  the  eye;  2d,  the  estimation  of 
the  distance  which  separates  the  point  examined  from  the  papilla. 

We  can  easily  know  the  direction  in  which  we  look  into  an  eye 
if  we  use  a  simple  ophthalmoscope,  but  if  we  employ  an  ophthalmo- 
scope set  in  a  tube  we  cannot  tell  in  what  direction  the  observed 
eye  is  looking. 

To  estimate  the  distance  between  the  point  under  examination 
and  the  disk  we  take  the  latter  as  a  point  of  departure,  and  say, 
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for  example,  a  retinal  hemorrliage  is  seen  at  two  disk  diameters 
from  the  inner  edge  of  the  disk,  etc. 

By  neglecting  to  estimate  this  distance  we  are  liable  to  fall  into 
serious  errors  in  regard  to  the  real  position  of  the  point  examined, 
which  may  lead  to  disastrous  consequences.  Such  is  the  case 
where  we  have  to  search  for  a  foreign  body  which  has  penetrated 
the  eye,  or  when  we  have  to  determine  if  a  certain  part  of  the 
retina  has  given  rise  to  a  scotoma  whose  existence  has  been 
demonstrated  on  the  perimeter. 
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LEOTTJRE  XXIII. 


DIFFERENT  FORMS  OF  THE  OPHTHALMOSCOPE. 

Gentlemen: — We  have  seen  that  the  essential  part  of  the 
ophthalmoscope  is  the  mirror,  either  semi-transparent,  or  with 
a  central  perforation ;  that  examination  by  the  erect  method 
requires  a  certain  number  of  correcting  lenses  in  order  to  adapt 
our  eye  to  the  eye  under  examination,  and  that  in  order  to  produce 
the  inverted  image  we  must,  in  the  majority  of  cases,  use  a  strong 
convex  lens.  A  complete  ophthalmoscope,  therefore,  is  composed 
of  a  mirror,  correcting  lenses,  and  one  or  more  strong  convex 
lenses.  "We  shall  now  examine  the  different  forms  which  have 
been  given  to  these  three  parts  of  the  instrument,  and  the  various 
methods  of  combining  them. 

All  forms  of  mirrors  have  been  used  in  ophthalmoscopy,  the 
plane  mirror,  the  concave,  the  convex,  the  prismatic,  and  mirrors 
made  by  silvering  one  surface  of  a  lens  or  meniscus.  Plane 
mirrors  have  been  used  which  reflect  a  part  of  the  light  and  allow 
another  part  to  pass  through,  as,  for  example,  those  made  of  plates 
of  plane  glass  superposed,  or  of  gilded  glass,  which  reflect  more 
or  less  of  the  light,  when  inclined  to  a  certain  degree,  and  yet 
remain  transparent.  For  this  purpose,  as  well  as  for  convex  and 
concave  mirrors,  silvered  glass,  with  the  silvering  rubbed  off  iti 
the  centre,  or  perforated,  have  also  been  used ;  finally,  they  may 
be  made  of  polished  metal  with  a  central  perforation.  All  these 
various  forms  can  be  used  with  advantage. 

Helmholtz,  in  his  ophthalmoscope,  has  used  as  a  mirror  a 
number  of  plates  of  plane  glass  superposed.  By  inclining  them 
at  a  certain  angle  toward  the  source  of  illumination,  he  obtains  a 
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polarized  light  and  diminishes  very  considerably  the  reflections 
produced  by  the  cornea  and  lens  of  the  examined  eye.  This  first 
ophthalmoscope  has  been  furnished  with  five  correcting  lenses, 
which,  being  mounted  on  a  disk  eccentric  in  relation  to  the  axis  of 
the  instrument,  can  be  brought  successively  behind  the  mirror 
and  in  front  of  the  eye  of  the  observer. 

It  is  a  disk  similar  to  this  (which  is  called,  after  the  name  of  the 
inventor,  the  disk  of  Bekoss)  which  we  use  at  present  to  hold  the 
correcting  lenses. 

The  superposed  plates  of  glass  are  not  now  generally  used  as  a 
reflector,  because  it  has  been  found  that,  with  a  little  practice,  it 
is  easy  to  get  rid  of  embarrassing  reflections  from  the  observed 
eye.  But  the  plane  mirror  still  remains  the  best  we  can  use  for 
many  examinations.  A  plane  mirror  of  silvered  glass,  or  of 
metal,  is  to  be  preferred  to  the  glass  plates,  because  it  is  not  so 
heavy  and  gives  somewhat  more  light.  The  illumination  which  is 
obtained  by  means  of  an  oil  lamp  and  a  plane  mirror  is  much 
softer  than  the  reflection  from  a  concave  mirror.  The  plane 
mirror  is  therefore  used  whenever  the  examined  eye  is  very 
sensitive  to  light,  and  particularly  for  the  examination  of  the  erect 
image;  A  great  advantage  is  thus  gained  by  avoiding  the  con- 
traction of  the  pupil,  and  tbe  consequent  narrowing  of  the  ophthal- 
moscopic field.  A  plane  mirror  is,  therefore,  indispensable  to  a 
complete  ophthalmoscope. 

The  perforation  in  the  mirror  should  not  be  too  small,  as  other- 
wise it  will  act  as  a  stenopaic  hole,  and  in  this  way  hinder  the 
exact  determination  of  the  refraction.  Neither  should  it  be  too 
large,  because  it  will  then  intercept  too  great  a  portion  of  the  Hght, 
and  thus  diminish  the  illumination.  It  should  be,  at  least,  three 
millimeters  in  diameter,  and  may  be,  without  inconvenience,  four. 

Convex  mirrors  are  never  used  alone  in  the  construction  of  an 
ophthalmoscope.  They  are  sometimes  combined,  as  is  also  the 
plane  mirror,  with  a  convex  lens,  which  concentrates  the  light  on 
the  mirror  and  in  this  way  increases  the  illumination. 
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The  only  ophthalmoscope  using  the  convex  mirror  is  that  of 
Zehender.  This  consists  of  a  convex  mirror  of  16  centimeters 
Vadius  of  curvature,  with  a  funnel-shaped  perforation  at  its  centre. 
At  the  sides  of  the  mirror  are  two  flexible  arms,  one  of  which 
holds  the  correcting  glass  while  the  other  carries  a  convex  lens  of 
13  dioptries,  having  about  the  same  diameter  as  the  mirror. 

The  observer  gives  to  this  lens  such  an  inclination  that  it 
concentrates  the  light  from  the  lamp  at  the  side  of  the  patient  on 
the  mirror.  The  arm  holding  this  lens  is  adjusted  to  the  side 
of  the  mirror  next  to  the  light,  to  the  right  or  left,  as  the  case 
may  be. 

Coccius  and  Follin  have  each  combined,  in  a  similar  manner,  a 
convex  lens  with,  a  plane  mirror. 

This  method  of  illumination  is  not  very  common,  since  we  have 
a  much  better  means  of  increasing  the  illumination  in  cases  where 
the  plane  mirror  does  not  sufl&ce,  by  the  use  of  the  concave  mirror. 

The  concave  mirror  gives  a  greater  illumination  than  the  plane 
mirror,  because  it  concentrates  the  light,  and  is  for  this  reason 
most  generally  employed. 

The  preferable  focal  distance  is  about  twenty  centimeters,  and 
the  diameter  of  the  mirror  should  be  from  25  to  30  millimeters. 
It  is  of  no  advantage  to  have  it  larger.  It  is  not  a  matter  of 
consequence  whether  it  be  made  of  glass  or  polished  metal.  If 
glass  is  used  we  strongly  recommend  that  it  be  perforated,  and 
that  the  edges  of  the  perforation  be  blackened ;  simple  removal  of 
the  silvering  at  the  centre  is  not  so  good,  the  reflection  from  the 
posterior  surface  of  the  glass  being  a  decided  disadvantage. 

It  is  of  great  advantage  to  have  the  mirror  mounted  on  a  long 
handle.  The  manipulation  of  the  instrument  is  thus  rendered 
much  easier  than  when  the  handle  is  short. 

In  regard  to  the  correcting  lenses,  as  we  have  said,  the  disk  of 
Rekoss,  employed  by  Helmholtz,  has  remained  the  most  convenient 
form  which  we  can  use.  The  advantage  of  this  is  that  it  enables 
us  to  rapidly  change  the  correcting  glasses.    One  inconvenience, 
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however,  attending  it,  is  that  it  is  generally  applied  parallel  to  the 
mirror,  and  therefore  the  glasses  have  the  oblique  direction  which 
we  have  to  give  the  mirror  when  we  reflect  the  light  into  the 
eye,  and  in  thus  looking  obliquely  through  it  it  acts,  in  a  sense, 
as  a  cylindrical  lens.  This  is  an  objection  which  is  often  made 
against  this  disk,  but  I  have  found  that  the  error  which  results 
from  this  position  of  the  lens  is  so  small  as  to  be  very  properly 
neglected.  It  is  only  necessary  to  place  the  lamp,  not  so  much  to 
the  side  of  the  patient  as  a  little  behind  him,  in  such  a  manner  as 
will  not  require  any  great  inclination  of  the  mirror. 

The  great  disadvantage  of  the  disk  of  Eekoss  and  of  those  made 
since  his  is  that  they  do  not  contain  a  sufficient  number  of  lenses. 
Although  with  six  different  numbers  and  the  assistance  of  the 
accommodation  we  can,  in  the  majority  of  cases,  see  distinctly  in 
the  erect  method,  we  are,  nevertheless,  debarred  from  one  of  the 
greatest  advantages  of  ophthalmoscopy,  the  determination  of  the 
refraction. 

It  is  for  this  reason  that  the  diameter  of  Rekoss'  disk  has  been 
very  much  increased  and  the  diameter  of  the  lenses  diminished, 
so  that  there  have  been  25  lenses  put  in  a  disk  of  31  millimeters 
diameter.  The  inconveniences  of  this  large  disk  are  that  it  makes 
the  instrument  very  heavy,  and  the  small  lenses  are  difficult  to 
clean,  and  besides,  12  concave  and  12  convex  lenses  are  not 
enough. 

In  order  to  overcome  these  inconveniences  Loring  had  added  to 
his  ophthalmoscope  three  disks  which  can  be  introduced  suc- 
cessively, and  his  instrument  remained  for  a  long  time  one  of  the 
most  nearly  perfect  ophthalmoscopes  we  had.  However,  the 
replacing  of  the  disks  was  inconvenient ;  it  necessitated  a  loss  of 
time ;  and  since  the  introduction  of  the  metrical  system  has 
rendered  the  combination  of  lenses  much  easier,  we  have  had 
recourse,  for  the  purpose  of  increasing  the  number  of  correcting 
lenses,  to  a  very  simple  means.  We  combine  the  lenses  by  super- 
posing them.    We  superpose  two  disks,  each  of  which  contains  a 
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certain  number  of  lenses.  These  two  disks  move  independently, 
of  each  other,  and  we  can  thus  combine  all  the  lenses  of  one  disk 
with  each  lens  of  the  other  separately. 

In  this  manner  we  obtain  in  a  limited  space  a  very  long  series 
of  numbers. 

There  should  be  at  least  two  convex  lenses  which  are  to  be  used 
in  the  production  of  the  inverted  image,  one,  No,  15  D,  for  the 
lower  magnifying  power,  the  other,  No.  10  D,  for  the  higher. 

The  concave  mirror  was  introduced  into  practice  by  Jager,  of 
Vienna.  The  ophthalmoscope  of  Jager  consists  of  a  very  short 
cylindrical  tube,  cut  obliquely  at  one  of  its  extremities,  at  about 
an  angle  of  60°.  This  end  is  directed  toward  the  eye  to  be 
examined,  and  has  a  plane  or  concave  mirror,  while  the  opposite 
end,  or  that  turned  toward  the  observer,  receives  the  correcting 
glasses.  The  advantage  of  this  form  of  ophthalmoscope  is  that  it 
allows  us  to  incline  the  mirror  independently  of  the  correcting 
glasses,  so  that  the  observer  always  looks  through  the  lenses  in 
the  direction  of  their  axes,  and  thus  avoids  the  apparent  astigma- 
tism which  results  from  their  inclination.  This  influence  of  the 
inclination  of  the  glasses  is,  however,  not  very  great,  if  the  pre- 
cautions we  have  indicated  be  taken. 

On  the  other  hand,  the  ophthalmoscope  of  Jager  does  not  allow 
us  to  approach  as  near  to  the  eye  to  be  examined  as  the  ordinary 
ophthalmoscopes  do. 

Latterly,  a  student  of  Jager,  Professor  Schnabel,  of  Innspruck, 
has  combined  with  Jager's  ophthalmoscope  a  number  of  disks 
containing  correcting  lenses  which  can  be  successively  introduced 
into  the  instrument,  as  in  Loring's  ophthalmoscopa.  He  has, 
moreover,  added  to  the  instrument  the  first  mirror  of  Helmholtz, 
consisting'  of  two  thin  plates  of  glass. 

Liebreich,  whose  instrument  with  the  concave  mirror  is  most 
extensively  employed,  has  attempted  to  render  it  available  for 
demonstration.  To  this  end  he  has  taken  away  the  handle  of  the 
mirror,  and- has  placed  the  mirror  and  the.  convex  lens  used  in 
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the  inverted  image  in  a  tube  blackened  in  its  interior.  The  whole 
is  fixed  on  a  stand  which  makes  it  permanent  when  it  is  once 
adapted.  It  has  also  a  chin-rest,  on  which  the  head  of  the 
examinee  is  supported,  and  a  flexible  arm,  which  carries  a  small 
ball  of  ivory,  serving  as  an  object  of  fixation  for  the  eye  under 
examination. 

Galezowski  has  endeavored  to  utilize  this  instrument  in  practice 
by  doing  away  with  the  accessory  apparatus,  retaining  only  the 
tube  which  is  held  in  the  hand.  The  usefalness  of  these  ophthal- 
moscopes for  demonstration  is  very  problematical,  and  their 
apphcation  to  practice  is  not  to  be  recommended,  because  they 
deprive  us  of  the  great  advantages  of  the  examination  by  the 
upright  image  (greater  enlargement  and  determination  of  the 
refraction) ;  and  furthermore,  we  never  know  in  what  direction 
the  examined  eye  is  looking. 

It  would  be  idle  to  enumerate  the  names  -of  all  those  who  have 
used  the  concave  mirror  for  the  construction  of  various  kinds  of 
ophthalmoscopes.  Since  its  introduction  into  practice  the  concave 
mirror  has  undergone  a  number  of  minor  alterations  in  form.  It 
has  been  diminished  in  size  and  increased  beyond  measure ;  the 
handle  has  been  discarded  or  replaced  by  the  cover  of  the  case 
which  encloses  both  the  mirror  and  the  correcting  lenses 
(Monoyer),  or  by  a  very  small  handle,  etc. 

I  show  you  here  an  ophthalmoscope  which  I  have  myself 
constructed,  and  which  unites  all  the  conditions  which  I  have 
mentioned,  as  being  the  best  for  practical  purposes. 

The  mirror  is  concave ;  it  has  a  focal  distance  of  20  centimeters 
and  a  diameter  of  28  millimeters.  It  has  a  central  perforation  of 
at.  least  three  millimeters  diameter ;  its  handle  has  a  length  of 
about  12  centimeters,  making  the  manipulation  of  the  instrument 
very  easy. 

For  the  determination  of  the  refraction  this  ophthalmoscope 
has  two  disks  of  the  size  indicated  in  Fig.  41,  A  and  B.  They 
are  superposed  on  the  instrument  behind  the  mirror  and  revolve 
about  the  same  centre. 
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The  disk  A  contains  six  convex  metrical  lenses  (Nos.  +  0.5,  1, 
1.5,  2,  2.5,  3)  and  a  free  opening,  o. 

The  disk  B  contains  two  convex  lenses  (+  3.5  and  +  7),  three 
concave  ( —  3.5,  —  7,  —  10.5)  and  a  free  opening,  o. 


Fig.  41. 


In  making  the  disks  turn  about  their  centres  we  can  put  all 
the  lenses  of  each  disk,  as  well  as  all  possible  combinations  of  the 
two  behind  the  opening  in  the  ophthalmoscopic  mirror. 

By  placing  behind  the  opening  in  the  mirror  the  free  opening 
of  the  disk  B,  and  turning  the  disk  A,  we  have  passing  in  suc- 
cession behind  the  opening  the  following  numbers  of  convex 
lenses  : — 

0. 

+  0.5 
+  1. 
+  1.5 
+  2. 
+  2.5 
+  3. 

If  we  now  bring  No.  +  3.5  of  the  disk  B  behind  the  opening 
in  the  mirror  and  again  turn  the  disk  A,  we  obtain  the  following 
combination  : — 

0    +  3.5  =  3.5 

0.  5  +  3.5  =  4 

1.  +  3.5  =  4.5 
1.5  +  3.5  =  6. 
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2  +  3.5  =  6.5 
2.5  +  3.5  =  6. 
3.    +  3.5  =  6.5. 

By  placing  No.  +  7  of  B  behind  the  opening  and  again  turning 
A,  we  produce — 

0.    +7  =  7 
0.5  +  7  =  7.5 
1+7  =  8 
1.5  +  7  =  8.5 
2+7  =  9. 
2.5  +  7  =  9.5 

3  +  7  =  10. 

We  have  now  obtained,  not  counting  zero,  a  series  of  20 
numbers  of  convexes  (from  0.5  to  10  D)  which  corresponds  t©  a 
series  from  No.  80  to  No.  4  in  the  old  system,  all  separated  by 
an  interval  of  one-half  dioptry  (-^  old  system). 

To  obtain  the  concave  lenses  we  place  the  lens  —  3.5  of  the 
disk  B  behind  the  opening,  and  turning  the  disk  A  we  obtain — 


3 

—  3.5  = 

—  0.5 

2.5 

—  3.5  = 

—  1. 

2. 

—  3.5  = 

—  1,5 

1.5 

—  3.5  = 

—  2 

1. 

—  3.5  = 

—  2.5 

0.5 

~  3.5  = 

—  3. 

0 

—  3.5  = 

—  3.5. 

A  combination  of  the  lenses  of  the  disk  A  with  the  No.  —  7  of 
B  gives —  ' 

3  _7=_4 
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Finally,  No.  — 10.5  of  disk  B  corabined  with  the  lenses  of  disk 
A,  gives  the  following  numbers : — 


3 

—  10.5  = 

—  7.5 

2.5 

—  10.5  = 

—  8 

2 

—  10.5  = 

—  8.5 

1.5 

—  10.5  --- 

—  9 

1 

—  10.5  = 

—  9.5 

0.5 

—  10.5  - 

—  10 

0 

—  10.5  = 

—  10.5 

We  thus  obtain  a  second  series  of  21  concave  numbers  from 
0.5  to  10.5  (No.  80  to  No.  3f  of  the  old  system)  also  separated 
by  a  common  interval  of  0.5  D. 

Our  ophthalmoscope,  therefore, 
furnishes  us  with  42  different  num- 
bers of  dioptrics,  without  having 
to  shift  the  disks,  and  has  larger 
lenses  and  a  smaller  disk  than  any 
other  refraction  ophthalmoscope. 
Our  lenses  have  a  diameter  of  1 
centimeter,  which  allows  of  their 
being  cleaned  easily,  and  possesses 
the  great  advantage,  also,  that  it 
allows  them  to  be  used  for  the 
subjective  determination  of  the  re- 
fraction and  acuteness  of  vision. 
We  have  only  to  remove  the  mir- 
ror, and  the  instrument  becomes 
an  optometer,  with  which  we  can 
find  the  number  of  glass  neces- 
sary for  the  correction  of  ametropia,  as  well  as  with  the  lenses  in 
our  trial  cases. 

A  suitable  mechanism  discloses  the  number  which  results  from 
any  combination,  so  that  there  is  never  any  need  to  make  a  calcula- 
tion. (Fig.  42.) 


Fin.  J2. 
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This  is  a  great  advantage  which  my  ophthalmoscope  has  over  the 
others  which  have  been  constructed  on  the  same  principle.  In 
these  it  is  always  necessary  to  add  or  subtract  the  two  numbers  of 
the  combination,  which  causes  loss  of  time,  and  is  a  frequent  source 
of  error. 

The  correcting  lenses  are  piano-spherical,  with  their  plane  sur- 
faces applied  to  each  other. 

The  numbers  from  0  to  10  dioptrics,  convexes,  and  from  0  to 
10.5  concave,  are  sufficient  for  the  determination  of  the  refraction 
by  means  of  the  ophthalmoscope.  We  have  need,  sometimes,  how- 
ever, for  stronger  lenses  in  the  determination  of  the  acuteness 
of  vision.  We  have,  for  this  reason,  added  a  concave  No.  10 
mounted  on  disk  the  same  size  as  the  mirror.  This  disk  can  be 
introduced  in  the  place  of  the  mirror,  in  the  subjective  examination 
of  the  acuteness  of  vision. 

By  turning  the  disks  we  are  able  to  increase,  at  will,  the  power 
of  this  lens,  and  the  result  is  always  easy  to  calculate,  since  we 
have  only  to  add  the  number  read  off  on  the  ophthalmoscope  to  10. 
We  can  in  this  way  continue  the  series  up  to  No.  20.5  (1.9  0.  S.). 

It  is  the  same  for  the  convex  lenses :  the  positive  lenses  which 
we  use  in  the  production  of  the  inverted  image  can  be  used  in  deter- 
mining the  acuteness  of  vision,  and  in  the  subjective  determination 
of  the  refraction.  We  have  only  to  introduce  them  separately  in 
the  place,  of  the  mirror.  Thus  No.  +  10  added  to  the  numbers 
contained  in  the  instrument  completes  the  series  of  numbers  from 
convex  10  to  20  D.  We  thus  double  the  number  of  our  lenses, 
and  while  my  ophthalmoscope  gives  42  numbers  for  the  ophthalmo- 
scopic determination  of  refraction,  it  gives  84  for  the  subjective 
optometric  determination. 

The  instrument  can  also  be  used  for  the  determination  of  astig- 
matism by  means  of  a  stenopaic  slit  in  a  disk  of  the  same  size  as 
the  mirror.  This  is  introduced  in  the  place  of  the  mirror.  We 
can  give  it  any  desired  inclination,  and  the  degree  of  inclination  to 
the  vertical  is  read  off  on  the  surface  of  the  disk. 
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Recently  I  have  modified  the  mochanism  by  leaving  off  one  of 
the  points  of  the  disk  A,  and  adding  small  buttons  to  the  disk  B. 

When  the  disk  A  has  made  one  turn,  the  finger  which  moves  it 
no  longer  finds  the  stem,  and  it  is  thus  warned  to  take  one  of 
the  buttons  of  the  disk  B  to  continue  the  rotation.  When  one 
rotation  of  the  disk  A  is  made,  it  should  stop  until  the  disk  B 
is  moved  up  one  glass,  else  we  will  go  back  to  the  number  we 
began  with. 

It  is  thus  possible  to  make  all  the  series  of  convex  lenses  from  0 
to  10  D  pass  in  front  of  the  perforation  in  the  mirror  without 
removing  the  ophthalmoscope  from  the  eye.  On  the  other  hand, 
by  placing  back  of  the  opening  in  the  mirror  one  of  the  concave 
lenses  of  the  disk  B  we  obtain,  by  pushing  the  points  from  below 
upward,  the  whole  series  of  concave  glasses  without  having  to 
trouble  with  the  hook  of  the  disk  B. 

The  principle  of  combining  lenses  in  order  to  increase  the 
number  of  glasses,  has  been  used  by  a  number  of  oculists,  among 
others  by  Knapp,  Loring,  Wecker  and  Purves,  but  it  is  only  since 
the  introduction  of  the  system  of  dioptrics  that  it  has  become 
really  practicable.* 

*  Dr.  E.  G.  Loring,  of  New  York,  has  devised  a  metrical  ophthalmoscope  which 
diifers  from  that  of  Dr.  Landolt  in  many  important  particulars.    It  consists  of 
a  single  disk  and  a  segment  of  another  disk.    The  single  disk  contains  16  glasses, 
from  1  to  7  D  plus,  and  from  1  to  8  minus,  with  an  interval  of  1  D,  which  Dr. 
Loring  considers  sufficient  for  all  ordinary  purposes.    If,  however,  higher  num- 
bers are  desired,  or  smaller  intervals  (0.5  D),  these  are  obtained  by  means  of  the 
quadrant,  which  contains  four  glasses,  +  16  D,  —  16  D,  and  +  0.5  D,  and  — 
0.5  D,  which  can  be  brought  round  and  applied  over  the  glass  of  the  disk  behind 
the  hole  in  the  mirror.    Thus,  with  the  superposition  of  a  single  glass  (+  16  or 
—  16),  and  with  an  uninterrupted  rotation,  a  series  is  obtained  of  successive  diop- 
trics from  1  to  23  plus,  and  from  1  to  24  minus,  and  a  half  series  with  the  addition 
of  the  0.5  D  from  0.5  to  8  plus,  and  from  0.5  to  9  minus,  or  65  glasses  in  all.  The 
value  of  the  glasses  and  the  combinations  is  read  off  on  the  disk  by  a  method 
peculiar  to  the  instrument.    This  consists  in  having  two  concentric  rows  of  figures, 
the  outer  of  which  shows  the  real  value  of  the  glass,  and  the  inner  the  result  of  the 
combination  when  the  supplementary  glass  is  over  the  hole  of  the  mirror.  As 
the  plus  glasses  are  in  white  and  the  minus  in  red,  and  as  the  outer  row  is  shut  ofl' 
when  the  inner  is  opened,  no  possible  confusion  can  occur.    Should  the  combina- 
tion not  be  wanted,  a  trifling  displacement  of  tlie  quadrant  to  either  side  of  the 
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There  are  two  ophthalmoscopes  having  peculiar  interest,  one 
because  it  enables  us  to  look  at  the  fundus  with  both  our  eyes,  the 


Fig.  43. 


binocular  opbthalmoscope  of  Giraud-Teulon,  the  other  because  it 

mirror  hole  at  once  dissolves  it,  and  the  instrument  hecomes  a  simple  single  disk 
ophthalmoscope. 

The  mirror  of  the  instrument  is  Dr.  Loring's  "tilting"  mirror,  which  is  a  modi- 
fication of  the  old  mirror  obtained  by  cutting  off  the  sides  of  the  ordinary  concave 
mirror,  producing  thereby  a  parallelogram  18  mm.  in  diameter,  and  34  in  length. 
The  idea  was  suggested  by  Dr.  Wadsworth's  small  circular  mirror.  Unlike  this, 
however,  it  is  designed  for  both  the  upright  and  inverted  image,  thus  obviating  a. 
change  of  mirrors,  it  being  found  that  abundant  light  is  obtained  for  both  methods.. 
The  mirror  is  swung  on  pivots  which  allows  a  tilting  to  either  side  of  about  25- 
degrees.  By  this  means  the  inclination  of  the  correcting  lenses  is  avoided,  by 
which  a  large  quantity  of  light  is  saved,  and  the  image  rendered  free  from  distor- 
tion. The  author  considers  this  an  indispensable  adjunct  to  the  instrument  for 
those  who  desire  to  make  accurate  and  easy  examination  by  the  upright  method. 
For  a  fuller  description,  see  the  TraTisactions  of  the  American  Ophthdmological 
Society,  1878.— Tb. 
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enables  two  or  more  observers  to  look  at  the  fundus  at  tbe  same 
time,  the  demonstration  ophthalmoscope  of  Sichel. 

The  ophthalmoscope  of  Giraud-Teulon  is  based  on  the  same  prin- 
ciple as  the  binocular  microscope  of  Nachet.  Its  purpose  is  to 
obtain  for  each  eye  a  different  image  of  the  fundus  of  the  eye 
observed,  so  as  to  produce  a  stereoscopic  effect. 

A  glass  concave  mirror  M  M  (Fig.  43),  of  about  45  millimeters 
diameter,  serves  as  a  reflector.  The  silvering  is  removed  at  the 
centre,  over  an  extent  of  5.5  millimeters  diameter.  At  the  centre 
of  this  opening  two  glass  prisms,  abed  and  a'  b'  c' d'  touch  each 
other.  The  angles  bad  and  b'  a' d',  and  also  the  angles  bed  and 
b'  c' d'  are  about  45°,  so  that  the  rays  which  fall  as  normals  or  under 
very  small  angles  on  b  b'  undergo  in  each  prism  two  total  reflec- 
tions, from  a  d  toward  b  c,  and  from  b  c  toward  A,  out  of  the  prism 
into  the  eye  of  the  observer.    The  same  occurs  on  the  other  side. 

Let  X  be  an  object  and  A  A'  the  eyes  of  the  observer;  each  eye 
receives  an  image  of  part  of  x,  as  shown  in  Fig.  43,  and  these  two 
images  will  show  a  greater  difference,  the  larger  the  angle  oxo'  is, 
that  is,  the  closer  the  object  is  approached  to  the  mirror,  and  the 
larger  the  central  opening. 

In  order  to  adapt  the  instrument  to  the  distance  between  the 
eyes  of  each  observer,  one  of  the  prisms  is  divided,  and  its  outer 
half  can  be  approximated  to,  or  removed  from,  the  other,  according 
to  the  distance  which  separates  the  two  eyes.  For  the  purpose  of 
regulating  the  adaptation  and  the  convergence,  two  small  prisms 

p)  are  placed  behind  the  openings  in  the  ocular. 

By  placing  behind  the  opening  in  the  mirror  one  of  the  convex 
lenses  enclosed  in  the  groove  C  0,  and  in  front  of  the  oculars,  the 
concave  lenses  r  and  r',  we  add  to  the  ophthalmoscope  a  kind  of 
Grallilean  telescope,  and  increase  the  magnifying  power  consider- 
ably. 

This  instrument  has  the  advantage  of  showing  the  fundus  of 
the  eye  in  relief,  and  thus  allows  us  to  appreciate  exactly  any 
differences  in  the  level  of  the  background. 


DIFFERENT  FORMS  OF  THE  OrHTHALMOSCOPE. 

The  ophthalmoscope  of  Sichel  (Fig.  44)  is  designed  to  show  to  a 
number  of  observers  at  once  the  image  of  the  fundus.  It  is 
composed  of  a  concave  mirror  m  m,  of  35  centimeters  focal 
distance,  to  which  is  adapted  a  metallic  case  on  which  it  can  be 


Fig.  ii. 


moved  in  different  directions.  This  case  has  a  perforation  of  about 
1  centimeter  diameter  through  hoik  walls  in  its  centre,  in  the  same 
axis  with  the  perforation  in  the  mirror.  The  form  of  the  opening 
in  the  mirror  is  oval  in  its  transverse  axis.    In  the  interior  of  the 
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case  there  is  a  rectangular  prism  whose  hypothenuse  is  placed  at 
an  angle  of  about  45°  to  the  axis  of  the  case. 

The  plane  corresponding  to  one  of  the  sides  of  the  right  angle 
of  the  prism  is  brought  up  so  as  to  occupy  two-thirds  of  the 
opening  in  the  mirror,  leaving  the  other  third  free.  One  end  of 
the  case  is  closed,  the  other  open.  The  latter  is  provided  with  an 
ocular  in  which  correcting  glasses  can  be  placed.  A  convex  lens, 
C,  placed  in  front  of  the  eye  under  observation  forms  an  inverted 
image  of  the  fundus  at  h. 

A  part  of  the  light  coming  from  this  aerial  image  passes  through 
the  free  portion  of  the  opening  of  the  mirror,  and  enters  the  eye 
of  observer  I  directly.  The  other  part  meeting  with  the  side  of 
the  prism  is  deflected  from  its  course  by  the  surface  of  the  hypothe- 
nuse toward  the  eye  of  the  second  observer  II. 

The  author,  in  his  description  of  the  instrument,  which  we 
borrow  from  the  Annates  d'Oculistique  (T.  Ixvii),  says  that  by 
adding  a  second  case  to  the  first,  at  some  millimeters  distance  from 
it  on  the  opposite  side,  it  is  possible  to  make  the  instrument  avail- 
able for  three  observers.  The  principal  observer  looking  through 
the  central  perforation,  or  the  space  between  the  two  cases,  while 
each  of  the  other  observers  looks  through  an  ocular  at  the  end  of 
the  cases. 

Monoyer*  has  also  carried  out  this  principle,  and  showed  us,  in 
1873,  the  first  example  of  an  ophthalmoscope  for  three  observers. 

*  Reme  Medicale  de  Nancy.    Feb.,  1874. 


METHOD  OF  USING  THE  OPHTHALMOSCOrE. 


301 


LECTURE  XXIY. 


SOURCE   OF   ILLUMINATION.     EXAMINATION   BY  THE 

OBLIQUE  LIGHT. 

Gentlemen:— We  have  a  word  more  to  say  in  regard  to  the 
source  of  ilhcmination  for  ophthalmoscopy.  It  is  evident  that 
the  ideal  illumination  is  that  of  the  sun.  It  is  not  only  the  most 
intense— which,  however,  is  not  always  an  advantage  in  ophthal- 
moscopy—but  the  light  is  white,  and  shows  us  objects  in  their  true 
color. 

We  always  employ  daylight,  wherever  it  is  possible,  but  most 
frequently  we  are  compelled  to  have  recourse  to  artificial  light. 
In  order  to  have  daylight  at  our  disposal  we  make  an  opening  in 
the  shutter.  The  room  must  be  dark  and  the  light  entering 
through  the  opening  must  be  the  only  light  in  the  room.  To 
make  an  ophthalmoscopic  examination  the  patient  is  placed  with 
his  back  toward  the  window,  to  the  right  or  left  of  the  opening. 
This  light,  though  not  so  strong  as  that  of  a  large  lamp,  is  jet 
sufficiently  strong  for  the  examination  of  the  fundus,  and  possesses 
notable  advantages  over  the  artificial  light,  among  them  the 
important  one  which  we  have  mentioned,  that  we  are  enabled  to 
better  distinguish  the  shades  of  coloration  of  the  fundus,  which 
renders  the  diagnosis  much  more  precise  than  when  the  examina- 
tion is  made  by  artificial  light,  which  is  always  red.  I  cannot  too 
strongly  recommend  to  you  the  employment  of  daylight  in  ophthal- 
moscopic examinations. 

It  is  hardly  necessary  to  say  that  daylight  has  the  same  advan- 
tages in  examinations  by  the  oblique  light,  as  with  the  ophthalmo- 
scope. 
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We  can  use,  as  artificial  light,  indifferently,  gas,  oil  or  petroleum. 
When  gas  is  used  it  is  not  generally  best  to  turn  it  on  to  a  full 
blaze,  because  then  the  illumination  becomes  too  intense.  The 
flame  of  an  oil  lamp  is  usually  the  most  convenient  source  of 
illumination.  You  must  not  forget,  as  I  have  said,  that  artificial 
light  gives  an  orange  or  reddish  tint  to  all  objects  illuminated  by 
it,  which  they  have  not  by  daylight.  It  should  not  be  astonishing, 
therefore,  to  find  the  fundus  of  a  different  color,  and  paler,  by 
sunlight,  than  by  artificial  light. 

In  making  an  ophthalmoscopic  examination  we  place  the  lamp 
to  the  side  of  and  behind  the  patient.  The  less  the  angle  formed 
by  the  source  of  illumination  and  the  mirror,  the  less  must  be  the 
inclination  of  the  mirror.  This  is  a  great  advantage,  because  the 
illumination  is  then  stronger,  and  the  opening  in  the  mirror 
through  which  we  look  is  narrowed  less,  and  the  visual  line  is  then 
found  nearer  the  axis  of  the  correcting  lens. 

It  is  indifferent  whether  we  place  the  light  to  the  right  or  the 
left  of  the  patient.  The  mirror  must  be  held  lightly  and  by  the 
end  of  the  handle,  by  the  three  first  fingers  of  the  hand,  in  order 
to  manipulate  it  as  easily  as  possible. 

We  begin  always  by  the  examination  of  the  upright  image. 
After  having  thrown  the  light  into  the  eye,  we  bring  the  ophthal- 
moscope as  close  to  it  as  possible  without  obstructing  the  light  by 
the  head  of  the  patient. 

We  keep  the  light  in  the  proper  direction  by  observing  the 
pupil,  which  should  appear  brightly  illuminated. 

We  then  see  the  reflection  of  the  mirror  on  the  cornea,  and  on 
the  anterior  and  posterior  surfaces  of  the  lens.  These  reflections, 
especially  the  first  two,  are  frequently  very  annoying,  so  much  so 
as  to  hide  the  objects  which  they  overlie  from  our  view. 

It  was  for  the  purpose  of  doing  away  with  this  inconvenience 
that  Helmholtz  employed  polarized  light;  by  giving  to  his  mirror 
an  inclination  of  56  degrees  such  light  is  not  thrown  back  from 
the  refracting  surfaces  of  the  eye. 
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In  order  to  avoid  the  inconveniences  resulting  from  these  reflec- 
tions we  simply  incline  the  mirror  in  such  a  manner  that  the 
reflections  shall  fall  to  the  side  of  the  parts  to  be  examined. 

The  field  of  ophthalmoscopic  observation  is  limited  by  the  edge 
of  the  pupil.  It  follows  that  this  is  greater  the  closer  we  bring 
our  eye  to  the  observed  eye,  because  the  closer  we  approach  to  it 
the  more  we  increase  the  angle  of  vision,  the  apex  of  which  is  in 
our  eye,  and  whose  sides  touch  the  papillary  borders. 

It  is  an  indispensable  condition  for  a  clear  and  distinct  erect 
image  of  the  fundus,  as  we  have  already  said,  that  the  eye  of  the 
examiner  be  accurately  adapted  to  the  eye  under  examination. 

If  we  are  dealing  with  emmetropic  or  hypermetropic  eyes,  our 
eye  must  be  adapted  for  parallel  or  diverging  rays.  In  such  cases 
you  must  be  on  your  guard  not  to  make  too  great  an  effort  of 
accommodation.  This  is  a  very  important  point,  because  at  the 
beginning  of  your  ophthalmoscopic  practice  you  will  experience  a 
tendency  to  put  forth  more  accommodative  power  in  proportion  as 
you  see  more  indistinctly.  This  is  due  to  the  fact  that  account 
is  not  taken  of  the  direction  in  which  the  rays  come  from  the  eye 
under  examination.  You  feel  instinctively  that  as  the  object  is 
situated  quite  close  to  your  eye  you  must,  in  order  to  see  it 
distinctly,  bring  a  strong  accommodative  power  into  play.  You 
forget  that  the  object  to  be  observed  is  situated  behind  a  lens 
formed  by  the  dioptric  media  of  the  eye  under  examination,  and 
that,  consequently,  the  rays  coming  from  it  are  much  less  divergent 
than  if  looked  at  with  the  naked  eye. 

If  the  object  is  situated  at  the  focus  of  the  lens,  as  in  emrae- 
tropia,  the  rays,  in  passing  out,  are  parallel,  and  we  must  com- 
pletely relax  our  accommodation ;  if  it  is  situated  within  the 
focus,  as  in  hypermetropia,  they  pass  out  in  a  divergent  manner, 
as  if  they  came  from  an  object  situated  at  a  certain  distance 
behind  the  eye  under  examination,  and  we  do  not  have  need  of 
any  very  considerable  effort  of  accommodation. 
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Finally,  in  the  case  of  myopia,  we  are  in  need  even  of  a  concave 
lens  in  order  to  see  distinctly. 

We  have  not,  however,  always  command  over  our  accommoda- 
tion, since  the  ciliary  muscle  is  not  a  muscle  of  the  striated 
variety.  But  you  will  remember  that  the  accommodation  is  in 
intimate  relation  with  the  convergence,  and  one  is  nearly  always 
proportional  to  the  other.  Consequently,  if  we  bring  our  eyes  into 
a  state  of  parallelism  the  convergence  and  accommodation  are  both 
abolished  at  the  same  time.  Now,  the  muscles  which  preside  over 
the  direction  of  the  eyes  are  under  the  control  of  the  will,  and  we 
can  easily  gain  a  complete  mastery  over  their  movements. 

To  practice  bringing  the  eyes  into  a  state  of  parallelism  we  use 
a  prism  with  its  base  turned  toward  the  temple.    The  prism  thus 
produces  an  apparent  displacement  of  objects  toward  the  temporal 
side,  and  in  order  to  obtain  simple  binocular  vision  the  eye  covered 
with  the  prism  must  be  turned  outward.    By  using,  therefore, 
stronger  and  stronger  prisms  we  finally  come  to  a  parallel  state  of 
the  visual  lines.    It  is  necessary  that  both  eyes  fix  the  same 
object,  and  as  long  as  the  object  is  seen  single  with  the  two  eyes 
they  are  properly  directed.    In  case  the  prism  is  too  strong,  that 
is,  when  the  eyes  are  no  longer  able  to  produce  the  divergence 
which  vision  through  the  prism  requires,  we  will  see  double, 
because  one  of  the  eyes  is  no  longer  directed  to  the  object,  and 
consequently  its  image  is  no  longer  formed  on  the  macula.  When 
you  have  once  experienced  the  sensation  characteristic  of  a 
parallel  position  of  the  eyes  you  will  soon  be  able  to  bring  it  about 
spontaneously,  and  thereby  relax  your  accommodation  at  will. 

After  having  determined  the  refraction,  we  proceed  with  the 
examination  by  means  of  the  inverted  image,  following  the  rules 

we  have  given  above. 

The  convex  lens  should  be  held  sufficiently  far  from  the  exam- 
ined eye  for  its  focus  to  fall  near  the  plane  of  the  pupil.  By 
this  means  the  diameter  of  the  pupil  is  magnified  as  much  as 
possible,  and  its  borders  disappear  completely  from  the  ophthal- 
moscopic field. 
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There  is  one  inconvenience  attending  the  inverted  image  which 
is  not  present  in  the  examination  by  the  erect  method,  and  that  is 
the  double  reflection  of  the  light  by  the  convex  lens.  To  remove 
this  we  have  only  to  slightly  incline  the  lens,  and  the  two  reflec- 
tions will  disappear  in  opposite  directions,  and  leave  the  centre  free. 

Beside  the  convex  lens  No.  10  or  15,  by  means  of  which  the 
inverted  image  is  produced,  I  always  look  through  convex  No.  3 
in  order  to  adapt  my  emmetropic  eye  to  the  distance  of  the  in- 
verted image.  In  this  way  I  accustom  my  eye  to  always  relax 
its  accommodation  when  making  an  ophthalmoscopic  examination. 

The  inverted  image,  as  I  have  already  told  you,  gives  us  a 
general  view  of  the  interior  of  the  eye.  We  should  examine  the 
fundus  in  all  directions  up  to  its  extremest  limits,  for  reasons  we 
have  already  indicated. 

When  we  have  found  by  the  inverted  image  a  diseased  part,  a 
pathological  production,  or  any  alteration  whatever  in  the  back- 
ground of  the  eye,  it  is  well  to  again  have  recourse  to  the  erect 
image  to  appreciate  more  exactly  the  nature  of  the  actual  or 
suspected  alteration. 

EXAMINATION  BY  MEANS  OF  THE  OBLIQUE  ILLUMINATION. 

The  inspection  of  the  anterior  parts  of  the  eye,  by  concentrating 
on  them,  by  means  of  a  lens,  the  light  from  a  lamp  or  other  source 
of  illumination,  is  called  the  examination  by  the  oblique  light. 
We  are,  by  this,  able  to  examine,  in  turn,  the  following  parts  of 
the  eye :  the  cornea,  aqueous  humor,  iris,  lens,  and  anterior  por- 
tion of  the  vitreous  humor. 

In  making  this  examination  we  use  a  lamp  which  can  be 
advanced  or  withdrawn,  raised  or  lowered,  at  will,  in  order  to  give 
the  light  all  desired  directions.  The  upper  lid  of  the  eye  can  be 
held  gently  by  the  thumb  of  one  hand  while  the  other  hand  holds 
a  convex  lens  (about  15  or  20  D). 

The  light  of  the  lamp  concentrated  by  this  lens  is  thrown  on 
the  different  layers  of  the  cornea,  which  we  can  examine  very 
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minutely  when  the  lamp  is  placed  at  the  side  of  the  patient  so  as 
to  give  to  the  light  a  direction  tangent  to  the  cornea.  We  can  in 
this  way  not  only  make  out  trifling  troubles  in  this  tissue  and 
mark  their  extent  and  thickness,  but  can  also  determine  the  exact 
depth  of  the  tissue  in  which  they  are  situated.  We  can  thus 
estimate  the  depth  of  ulcers  of  the  cornea,  the  form  of  their  bases, 
the  development  of  a  hypopyon  which,  as  we  have  demonstrated 
with  Horner,*  is  never  found  in  the  thickness  of  the  cornea,  but 
commences  by  a  deposit  of  pus  on  the  posterior  surface  of  the 
cornea,  and  increases  and  descends  little  by  little  into  the  bottom 
of  the  anterior  chamber. 

In  the  same  manner  we  distinguish  the  punctiform  opacities 
due  to  deposits  of  pus  on  the  membrane  of  Descemet,  so  frequent 
in  serous  iritis. 

We  examine  the  aqueous  humor  in  the  same  way. 

By  bringing  the  lamp  a  little  further  forward  the  iris  is  illumi- 
nated, and  we  can  examine  it  throughout  its  whole  extent  by 
making  the  luminous  cone  traverse  all  its  parts  from  the  papillary 
border  to  the  corneal  margin. 

In  examining  the  crystalline  lens  we  give  to  the  light  a  direc- 
tion a  little  less  oblique,  taking  care  to  illuminate  all  its  layers  in 
succession. 

The  lens,  even  in  a  normal  condition,  and  especially  in  old 
people,  nearly  always  presents  a  diffuse,  slightly  grayish  reflec- 
tion, resembling  mother  of  pearl.  This  must  not  be  confounded 
with  a  commencing  cataract,  since,  as  we  can  convince  ourselves 
by  means  of  the  ophthalmoscope,  such  lenses  are  perfectly  trans- 
parent. 

Cataract  is  characterized  by  alterations  of  a  very  marked  nature. 
We  must  determine  the  part  of  the  lens  in  which  the  opacities 
are  situated,  whether  in  the  capsule  or  in  the  anterior  cortical 
substance,  in  the  nucleus,  or  in  the  posterior  cortical  substance. 
In  order  to  arrive  at  a  fine  diagnosis,  it  is  indispensable  to  vary 
*  Bokowa,  Hypopyon-Keratitis.    Tli^se  de  Zurich,  1871. 
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the  direction  of  tlae  light,  by  advancing  or  removing  the  lamp  or 
the  head  of  the  patient,  and  placing  it  first  on  one  side  of  him 
and  then  on  the  other. 

When  we  wish  to  ascertain  whether  an  opacity  or  foreign  body 
is  situated  on  the  anterior  or  posterior  surface  of  the  lens,  we  can 
use,  with  advantage,  the  following  method  :  Illuminate  the  eye 
with  the  mirror,  as  if  for  an  ophthalmoscopic  examination,  hold- 
ing it  at  a  sufficient  distance  from  the  eye:  the  opacity  will 
appear  as  a  black  spot  on  the  illuminated  field  of  the  pupil.  In 
causing  the  patient  to  look  upward  and  downward  the  black  spot 
will  retain  the  same  relative  position  to  the  papillary  border,  if  the 
opacity  is  on  the  anterior  part  of  the  lens.  It  will,  on  the  con- 
trary, be  displaced  in  a  direction  opposite  to  the  movement  of  the 
eye,  when  it  is  found  on  the  posterior  part. 

A  posterior  polar  cataract  will  manifest  itself  by  a  reflection 
analogous  to  that  of  a  concave  mirror  A  simple  senile  cataract 
presents  a  greater  or  less  number  of  black  rays  at  the  periphery 
of  the  lens.  To  examine  the  equator  of  the  lens  the  pupil  must 
be  dilated  with  atropine. 

After  the  lens,  we  examine  the  accessible  portions  of  the  vitreous 
humor.  Floating  bodies,  crystals  of  cholesterine,  parasites  and 
foreign  bodies  having  their  seat  in  the  anterior  portion  of  the 
vitreous  chamber  are  easily  recognized  by  means  of  the  oblique 
illumination.  We  can  even  sometimes  detect  a  detachment  of  the 
retina  and  intraocular  tumors. 

As  we  have  already  said,  by  varying  the  position  of  the  light 
we  can  give  an  astonishing  precision  to  our  diagnosis,  and  this 
precision  is  further  increased  when  a  second  lens  is  used  to  magnify 
the  parts  illuminated  by  the  first.  This  lens  is  held  in  the  hand 
whose  little  finger  supports  the  upper  lid,  elevating  it  a  little. 

The  examination  by  means  of  the  oblique  light  completes  the 
list  of  methods  for  examining  the  eye,  which  it  has  been  our 
purpose  to  set  forth  in  these  lectures. 
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'° Vifwho  di'sirf  irreach  medical  men  for  business  purposes,  for  instance,  Life  Insurance  Com- 
panics  MS  al  OollegeTwholesale  Druggists,  Importers  and  Manufacturers  of  Pharmaceut.cal 
Ipeei'^lt'o^  Dealers  In  Surgical  Instruments,  will  And  this  book  invaluable. 


OPHSriON-S    OF   THE  PRESS. 

of  reference.-(London)  J^^ff.^-^"'  ^':'^,^^„""^emberfof  profession  whose  sympathies  aud  needs  are 
wide  e^n°ou^gt^iSlf re|^nd'Vei^\r LT^^^^^^^^^  n^ighLrhood,  this  boo^  must  be  invaluable.- 
(Philadelphia)  ^„^f/,72,nd  will  be  to  physicians  what  the  city  directory  is  to  the  man  of  business, 
.  book"Lrc'/nirt^g».^'^rfJ|3^^^^^^  time,  and  it 

shouldVnri^^l.'lat^^WrySi^arirb?^^^^^^^^^  to  completeness.-.Xe.,c«.  and  Sur- 

gical  Reporter. 

Notice  to  Physims.-As  it  is  highly  desirable  for  the  benefit  of  the 
f    ?nn  to  have  such  a  o-eneral  list  as  this  complete  and  accurate,  the 
r^^sts  physicians  in  all  parts  of  the  cotuitiy  to  notify 
n  of  their  changes  of  location;  and  he  also  asks  sccretar  c.s  of  all  loca 
iodeties   0  forward  him  lists  of  their  members,  with  their  post-office 
Sesse«     He  will  c-heerfuUy  return  the  expense  incurred  in  so  doing. 


DIFFERENTIAL  DIAGNOSIS; 

COMPARATIVE  SEMEIOLOOY 

OF  THE  MORE  IMPORTANT  DISEASES. 

^lss£s;a?i«  Physician  to  the  Westminster  Hospital,  London. 
A.merleart  Edition,  >vitli  Extensive  jVdclitlons. 
One  Volume,  Sto.,  pp.  20j.  Printed  on  Iiiin<lsomo  tintea  paper;  bound  in  KngUsli  pebbled  clotli, 

with  beveled  bonrds.    Trice  $2.00. 


Dit.  Hall's  work  has  received  the  highest  encomiums  from  the  English  medical  press,  for  Its 
lucid  arrangement,  completeness  and  accuracy.  He  himself  is  known  in  London  as  a  practitioner  of 
great  skill,  and  an  unusually  successful  medical  teacher. 

Most  of  the  diseases  which  may  be  confounded  arc  presented  in  comparative  tables,  setting 
forth  their  distinctive  characteristics  in  the  clearest  possible  light,  and  thus  greatly  faoilitatlng  their 
prompt  diagnosis. 

The  First  Part  contains,  among  other  matters— 

The  Symptoms  of  the  Febrile  State  Defined.  Comparative  Table  of  the  Temperature  and 
Pulse  in  the  Leading  Febrile  Diseases.  Differences  between  Symptomatic  and  Essential  Fever. 
Tabular  Comparison  of  Eotheln,  Scarlet  Fever,  Measles  and  Smallpox.  Comparison  of  the  Symp- 
toms of  Typhoid  and  Typhus ;  of  Typhoid  and  Malarial  Fever ;  of  Typho^^d  and  Typho-Malarial  ; 
of  Typhoid  Fever  and  the  Typhoid  State;  of  Typhoid  and  Relapsing  Fever.  Diagnosis  between 
Epidemic  and  Sporadic  Cerebro-spinal  Meningitis;  between  Epidemic  Meningitis  and  Typhus; 
between  the  same  and  Congestive  Malarial  Fever.  The  Signs  of  the  Arthritic,  the  Scrofulous,  the 
Syphilitic,  and  the  Tubercular  Dyaorasiaj.   Gout.  Rheumatism,  and  their  Allies. 

The  Second  Part  includes  the  Diagnosis  of  Local  Diseases  :  embracing,  for  example— 

The  Differential  Points  between  Hemorrhage,  Thrombosis  and  Embolism  in  the  Brain;  between 
the  various  lorms  of  Sclerosis,  Syphilosis,  Paralysis  and  Ataxy  of  the  Spinal  Cord  ;  and  between 
Organic,  Functional,  Toxic  and  Hysterical  Paralysis.  These  extremely  dlfiScult  problems  in  diag- 
nosis are  set  forth  with  the  utmost  clearness. 

Neuralgia  and  its  Counterfeits. 

Diagnostic  Table  of  Acute,  Chronic,  Syphilitic  and  Tubercular  Laryngitis,  Perichondritis, 
Benign  and  Malignant  Growths,  and  Neuroses  of  the  Larynx.  Distinctions  between  Inflammatory 
'Croup  and  Spasmodic  Croup,  on  the  one  hand,  and  Membranous  Croup  and  Diphtheria,  on  the  other. 
■Catarrhal  as  Distinct  from  Parenchymatous  Tonsillitis. 

Normal  and  Abnormal  Chest  Sounds  (in  all,  eleven  very  carefully  prepared  tables).  Dr.  John 
Hughes  Bennett's  General  Rules  for  Diagnosing  Heart  and  Lung  Affections.  Comparison  of  the 
Three  Forms  of  Phthisis.  The  Diagnosis  of  Incipient  Phthisis  (sixteen  different  signs  are  given  of 
■Its  very  earliest  stage).  Diflerentlal  Diagnosis  between  Incipient  Phthisis  and  Bronchitis;  between 
Acute  Phthisis  and  Typhoid  Fever  ;  between  Capillary  Bronchitis  and  Pneumonia;  between  Pneu- 
monia and  Pleurisy,  etc. 

Dr.  Dobell's  Aphorisms  on  Pain  at  and  near  the  Heart,  etc.  The  Various  Cardiac,  Aortic  and 
Mitral  Diseases. 

To  Distinguish  Acidity  of  the  Stomach  from  Fermentation  and  from  Hypersecretion  ;  Stom- 
■achal  Vertigo  from  Cerebral  Vertigo ;  Gastric  Vomiting  from  Cerebral  Vomiting.  Comparative 
Symptoms  of  Atonic  Dyspepsia,  Chronic  Gastritis,  Gastric  Ulcer  and  Gastric  Cancer.  Special 
Points  in  the  Diagnosis  of  Gastric  Cancer.  Abdominal  Phthisis  as  Distinguished  from  Typhoid 
Fever.  The  Diagnosis  of  Hepatic  Diseases.  Hardy'sHandy  Teats  for  Bile  in  the  Urine.  What  Pain 
In  the  Liver  may  Signify.  What  Jaundice  may  Signify.  Hepatic  Diseases  Classified  with  Regard  to 
the  Size  of  the  Liver.  The  Seven  Forms  of  Bright's  Disease  Compared.  The  Four  Forms  of  Dia- 
betes Compared.    The  Kinds  of  Calculi  and  their  Tests,  etc. 


OFIN"IO]SrS  OF  XHK  PRKSS. 

The  British  MedicalJournal,  says:  ".This  is  not  of  the  type  of  books  brought  out  by 
'grinders.'  The  tables  it  contains  are  invaluable  aids  by  the  bedside,  enabling  the  student  and  prac- 
.tltion»'r  readily  to  compare  signs  met  with  in  disease." 

The  North  Carolina  MedicalJournal, Bays:  "The  tabular  method  of  comparing  symptoms  is 
•well  utilized.   Very  many  valuable  diagnostic  formula;  are  brought  together." 

The  Atlanta  Medical  Journal,  says  :  "  The  comparative  symptoms  are  given  in  a  very  satisfac- 
dory  manner.   The  work  will  allbrd  valuable  aid  to  practitioners." 

The  Boston  Medical  and  Surgical  Journal,  March  6,  1877,  says:  "The  physical  signs  and 
the  symptoms  of  the  various  affections  are  arranged  in  tabular  form  tor  convenient  reference,  and  the 
facilicy  thus  afforded  for  comparison  and  discrimination  enables  this  manual  to  sujiply  a  want  often 
vexperlenccd  in  more  elaborate  treatises." 

The  New  Orleans  Medical  and  Surgical  Journal  says  :  "The  plan  of  the  work  wo  regard  as 
highly  commendable  for  its  convenience  of  reference  and  the  precision  of  which  it  is  capable." 


MODERN  MEDICAL  THERAPEUTICS. 

;i  vol.,  lai'ge  8vo.   :i>i>.  608. 

MODERN  SURGICAL  THERAPEUTICS, 

1  vol.,  la.i'ge  8vo.    I>1>.  COS. 
Uv  OEORGHH  II.  IVAFHICYSSS,  A.M:.,  M:.r>.,  etc. 


Sixth  Edition,  1879.     Revised,  Enlarged,  and  Carefully  Edited. 


The  two  books  are  sold  separately,  at  $  1.00  in  cloth,  or  85.00  In  lull  leather, 
each,  sent  by  inal!,  post-paid  by  the  publisher. 


In  these  two  boolts  the  author  and  editors  have  gathered  the  essence  of  the  medical  literature 
of  the  world  during  the  last  ten  years,  so  far  as  it  relates  to  the  treatment  of  disease  by  all  approved 
and  scientific  methods.  Many  of  the  directions  and  foimuhu  have  never  been  published  elsewhere, 
or  are  buried  in  periodicals.  Hardly  any  disease  of  Importance  is  omitted,  and  the  writers  have 
aimed  to  gjve  fully  the  exact  treatment  and  the  specific  therapeutical  methods  of  the  most  eminent 
living  physicians.  The  following  l)rlcf  analysis  of  the  two  books  will  prove  conclusively,  to  every 
intelligent  physician,  how  real  and  great  is  the  value  of  these  works. 

In  both  volumes  the  diseases  are  arranged  alphabetically,  under  the  proper  nosological  classes. 
-Under  each  its  treatment  is  given,  first,  by  several  leading  authorities  of  this  country  and  Europe, 
and  their  differences  carefully  set  forth  ;  next,  the  treatment  in  several  prominent  hospitals  is  re- 
corded and  any  especial  formultc  claimed,  on  good  authority,  to  be  of  peculiar  efficacy:  finally,  an 
abstract  or  r^sum(5  is  added,  setting  forth,  alphabetically,  the  more  important  drugs  and  remedial 
measures  used  in  the  disease,  their  doses,  indications,  and  most  successful  combmations.  Both 
external  and  internal  remedies  are  Included,  and  all  such  measures  as  baths,  electricity,  massage, 
movement  cure  miueral  waters,  counter-irritants,  diet,  inhalations,  hypodermic  injections,  cupping, 
hydrotherapy,  fumigations,  heat  and  cold,  posture,  irrigation,  enemata,  poultices,  liniments,  gargles, 
lotions  etc.,  etc.,  are  described,  with  their  appropriate  indications. 

Each  book  has  a  complete  Table  of  Contents,  and  three  elaborate  indexes,  one  of  Authors 
a  second  of  Remedies  and  Remedial  Measures,  and  a  third  of  Diseases.  It  has  been  a  special  aim  of 
the  author  and  editors  to  include  all  the  latest  approved  new  remedies,  the  most  famous  combina- 
tions and  in  fact  all  the  "points"  or  "wrinkles"  of  modern  therapeutics,  so  that  with  these  volumes 
on  his  table,  the  practitioner  in  the  most  remote  settlement,  or  he  whose  time  is  most  over-occupied, 
can  at  once  familiarize  himself  with  the  latest  acquisitions  of  the  therapeutical  art. 
Of  tlie  very  many  such  "points"  we  mention  a  number  in  each  book. 

In  the  MEDICAL  THERAPEUTICS 

The  total  number  of  authors  quoted  is  72!,  and  the  precise  formuUv  given  1124.  Without  pretend- 
lEff  to  Hive  an  exhaustive  list,  we  mention—   

'^-terlcal  and  periodic  head- 

■""''•"berebro-spinal  meningitis  :  Aitken,  N.  S.  Davis,  Niemeyer,  Ramskill  and  others  on;  Read's 
«P-'fl^,T,l-r  S"s'Tr?atmln^  HartholoWs  deep  injections  of  chloroform. 


7 


Vivian  Pooro's  rules  fur  tlio  use  (ifelcctrlclty  In  paralysiF. 
Vnnce  etc  .  on  writer's  oramp.    Wolr  M  ItclioU  on  vortiso.         ,    ,  , 
r  vimfolia  lolVella  calVoa.  ot.v,  In  ast  lii.iii.    Fornuilii' Cor  nioillcatcil  eiK  ireltos. 
TlVi?fy  llll'cs  arc  aovoto.r  to  the  troatn.ont  ,.r  «<:uto  an.l  chronic  bronchitis,  oorym  and  catarrh. 
Hiiv  nsthma  froso  colli)  Is  thiirontfhiy  (llPcnRScd.  ,„,,ii  ~„ 

(I^Phth  Xtl  oro  arc  -25  pnKi^s.  Klvlns,  besUlcs  thoor.llnary  treatment  from  )a<!ostn,  WHllan  M 
Flint  Wnlsho  etc  tlic  lVv-lcT.ic  rules  of  Altkon  ;  Uoth's  plan  »t  calcilicatlon  ol  the  lunKS  ;  Cliurchill 
,m  Imioi.hosplUt^  Dobeirs  pnnorcatl.i  en.nlslon  ;  Jaccoud's  arsenical  treatment ;  Maclaron's  ruUs 
for  Kon  vova"-lnu-;  Yoo  on  antiaei)llc  Inhalations,  etc. 

TCumonla,  l)lourlsv,en.ph.vscnin,  laryngitis,  aphonia,  hiumoptyplH  etc   are  «'  f  ""^'-■<'  " 
TTrder  l  G  rt  diseases  are  V'^vonllaborshonVs^        rules  of  treatment ;  Durrani's  rules  In  Incur- 
able case«"{Xunbors  on  dietetics  and  eliniates  in  ;  Da  Costa,  Balfour,  I.oon.ls,  and  others,  on  anifina, 
livnprd-oiihv  imlnitatlon,  irritable  heart,  valvular  disease,  etc. 

iSy  calcXs(^^^^  trl-'ated  by  I'rof.  Schilf,  Dr.  Octorlony,  Durand'a  "solvent," 

.Tackson'^s  fm-muU.  mln^^^^^^^  The  East  Indian  treatment.    Squlbb's,  Hamlin's, 

"""'^fSl^C^LllVJ^.^^^^^^^^^  "Ceher,  Mettauer,  Meigs  and  Van  Huron's 

''"""Arute  a'^fd'ehronic  ^<!rZJ^;  treatment  by  castor  oil  emulsion  (Dr.  Youn«) ;  carbolic  acid  (Dr. 
Kemptter) ;  bismuth  (Dr.  Da  Costa) ;  coto  bark  (Dr.  Burkart) ;  diet  (Sir  .T.  Fayrer) ;  oxide  of  zinc, 

(Prof.  Gumer)^  a^s'' treated 'b.y^enemata,  position,  ipecac,  saline  purgatives,  creasote,  turpentine, 
mercury  opium,  etc.   Maury's  cauterization  plan  in  chronic  dysentery. 

The  best  combinations  for  expelling  tapeworms,  seat  and  round  worms  etc. 

I.oomis',  Da  Costa's,  Niemeyer's,  Sibson's,  and  the  Bellevue  Hospital  plans  of  diet  treatment  in 
Bright's  disease. 

The  milk  treatment,  with  precise  directions.  ,       „     ,  , 

The  most  recent  suggestions  in  malarial  diseases;  as  Sir  .T.  Fayrer  and  Dr.  Poreher  on  dengue  . 
Bemiss  Dowell  and  Fothergill  on  ague;  Warburg's  tincture;  the  nitric  acid  bath;  carbnzota'e  ol 
ammonium;  chloral;  eucalyptus;  grindella  squarrosa ;  bromohydrate  of  qumia;  salicylate  ol 
ouinia:  formula;  for  disguising  quinia.  ^    r^,  <,i 

Rheumatism:  the  salicylic  acid  and  salicin  treatment;  the  alkaline  treatment;  Ohamners 
bedding  and  diet  treatment;  Da  Costa's  plan  ;  propylamin  ;  baths,  blisters,  hot  and  cold  packing; 

liniments,  etc.  „  ..       ,.  v.    n    i  „  -ir  i 

Salicylic  acid  In  smallpox;  rules  and  formulas  for  the  prevention  of  pitting,  by  Barlow,  Vel- 
peau,  Yates,  Bennett,  and  others. 

The  antiseptic,  cold  bath,  and  dietetic  treatments  of  typhoid,  typhus  and  yellow  fevers. 
Cholera  infantum,  as  treated  by  N.  S.  Davis,  J.  Lewis  Smith,  Clymer,  Hay,  Rosso  and  Trous- 
seau Barker  Beigel,  Olymer,  Geiger,  Niemeyer.  Smith,  Meigs,  Da  Costa,  etc,  on  Croup.  Diphtheria, 
as  treated  by  potash  and  Iron:  carbolic  and  sulphurous  acids  ;  the  bisulphites  ;  chloral  and  salicylic 
acid:  calomel;  rapid  cinehonism ;  oxalic  acid;  guaiaoum ;  stimulants ;  inhalations ;  gargles  for. 
Porcher's  preventive  mixture  etc.,  etc. 

The  last  chapter  is  devoted  to  the  medical  and  hygienic  treatment  of  alcoholism  and  the  opium 
habit,  giving  numerous  valuable  suggestions  on  these  subjects,  almost  wholly  neglected  in  works  on 
practice. 


In  the  SURGICAL  THERAPEUTICS 

The  number  of  authors  quoted  is  418;  the  number  of  their  prescriptions  given  lOOS.  (Jf  the 
many  .special  points  given  we  note — 

The  preveniion  of  inflammation  by  cold  ;  by  warm  immersion  ;  by  veratrum  viride  ;  by  limiting 
the  supply  of  blood  ;  by  position. 

Murchison,  Fothergill,  Gross  and  Erichsen  on  the  sthenic,  asthenic  and  irritative  types  ol'  in- 
flammation. 

General  and  local  anesthetics;  anfcsthetic  mixtures;  anaesthesia  of  the  larynx. 

Burow,  Poreher  and  "Wood's  open  treatment  of  wounds;  Gamgee's  anhydrous  dressings; 
Guerin's  raw  cotton  dressings  :  water  dressings  ;  Dolbeau's  alcohol  drcssines  ;  Hewson's  earth  dress- 
ings; Lister's  carbolated  dressings  :  Spence's  boracle  acid  dressings;  Polli's  sulphite  dressings,  etc. 

Bartholow's,  Hyatt's  and  Holmes'  methods  with  erysipelas.  Dr.  Garrotson's  specific  com- 
bination. 

Hemorrhage:  Richardson's  styptic  colloid,  styptic  lint,  wool,  cotton  and  collodion.  Styptic 
mixtures  of  Pancoast,  Pagliarl,  BTartin.  etc.   Methods  of  torsion,  and  pressure,  and  cold. 

The  immediate  and  later  treatment  of  primary  and  secondary  shock,  by  Brunton,  Hood,  Fother- 
gill, Smith,  Gross,  Fuller,  Holmes,  etc. 

The  use  of  physostigma,  aconite,  atropia,  strychnia,  etc.,  in  tetanus.  Wier  Mitchell  on  trau- 
matic paralysis  and'neuralgia. 

The  latest  views  of  the  German  surgeons,  Esmarch,  Stromeyer  and  Billroth,  on  gunshot 
wounds. 

The  best  remedies  in  hydrophobia.   Halford's  ammonia  treatment  of  snake-bites. 

Numerous  applications  for  burns,  scalds,  frost-bites,  bed  sores,  carbuncles  and  boils. 

Syme's  treatment  of  indolent  ulcers.  .Villate's  solution  for  caries.  Morton's  improved  treat- 
ment of  spina  bifida.   Massage  In  paralysis,  sprains,  etc.   Squire's  method  with  nrovus. 

Miner,  Vallette,  Colles  and  others,  on  varicose  veins.  Various  authors  on  caries  of  the  teeth, 
pha.ryngiti8  and  tonsillitis.    Ruppaner's  London  Paste,  for  enlarged  tonsjls. 

Paneoast's  and  Heaton's  new  method  for  the  radical  cure  of  hernia  by  subcutaneous  injections. 
Tlie  carbolic  acid  treatment  of  hemorrhoids. 

Impotence,  masturbation  and  spermatorrhoea  occupy  thirty  pages,  a  monograph  in  itself,  full 
of  suggestions. 

The  chapter  on  lesions  of  the  organs  of  special  sense  includes  the  nose,  eye,  and  oar,  as  ojiujnn, 
epistaxls,  rhinitis,  conjunctival  diseases,  iritis,  styes,  wounds  of  the  eye,  otorrhwa,  tinnitus,  etc. 
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l^iulor  now  'Towtlis  aro  )>lvon  Mivckonzio  and  othors  on  goitre,  and  tlio  medical  and  local  treat- 
mont  of  liiltv  tuiuors,  polvpi,  wiirte,  corns,  etc. ;  and  twenty-lour  pages  aro  devoted  to  cancer,  giving 
Williams'  bfomino  trealnicnl,,  the  arHenlcal  euro  of  Miirsden  and  Ksmarcli,  MalSB'mouvc's  cauBtIc 
arrows,  Mlchol's  sulphuric  nci<l  paaio,  etc.,  and  tlio  famous  "cancer  salves"  of  Landolfi,  Fell. 
I'ayno,  Uright,  etc.  „  ,  ,   ,  ■  ,„  ,     ,  r, 

A  cluiptor  Is  •■■Ivcn  to  tlio  treatment  oi  scrofula  as  recommended  by  trross,  Toland,  Savory,  .1. 
L  Smith  Porchor.'oto.,  including  scrofulous  ophthalmia,  ulcers,  glandular  enlargements,  etc. 

Tho'  volume  closes  with  chapters  on  the  thcrai)eulics  of  skin  diseases,  gonorrh<i!a  and  syphilis, 
in  tho  last  of  which  Keyes'  tonic  treatment  is  described.  The  formuliu  for  gonorrhuja  are  eB])ecially 

numerous.  .  ^  ,,  ,,,,,,  ,  »    ,  ■ 

Especial  pains  have  bocu  taken  to  give  carefully  the  uses  and  indications  of  recently  Introduced 
roniedies,  such  as  clirysonhanic  aold,  terebene,  tho  salicylates,  liamamolls,  dloscoreln,  daturia,  esor- 
In,  grindolia,  liydrobroinic  acid,  etc. 


OPINIONS    OF   THE  PRESS. 

From  a  very  large  number  of  lengthy  and  favorable  reviews  of  this  work  we  quote  the  following 
brief  e.xpressions; —  ,  ,   ,   ^     ^       ^  ,, 

Boston  Joxtrnal  of  Chemistry.   "  Contains  the  latest  improvements  in  treatment." 
New  York  Medical  Journal.    "  Of  much  value  to  the  surgeon  and  general  practitioner." 
jYfio  York  Medical  Record.    "  Invaluable  to  every  practicing  physician." 

liuJJ'alo  Medical  and  Hurgical  Journal.   "  Wisely  made  up  from  the  best  and  most  recent  au- 

^'"'"'p/fi/atJc/p^fa  Medical  and  Surgical  Reporter.   "A  pre-eminently  useful  work." 

Pliiladclpliia  Medical  Times.    "All  that  Is  in  tho  book  is  good."  ,,,,,, 

Man/land  Medical  Journal.    "Most  valuable  additions  to  medical  and  surgical  literature. 

Cincinnati  Medical  News.  "  It  aUorda  the  reader  on  Intelligent  idea  of  the  combining  of  reme- 
dies for  tho  fullilling  of  definite  indications."  ,,       ,    1,,    .  ,  „ 

Cincinnati  Lancet  and  Observer.    "Two  volumes,  equally  valuable  to  the  general  practl- 

Cincinnati  Clinic.   "  Tho  thoroughness  of  this  collection  seems  quite  surprising." 

Toledo  Medical  and  Surgical  Journal.    "A  work  of  untold  value  to  the  men  of  our  profession. 

Ohio  Medical  Recorder.   "A  great  demand  exists  thronghout  the  profession  for  just  such 

LTV  li  1 1"  G  r  ' 

Detroit  Lancel    "  The  author  has  attained  his  aim  with  more  than  usual  success."  ^ 
Michigan  Medical  News.    "An  admirable  compendium  *  *  *  an  eminently  praclioal  work. 
St  Louis  Clinical  Record.    "A  unique  book ;  it  shows  vast  labor  on  the  part  of  the  author. 
St'.  Louis  Medical  and  Surgical  Journal.   "A  very  valuable  aid  to  practice,  indeed,  almost  in- 

dispensable^^^^^  ylmericaji  Practitioner.   "Cannot  fail  Do  help  almost  any  practitioner." 
Louisville  Medical  News.    "  It  is  eminently  a  practical  work. 

Louisville  American  Medical  Biweekly.  "In  no  other  work  can  the  practitioner  learn  soeasi  > 
the  favorite  medicines  in  treating  disease  and  the  best  methods  In  compounding  them. 

Richmond  Virginia.  Medical  Monl)ily.  "Of  tho  utmost  practical  utility  to  every  phjslcian 
ami  surgeon.   They  are  all,  and  more,  than  the  editor  claims  for  them.  ,  „ 

RTchmond  and  Louisville  Medical  Journal    "A  volume  very  useful  ^^^^^^^^^^^l'';^'  ,„„^ 

New  Orleans  Medical  Journal.   "The  work  Is  cordially  recommended.   It  supplies  a  want  long 

Pacific  Medical  and  Surgical  Journal.  "  Compiled  with  great  Industry,  from  all  sources  of  in- 
formation.^^^^^^  ^^^^^^^^         valuable  addition  to  any  medical  library." 


OPINIONS  OF  READERS. 

From  many  private  letters,  testifying  to  the  merit  of  this  work,  we  quote,  with  permission,  the 
fullowmif  ^-^  Bacon,  Saratoga,  N.  Y.  "  'Napheys'  Therapeutics'  is  ahead  of  anything  in  the  market, 
'"'■'^prfl!'V°SCrts;;-L<;  Valley,  Minn.  "The  'Therapeutics'  has  proved  of  great  practical 
value  to  me.^'  ^^^^       y    .  cannot  fail  to  prove  most  acceptable  to  the  entire  profession." 

Dr  R  M  Foster  Gallatin,  Tenn.   "  Of  unlimited  value  to  tiie  practitioner.' 

Dr  V  H  Harrison,  Clarkton,  Mo.   "  The  best  work  of  the  class  I  have  ev.-r  seen.' 

Dr.  L  F.  Scott,  Schoharie,  N.  Y.   "The  books  are  all  that  «o"  d  be  desired 

Dr  6  F.  Remlck,  Butler,  Mo.   "  I  cannot  too  highly  commend  these  works. 

thorou^8^1y>u!i,  in  modc^^^^^^^^^^^  work  is  most  discreetly  compiled,  and  without  a  peer ;  it  is  an 

fiv' J*'cX"lo«"  P  •'  I  "Be  them  more  than  any  other  books  in  my  library  '•  „ 

Dr.  ii.  A  !v;"r»crr\  KHe  Pfl!   "  They  are  tho  most  practical  and  useful  books  I  ever  mot  with. 

<kK-vv-R  —The  nubli«lior  oilers  to  send  either  volume  of  the  above  work  I'lV'"'''',?'''^!','^/'? ''"iiff;' 
which  is  24  cents. 
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CO xNS PECTUS  OF 

ORGANIC  MATERIA  MEDICA 

AMI 

PHAIIMACAL  BOTANY. 

COMPRISING  THE  VEGETABLE  AND  ANIMAL  DRUGS,  THEIR  PHYSICAL  CHARAC- 
TER, GEOGRAPHICAL   ORIGIN,  CLASSIFICATION,  CONSTITUENTS,  DOSES, 

ADULTERATIONS,  ^c. 

By  L.  E.  SAYRE,  Ph.G. 


J.  vor.,  sro,  )>j>.  220.  with  pozDiyo  tabIjES. 

PmCJE,  IN  CLOTH,  BT  MAIL,  FOST-J'AIV,  $2.00. 


Plan  of  the  Work. 

The  t^liiirt. — In  the  space  of  seventeen  of  the  first  pages  Is  found  the  whole  Materia  Medica, 
arranged  according  to  Natural  Orders.  Every  drug  is  mentioned.  Opposite  the  column  of  drugs  are 
arranged,  in  a  tabular  manner,  all  the  following  points  concerning  it;  Officinal  Name,  Botanical 
Name,  Common  Name,  Habitat,  Part  Used,  Constituents,  Medical  Properties,  Dose,  Officinal 
Preparations ;  making  in  all  10  columns,  supplying  the  place  of  the  cumbrous  broadsides  heretofore 
in  use  for  this  purpose. 

Gco;;raphical  Oronpins:  of  l>russ.— This  comprises  three  pages,  giving  the  character- 
istic drugs  derived  from  different  sections  of  the  world. 

Botrtiiy.— This  subject  is  treated  under  the  following  heads  :  The  Cell,  Cell  Modification, 
Tissues,  Cell  Development,  Contents  of  Cells ;  The  Stem,  Subterranean  Stems,  Leaves,  Flowers, 
Pruits  and  Seeds.  The  arrangement  and  display  of  the  material  are  such  as  rather  to  fascinate  than 
tire  the  student. 

Xatnral  OrUers.— This  chapter  opens  with  a  general  treatise  upon  the  subject,  followed  by 
a  tabular  arrangement  of  the  principal  natural  orders.  The  most  prominent  characteristics  of  these 
and  their  sub  orders  are  brought  out  unencumbered  with  such  details  as  a  manual  of  botany  would 
give. 

Drngs  — Tlieir  Character  jstrcs,  €oiislituent-4,  5cc.,  &c.  —  This  subject  occupies  the 
body  of  the  work.  In  one  hundred  and  fifty  pages  are  embraced  not  only  all  the  drugs  which  are 
officinal  in  the  TI.  S.  P.,  but  others  of  any  prominence,  especially  those  recently  brought  into  favor. 
They  are  arranged  according  to  their  physical  characteristics,  thus  bringing  together  the  various 
parts  of  the  plants,  furnishing  groups,  as  follows:  Roots,  Rhizomes,  Tubers,  Bulbs,  Stems,  Woods. 
Barks,  Leaves  and  Leaflets,  Herbs,  Flowers  and  Parts  of  Flowers,  Fruits  and  Parts  of  Fruits,  Seeds, 
Cellular  Drugs  not  easily  recognized  as  parts  of  plants,  Drugs  destitute  of  Cellular  Tissue,  &e,, 
closing  with  a  chapter  ujion  animal  drugs. 

Tables.— Two  tables  complete  the  work;  one  of  the  Alkaloids  and  one  of  the  Antidotes  and 
Incompatlbles. 

OPINIONS  OF  THE  PRESS. 

The  Editor  of  the  New  Orleans  Medical  and  Surgical  Journal  says: 

"  This  work  is  Intended  to  present  in  clear  and  sharply  defined  descriptions  the  physical  char- 
acteristics of  drugs,  botanical  classification  and  geographical  origin. 

"No  work  of  the  kind  we  have  ever  seen  accomiJlishes  so  much  in  its  limited  space,  nor  pre- 
sents them  in  a  better  aspect, 

"  The  chart  of  Botanic  Materia  Medica  commencing  the  work  is  a  mine  of  information. 

"The  book  bears  the  Impress  of  great  labor,  and  Is  highly  recommended  as  presenting  salient 
ipoints  of  great  interest, 

"The  make-up  of  the  book  is  highly  complimentary  to  its  publisher," 

"This  work  will  be  found  of  especial  value  by  the  student,  as  well  as  by  the  practitioner.  In 
times  of  doubt  and  difficulty,"— (St,  Louis)  Clinical  Record. 

'•  In  no  book  have  we  ever  seen  so  brief  and  so  accurate  a  description  of  the  several  articles  of  the 
materia  medica.  To  all  students  of  this  branch  it  will  prove  invaluable.  Here  is  found  only  that 
which  must  be  remembered,  If  any  Intelligent  idea  of  the  subject  is  retained.  In  most  text  books  It 
is  very  difficult  to  separate  the  wheat  from  the  chalT,  and  valuable  time  is  lost  during  the  process  of 
lifting.   But  In  the  volume  before  us  all  Is  wheat,"— (The  Detroit)  Lancet,  Jan,,  1879, 

"  It  Is  a  very  useful  work."— (Virginia)  Med.  Monthly. 

"  An  eminently  acceptable  work."— (Atlanta)  Medical  and  Surgical  Journal. 
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OPERATIVE  SURGERY  AND  SURCI 
CAL  ANATOMY. 

By  Professor  Claude  Bernard, 

Morabro  ilo  rinstitut  (Aoaddmlo  i'raniials  ot  Acaddmie  dos  Scloncee), 


(Jli,  Hioette  (De  Montargis). 


Illustrated  by  88  PLATES,  Drawn  from  NATURE  and  Engraved  on  STEEL. 


Translated  from  the  French,  and  Edited,  by 

Arthur  Treherne  Kortori.  F.Ii.C.S., 

Lecturer  on  Surgery,  St.  Mary's  Hospital,  London,  etc. 
In  One  Voluiiio,  +H  Pages,  88  full-page  Steel  Plates.    Price,  Cloth,  $8.00;  Full  Leather,  .$9.00. 


This  magnifloont  and  classical  worit  deserves  the  especial  attention  of  the  American  pro- 
fession. The  nitmes  of  the  authors  are  a  guarantee  of  its  excellence,  and  it  can  be  claimed,  without 
fear  of  contradiction,  that  the  artistic  finish  and  anatomical  accuracy  of  the  plates  surpass  any 
others  which  have  been  placed  in  the  market. 

•  The  remarlcably  low  price  at  which  it  is  offered  renders  it  the  cheapest,  as  well  as  the  most 
perfect,  worl£  on  Operative  Surgery  ever  published  in  this  country. 

The  liighest  testimonies  to  its  value  have  been  given  by  the  English  and  American  press. 
It  covers  the  whole  domain  of  surgery,  embracing  surgical  gynecology  and  orthopedics,  as  well 
as  all  the  most  approved  gent^ral  and  special  operations. 

The  descriptions  are  full,  clear  and  accurate,  and  will  be  found  to  be  of  the  most  satisfactory 
character  to  practical  surgeons. 

The  translator,  Mr.  Norton,  has  added  abundant  details  of  the  many  improvements  in  Opera- 
tive Surgery  which'have  been  introduced  since  the  publication  of  the  French  work,  and  where  more 
than  one  operation  may  be  performed,  special  reference  is  mxde  to  that  most  approved  by  surgeons 
of  the  presentdny.  He  does  not  confine  himself  to  a  mere  rehearsal  of  the  steps  of  a  procedure,  ljut 
gives  the  surgical  anatomy  of  the  part,  and  the  points  of  diagnosis,  describes  the  instruments,  and 
mentions  the  accidents  which  may  follow.  In  this  manner  the  work  is  rendered  a  standard  treatise 
of  great  completeness  and  permanent  value.  In  size  it  is  a  compact  octavo,  convenient  for  holding, 
and  for  tills  reason  superior  to  the  large  atlases. 

The  general  contents  of  the  work  may  be  seen  from  the  following  summary  :— 
Plates  I-VI.   Minor  Surgery,  Arteriotoray,  Torsion. 

"  VII-XVII.   Ligations  of  Arteries. 

"  XVIII-XXVII.  Disarticulations. 

"  XXVIIl-XXXIV.   Amputations  and  Resections. 

XXXV-XLIII.    Operations  on  the  Eye  and  Ear. 
•i  XLIV-LVII.   Harelip,    Stammering,  Nasal  Polypi,  Staphyloraphy,  Kx- 

tirpation  of  Goitre,  Bronchotoray,  etc. 
II  LVIII-LXXI.   Operations  on  the  Abdomen,  Hernia,  Artificial,  Anus  and 

Rectal  Surgery. 

»  LXXII-LX.XX.   Operations  on  the  Penis,  Scrotum  and  Kladder,  Lithotomy,  etc. 

11  LXXXI-LXXVl.   Uporiitions  on  tlic  Genital  Organs  of  Women. 

"     LXXXYII,  LXXXVIII.   Tenc  tomy,  Club  Foot,  etc. 
Each  one  of  the  plates  contains  from  two  to  ten  figures,  most  carefully  designed  and  engraved. 
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A  MANUAL  OY 

EXAMINATION  OF  THE  EYES. 

A  COURSE  OF  LECTURES  DELIVERED  AT  THE 
"ECOLE  PRATIQUE," 

HY 

DR.  B.  LANDOLT, 

DIRECTEUK- ADJOINT  OP  THE  OPIITHALMOLOGICAL  LABOBATOBY  AT  THE  SORBONNli,  PARTS. 

TRANSLATED  BY 

SWAN  M.BURNETT,  M.D. 

Lecturer  on  Oji>Mhalmology  and  Otology  in  llie  Medical  Department  of  the  Vniversili/  of  Georgelomi,  und 
Ophthalmic  Surgeon  to  the  Central  Dispensary,  Washington,  D.  C. 

REVISED  AND  ENLARGED  BY  THE  AUTHOR. 
1  vol.  8vo,  pp.  307.     With  numerous  illustrations  and  a  large  chart.     Price,  cloth,  !i?3.00. 


This  work,  written  by  one  of  the  most  eminent  of  the  younger  European  ophthalmologists, 
and  translated  by  a  distinguished  specialist  of  this  country,  is  a  concise  yet  comprehensive  descrip- 
tion of  the  methods  of  examining  the  different  parts  and  functions  of  the  eye.  While  full  enough 
for  the  specialist,  it  will  enable  the  general  practitioner  to  diagnose  the  condition  of  the  organ  and 
determine  whether  the  services  of  an  oculist  are  needed  or  not.  It  is,  indeed,  especially  designed  to 
meet  this  purpose.  While  it  is  not  wearisome  in  detail,  it  takes  in  the  whole  subject  and  treats  it 
In  a  manner  as  thorough  as  it  Is  simple.  Progress  is  being  constantly  made  in  this  branch  of  the 
science,  and  this  work  represents  it  down  to  the  time  of  going  to  press.  It  takes  in  the  whole  field  : 
examination  of  the  exterior  of  the  eye  ;  movements  of  the  eyes-including  strabismus,  determination  of 
the  acuteness  of  vision,  its  refraction  and  accommodation;  the  perception  of  colors;  the  visual  field, 
and  ophthalmoscopy. 

There  is  a  large  chart  appended  to  the  volume,  showing  the  pliyslological  and  pathological 
movements  of  the  eyes.  A  simple  examination  of  the  chart  will  show  at  once  which  muscle  is 
aflected  in  a  paresis  affecting  the  eye,  thus  rendering  one  of  the  most  difficult  diagnoses  compara- 
tively easy. 


THE  ANATOMY  AND  HISTOLOGY  OF  THE  HUMAN  EYE. 

By  A.  Mktz,  M.D.,  Professor  of  Ophthalmology  in  Charity  Hospital  Medical  College,  Cleve- 
land. 

8vo,  pp.  184,  with  76  wood  cuts.    Price,  cloth,  ii!2.00. 

A  very  carefully  prepared,  clear  and  distinct  presentation  of  tlie  ana- 
tomy of  the  eye,  by  a  competent  hand. 

"  Cannot  fail  to  be  of  great  value  to  the  general  practitioner,  as  well  as  to  the  student  of  oph- 
tlialmology." — Boston  Medical  and  Sxinjical  Journal. 

"  An  excellent  text  book." — Chicago  Medical  Examiner. 
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Lessons  in  Gynecology. 

BY  WM.  COODELL,  A.M.,  M.D., 

Professor  of  Clinical  Gynecology  in  the  University  of  Penna. 

With  Numerous  Illustrations. 

1  Vol.,  8^  0.    X»rlee,  Clotli,  S:».00. 


This  entiroly  new  and  corap^cto  work  by  this  (lis  itigulshed  nuthor  cannot  fall  to  prove  a 
-laUiablo  ndilitlon  to  gynecological  literature.  The  following  table  of  contents  will  indicate  its 
scope  :— 

Lesson  I.   Gynecological  Instruments. 

"  II.    Caruncle,  and  other  Affections  of  the  Female  I'rethra. 

"  III.   Vesical  Diseases  of  Women. 

"  IV.    Fistuloe  of  the  Female  Genital  Organs. 

V.   Olosure  of  the  Vulva  for  Incurable  Veslco-vaginal  Flstulaj— Tumors  of  the 
Vulva. 

•'  VI.   On  the  Causes,  Prevention,  and  the  <'urB  of  Lacerations  of  the  Female 

Perineum;  the  Primary  Operation. 
"  VII.   Secondary  Operation  for  Laceration  of  the  Female  Perineum. 

VIII.   Local  and  Constitutional  Treatment  for  Chronic  Metritis  and  Endometritis. 
•'  IX.   Retroversions  and  Retroflexions  of  the  Womb. 

"  X.    Anteversions  and  Anteflexlons  of  the  Womb. 

"  XI.   Dilatation  of  Cervical  Canal ;  Rapid  Dilatation;  Tents. 

"  XII.   On  the  Use  of  the  Closed  Lever  Pessary,  and  of  the  Intrauterine  Stem 

Pessary. 

"  XIII.   Different  Kinds  of  Pessaries  ;  Abdominal  Supporters. 

"  XIV.   Prolapse  of  the  AVomb  ;   Prolapse  from  Simple  Descent;  Prolapse  from 

Hypertrophic  Elongation  of  the  Infra-vaginal  Portion  of  Cervix. 
XV.   Prolapse  of  the  Womb  from  Hypertrophic  Elongation  of  the  Supra-vaginal 
Portion  of  the  Cervi.x. 
"  XVI.  Laceration  of  the  Cervix  Uteri. 

"  XVII.  Cancer  of  the  Womb. 

XVIII.   Vegetations  of  the  Endometrium. 
"  XIX.   Polypus  of  the  Womb. 

"  XX.   Fibroid  Tumors  of  the  Womb. 

"  XXI.  Treatment  of  Fibroid  Tumors  of  the  Womb. 

"         XXII.   Spaying  for  Fibroid  Tumors,  and  for  other  Diseases  of  the  Womb. 

XXIII.   Ovarian  Cyst;  its  Diagnosis,  and  its  Treatment  by  Tapping,  by  Injections 
of  lod'ine,  and  by  Drainage. 
"        XXrV.   Ovariotomy  by  Abdominal  Section 
'•  XXV.   Vaginal  Ovariotomy. 

"        XXVI.  Nerve-tire  and  Womb  llls,  or  the  Kelatlon  which  the  Nerves  Bear  to  the 

Diseases  of  Women. 
"       XXVII.   The  Prevention  of  Uterine  Disorders. 
"     XXVIII.  The  Sexual  Relations  as  Causes  of  Uterine  Disorders. 

These  subjects  are  presented  in  a  novel  and  attractive  literary  form,  from  the  riche.< 
of  an  uncommonly  wide  clinical  experience.  Dr.  Goodkll's  operative  procedure.-^  are 
generally  marked  by  strong  originality  and  much  ingenuity;  while  his  therapeutical  plan.* 
are  the  result  of  very  carefully  studied  observation.  As  a  lecturer  and  teacher  he  i."  well 
known  to  all  student.s  of  his  specialty,  and  the  present  volume  is  the  only  one  he  has  pub- 
lished on  the  subject,  and  therefore  the  only  source  from  which  to  di^rive  a  knowledge  of 
his  methods. 


Hints  in  tiie  Obstetric  Procedure. 

Bv  WILLIAM  B.  ATKINSON,  M.D., 

Physician  to  the  Department  of  Obstetrics  and  Disoiises  of  Womon,  Howard  Hospital,  Plllladelphla, 
Second  Eclitlon.    Eiitli-ely  Re-wi'itteii  stnil  OKnlarsecl. 

12mo,  CLOTH.  PRICE,  $1.00. 


The  very  gratifying;  reception  given  this  handbook  of  tlie  essentials  of  the  obstetrical  art 
has  led  the  author  to  submit  it  to  a  careful  revision,  and  increase  its  size  by  adding  a  number  of 
new  topics. 

It  may  safely  be  characterized  as  the  most  convenient,  compact,  reliable  and  handy  vade 
mecum  on  obstetrics  in  the  language  ;  as  the  following  personal  and  editorial  statements  sufficiently 
attest. 

Opinions  of  Physicians  and  the  Press. 

"  It  is  really  a  '  multum  in  parvo,'  and  will,  I  am  sure,  be  of  great  service  to  multitudes  in  the 
profession  who  have  hitherto  followed  the  routine  of  old  traditions."— Pro/.  Fordyce  Barker. 

"  It  is  as  good  for  the  old  as  for  the  young  practitioner.  "—Dr.  J.  iV/fl.rion  Sirns. 

"It  abounds  in  extremely  valuable  hints,  and  is  calculated  to  do  much  good.'  —Pro/.  Goodell. 
Founded  upon  the  personal  experience  of  the  author,  it  must  prove  of  value  to  the  very  wide 
circle  of  the  profession  who  will  be  led  to  purchase  It  by  iheir  acquaintance  with  the  author  and  his 
reputation."- (Philadelphia)  Medical  Times.  ,  ^     ^        ^  ■  ^     ^       ^  . 

"  It  is  a  most  excellent  statement  of  the  main  points  to  be  observed  m  the  treatment  of  a  con- 
finement case  and  contains  many  important  facts  for  the  young  accoucheur  which  are  not  to  be 
found  In  any  of  the  standard  text  books."— (Boston)  Medical  and  Surgical  Journal. 

"  It  is  just  exactly  the  make-up  to  meet  the  wants  of  the  busy  country  doctor,  who  is  necessa- 
rily compelled  to  spend  much  of  his  lime  away  from  his  office."— ll'esi  Virginia  Medical  Student. 

'  "Not  more  than  a  few  weeks  ago,  while  watching  the  progress  of  a  labor,  we  took  this  little 
book  from  our  pocket  and  read  it  through  and  through,  and,  by  the  way,  made  an  immediate 
application  of  some  of  its  principles.  It  is  a  perfect  little  gem,  a  godsend  to  the  student."— Tfte 
Nashville  Medical  Journal.  '  .     ,    ,  ,       .  ,  ., 

"The  author  has  succeeded  in  giving  to  the  profession  a  most  acceptable  and  valuable  guide.  ' 
—American  Medical  Weekly. 
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K  Y    T  H  K    SAME    A  U  T  H  O  Jl, 
THE 


Therapeutics  of  Gynecology  and  Obstetrics 


This  work,  now  in  a  forward  state  of  preparation,  will  be  published  in  the  early  autumn. 

It  will  iiresent  a  condenscil,  carefully  weighed,  and  accurately  presented  review  and  estimate 
of  the  therapeutical  resources  of  the  gynecologist  and  obstetrician. 

The  remarkable  activity  which  has  characterized  this  specialty  of  late  years,  the  numerous 
monographs  and  journals  devoted  to  It,  have  vastly  Increased  Its  materia  medica  and  forms  of  thera- 
peutics ;  and  a  summary  of  these  discoveries  and  improvements  cannot  fail  to  be  welcome. 

The  general  plan  adopted  will  be  similar  to  that  so  deservedly  popular  in  Naphoys'  Modem 
Therapeutics. 

The  most  recent  pul>licnti(ms  of  the  European  press,  and  all  the  siiccial  journals  of  both  conti- 
nents, will  be  laid  under  contribution. 
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ON  COUGHS,  CONSUMPTION, 

AM) 

DIET  IN  DISEA.se. 

liY 

HORACE  DOBELL,  M.D.,  F.R.M.C.S., 

Consulting-  Physician  to  the  Royal  Hospital  for  Diseases  of  the  Chest,  London,  etc.,  etc. 

8vo,  Cloth.   Illustrated.  Tinted  paper.   Pages  222.   Price  $2.00. 


SYJTOPSIS  OF  COJYTEJ^TS. 

Tlii.s  work  consists  of  throe  parts.  Part  I  truats  of  tbe  Diagnosis  of  Bronchial  and  Pul- 
monary Diseases.  It  i.s  divided  into  nine  chapters,  on  the  following  subject.s  :  I.  The  Sysleraatic 
Examination  of  the  Chest.  II.  The  Diagnosis  of  Early  Phthisis.  III.  The  Value  of  Cavernous 
Sounds.  IV.  The  Importance  of  Haemoptysis  as  a  Symptom.  V.  AVinter  Coughs.  The  Relation 
of  Bronchitis  and  Emphysema.  VI.  The  Diagnosis  of  Narrowed  Air  Passages.  VII.  Post-nasal 
Catarrh.  VIII.   Ear  Cough.   IX.   The  Natural  Course  of  Neglected  Cough. 

Part  II,  which  majtos  the  bulk  of  the  book,  is  taken  up  with  the  all-miportant  subject  of  the 
ireoimcnf  of  pulmonary  aftections.  It  is  divided  into  the  following  six  chapters:  I.  Pathological 
Conditions  in  Winter  Cough.  II.  The  Early  Treatment  of  Catarrh.  III.  The  Avoidance  of  Colds. 
IV.  Therapeutic  Resources  in  Coughs.  (1.  Medicine  Introduced  by  the  Stomach.  2.  Medicine 
Introduced  by  Inhalation.  3.  Counter-irritants.  4.  Changes  of  Climate.)  V.  The  Treatment  of 
Post-nasal  Catarrh.   VI.   The  Management  of  Consumption. 

Fart  III,  which  is  the  shortest,  is  a  succinct,  condensed  exposition  of  the  principles  and  rules 
of  dietetics  in  disease.  Its  divisions  are  as  follows  :  I.  General  Rules  for  Diet  in  Sickness.  II.  Diets 
for  Consumptives.  III.  Diet  for  Diabetics.  IV.  The  Use  of  Nutritive  Enemata  in  Disease.  V. 
Special  Recipes  for  Medical  Food.  , 

As  an  authority  on  the  above  subjcois.  Dr.  Dobmll  ranks  second  to  none  in  Great  Britain.  His 
experience  has  been  immense,  and  the  peculiarly  practical  tone  of  his  mind  renders  his  writings  un- 
usually instructive  to  the  practicing  physician. 


OPINIOlSrS  OF  THE  AMEKIOAN  MEDICAL  PKESS. 

From  the  (S'ew  Yurk)  Medical  Record: 

The  book  \s  well  printed,  and  contains  many  valuable  suggestions. 
From  the  (Virginia)  JVMica;  JUbiifW)/ :  ,        ,.  ^,   .  . 

We  tinrl  in  this  work  n  grcul  deal  to  approve,  ana  but  tittle  to  criticise. 
Yrnm  \\\e  Pacil'ic  Medical  and  Surnical  Journal :  -  ,     .,,  ,  ,     ..i  .  ,• 

I)r.  Dobell  brings  much  new  light  to  this  important  subject.    His  work  will  be  peni.sed  with  great  sHtis- 

laction.    It  is  a  very  handsomely  printed  volume. 
From  subjects  has  a  wide  application,  and  such  is  the  one  now  before  us.    Ilr.  l>,.l.rll  has 

long  been  known  as  one  of  the  most  accomplished  physicians  of  London. 
From  the  (Boston)  ./oiirnal  of  C/ismi's/iT/ ;  ,    ,,  . 

It  would  bo  hard  to  find  a  medical  book  containing  so  much  valuable  matter  in  tlicsame  compass. 
From  tbe  (Charleston)  McdicalJonrnal  and  Review. 

The  book  is  excellently  gotten  up,  and  of  a  convenient  size. 

The^s'ctl^Tu^o,!  dlSVn  dTslse  contains  many  excellent  suggestions,  and  deserves  careful  Porusal  Tliis  is 
especially  applicable  to  the  diet  tables  contained  in  the  section.    We  consider  it  a  very  good  handbook, 
well  worthy  of  perusal  and  study 
From  the  fN'ew  Orleans)  Mcrficai  OTirf  Siir3ic(iZ.7oiin!n!;  ....        „i  „ 

This  volume  will  bo  found  by  the  reader  a  very  fair  return  for  the  money  and  time  spent  ,u  its  purchase 

and  perusal. 

Vrom  X\n^  (Tiiii-do)  3fedical  and  Siinjical  Journal:  ... 

It  i.s  seldom  we  liave  th.,.  good  fortune  to  get  so  valuable  a  work  in  such  a  small  compass. 
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^.  The  Diseases  of  Live  Stock  — 

AND  THEIR  MOSl"  EFFICIENT  REMEDIES, 

INCLUDING 

HOUSES,  CATTLE,  SHEEP  AND  SWINE, 

Comuining  a  description  of  all  the  usual  diseases  to  whieli  tliese  animals  are  liable,  and  the 
most  successful  treatment  of  American,  English  and  European  Veterinarians. 

By  LLOYD  V.  TELLOR,  IVI.D. 

1  Vol.,  Svo.  i>|).  474.  Price,  Cloth,  <!i3..50. 

This  work  is  divided  into  four  parts,  as  follows: — 

PAET  I.-  -General  Principles  of  Veterinary  Medicine. 
II. — Diseases  of  the  Horse. 

III.  — Diseases  of  Cattle,  Sheep  and  Swine. 

IV.  — Hygiene  and  Medicines. 


Part  I  (80  pages)  is  concerned  with  the  physiology  of  the  domestic  animals  ;  the  care  iin<l 
diet  they  require  when  sick;  tlie  forms  and  methods  of  administering  veterinary  medicines;  the 
most  necessary  veterinary  surgical  instruments  and  operations;  and  the  diagnosis  of  diseases  in  tiie 
lower  animals. 

Part  II  (ITS  pages)  is  devoted  to  the  diseases  of  the  horse,  including  accidents  and  lamenesses, 
various  forms  of  unsoundness,  etc. 

Part  III  (150  pages)  is  occupied  with  diseases  of  cattle,  cows,  calves,  sheep,  lambs  and  swine. 
Tlie  important  subjects  of  pleuro-pneumonia,  hog  cholera,  sheep  distemper,  etc.,  are  fully  explairted. 

Part  IV  is  divided  into  three  chapters ;  one  on  the  hygiene  of  the  horse  and  of  fattening  ;  the 
second  describing  the  principal  poisons  and  antidotes;  the  third  emracing  lists  of  the  drugs,  and  their 
doses,  used  in  veterinary  materia  medica. 

The  author  of  this  work  is  a  regular  physician,  whose  practice  in  the  country  lias  led  him  to 
study  the  diseases  of  domestic  animals,  and  we  can  point  to  it  as  the  first  and  only  book,  by  an  Ameri- 
can physician,  which  describes,  with  scientiflc  accuracy,  and  yet  in  plain  language,  these  common  and 
important  maladies. 

The  striking  evidence  which  has  accumulated  of  late  years,  showing  that  many  diseases  of  tlie 
human  species  are  contracted  from  lower  animals,  render  it  the  duty  of  every  intelligent  physician 
to  acquaint  himself,  to  some  extent,  with  these. 

As  every  physician  is  or  expects  soon  to  become  an  owner  of  horses,  and  as  al!  who  practice  In 
rural  districts,  are  occasionally  consulted  about  the  diseases  of  domestic  animals,  it  is  most  necessary 
for  thorn  to  have  such  a  book  in  their  library ;  and  the  present  Is  the  only  one  ever  written  by  a  reg- 
ular American  physician. 

N.  B. — This  book  is  not  sold  through  the  book  trade,  but,  except  to 
physicians,  exclusively  by  subscription.  By  s]ic(!ial  arrangeruent,  physi- 
cians can  obtain  it  by  mail  from  the  present  publishei',  and  the  purchaser  is 
at  liberty  to  rdum  it  and  have  his  money  refunded,  if  the  work  disa])points 
him;  provided,  that  the  book  is  returned  tlie  day  it  is  received. 
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A  TREATISE  ON  HERNIA, 

With  a  New  Process  for  its  Radical  Cure,  and  Original  Conlribuiions  to 
Operative  Surgery,  and  New  Surgical  Instruments. 

By  GREENSVILLE  DOWELL,  M.D. 

Professorof  Surgery  in  Texas  Medical  OoUogo  :  Late  Professor  of  Surgery  In  Galveston  Medical' 
College  ;  Member  of  the  Ainorican  Medical  Associatloii,  etc.,  etc. 

One  Volume,  large  octavo,  76  Illustrations,  6  full-page  Plates.    Price,  Cloth,  $2.00. 


BY  THE  SAME  AtTTHOll. 

YELLOW  FEVER  AND  MALARIAL  DISEASES. 

I'lmbraoing  a  History  of  the  Epidemics  of  Yellow  Fever  in  Texas ;  New  Views  on  Its  Diag- 
nosis, Treatment,  Propagation  and  Oontrol  ;  Deseriptions  of  Dengue,  Malarial  Fever.  .laundice,  the 
Spleen  and  its  Diseases,  and  Diarrhoea  Hemorrhagica. 

By  OREEXSVII,I.£  DOWEI.1.,  M.B. 

Cloth,  8vo,  with  Map  and  Two  Chromo-lithographs.    Price  $2  50. 

The  long  experience  of  Dr.  Dowell  in  the  diseases  of  which  this  work  treats,  constitutes  him  one 
of  the  most  coinpetent  livlni?  authorities  on  the  subject.  He  has  treated  many  hundred  cases  of 
yellow  lever,  and  claims  to  be  able,  by  the  plan  he  lays  down  in  detail,  to  reduce  the  mortality  in 
that  disease  to  Jive  per  cent. 

AIDS  TO  BOTANY. 

By  C.  E.  A.  Semple,  m.d    12mo,  paper,  pp.66. 

One  of  the  popular  series  of  aid-books  for  students  ;  favorites  in  England. 

AIDS  TO  ANATOMY. 

By  GrEonoE  Brown,  m.r.o.s.,  t-.s.  a..  Late  Demonstrator  of  Anatomy  at  Westminster  Hospital 

Medical  School,  etc.   12mo,  pp.  64.   Paper.   Price  30  cents. 
A  cheap,  accurate  and  convenient  summary  of  anatomy  for  students. 

THE  STUDENT'S  CASE  BOOK. 

With  hints  as  to  case  taking,  as  recommended  by  the  Physicians  of  the  London  Hospitals. 

By  George  Brown,  m.r.c.s.,  l.s.a.,  etc.  Oblong  8vo,  suited  to  carry  in  the  pocket.  Blanks 
for  30  patients,  4  pages  each.    Neatly  bound  In  cloth.   Price  30  cents. 

The  c;ase  Book  is  intended  to  facilitate  Clinical  Work,  and  to  encourage  a  systematic  method 
of  case  taking.  Contains  Practical  Instructions  and  all  necessary  information  for  Clinical  work  and 
Case  Taking  It  Is  prefaced  by  some  very  useful  Hints  on  Case  Taking,"  calculated  to  be  of  great 
service  to  the  Student  or  Practitioner  In  enabling  him  to  keep  accurate  records  of  signs  and 
symptoms. 

CANCER,  its  Classification  and  Remedies. 

By  a.  W.  Bright,  M.D.   One  Vol.,  8  vo,   pp.191.   Cloth.   Price  $2.0u. 

This  work  Is  the  production  of  a  physician  of  very  wide  experience  in  the  treatment  of  cancer- 
ous tumors.  He  believes  he  has  often  succeeded  in  curing  them  without  the  use  of  the  knite,  by  the 
plan  and  recipes  he  gives. 

The  special  attention  of  readers  of  this  catalogue  is  asked  to  the  adver- 
tisement of 

THE  WEEKLY  MEDICAL  AND  SURGICAL  REPORTER, 
THE  HALE-YEARLY  COMPENDIUM  OF  MEDICAL  SCIENCE, 

to  be  found  on  page  2. 

Any  of  the  books  in  this  catixlogue  will  be  sent,  postage  prepaid,  on  re- 
ceipt of  the  price  stated,  bv  the  publisher. 

D.  Gr.  BKinSTTOlSJ^, 

11.5  South  Seventh  St.,  riiilndelphia. 
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OP  TUB 


MOVEMENTS  OF  THE  EYES,  AND  THEIR  DERANGEMENTS. 


BIT    IDE,.    E.    L  .A.  3iT  13  O  L  T, 

PROFESSOR  OF  OPHTHALMOLOGY,  IN  PARIS, 


Translated   by    SWAN    M.    BURNETT,    M .  D .,    Washington,    D  .  G 

i   . —  

A-iANATOMY  AND  PHYSIOLOGY. 


The  centre  of  rotation  of  tlie  emmetropic  eye  is  situated  13.45  millimetera  behind  th« 
cornea,  and  9.99  millimeters  in  front  of  the  posterior  surface  of  the  sclerotic. 

In  AXIAL  MYOPIA  it  divides  the  axis  of 
the  eye  into  two  parts,  wliicli  bear  the  relation  to 
each  other  of  1 : 1.3. 

In  AXIAL  HYPERMETROPIA  (^)  this  relation  ia 
1 : 1.5,  so  that  the  centre  of  rotjition  of  the  hy- 
permetropic eye  is  situated,  relatively,  farther  back 
than  ill  the  myopic  or  emmetropic  eye. 

D0NDER3. 

The  LiXE  OF  FIXATION  is  the  straight  Hue 
which  passes  from  the  point  of  fixation  through  the 
centre  of  rotation  of  the  eye  (fi  a,  fig.). 

The  PRIMARY  POSITION  is  that  position  iu 
wliich  there  is  a  minimum  innervation  of  the  mus- 
cles: the  head  is  held  upright,  the  two  lines  of 
fixation  are  on  the  same  horizontal  plane,  and  di- 
rected parallel  to  each  other  alraight  in  front. 

When  the  eye  deviates  from  tins  primary  posi- 
tion, by  a  movement  either  ascensional  or  lateral, 
it  undergoes  no  torsion  movement. 


EXPLANATION  OF  FIGURE. 

reel.  aup.  and  inf.  of  llie  riglit  eye  are  remove 


(1)  Lamloll.  Ann.  d'OcuIisI,   I.  1874,  piige  0. 


Thfijupper  wall  of  the  orbit,  unci  Ihi 
a  tjL  Line  of  rixntton. 
d     Axis  of  rotation  of  tfie  siip,  and  inf.  recti  muscles. 
0  (^Ajub  of  rotation  of  tlie  sup.  and  inf.  oblique. 
(These  lines  crosw  at  the  centre  of  rotation  of  the  eye.) 


eye  around  the  line  of  fi.xation.    It  is  characterized  by  e 


The  FIELD  OF  FIXATION  Comprises  all  the 
points  to  which  the  two  eyes  can  be  directed  to- 
gether, the  head  being  immovable. 

THE   LAW  OF  BONDERS : 

To  a  determined  position  of  the  line  of  fixa- 
tion in  relation  to  the  head,  corresponds  a  deter- 
mined and  invariable  value  of  the  angle  of  torsion. 
Helmholtz, 

Opt  Phys.  p.  602. 

THE  LAW  OP  LISTING  : 

When  the  line  of  fixation  passes  from  the  pri- 
mary to  any  other  position,  the  angle  of  torsion  of 
the  eye,  in  this  second  position,  is  the  same  as  if 
the  eye  had  come  into  it  by  turning  around  a 
fixed  axis,  perpendicular  to  the  first  and  second 
positions  of  the  line  of  fixation. 

Helmholtz, 

Opt.  Phys..  p.  606. 


ORIGIN  OF  THE  MOTOK  NERVES  OF  THE  EYE. 

The  MOTOR  ocuLi  COMMUNIS  takes  its  origin  in  the  anterior  wall  of  the  aqueduct  of  Sylvius,  by  two  nuclei  symmetrically  plajed  on  each  side  of  the  raphe. 
The  PATHETicus  takes  ita  origin  below  the  preceding,  on  the  outer  and  posterior  wall  of  the  aqueduct  of  Sylvius,  a  little  above  the  base  of  the  valve  of  Vie^^.^. 

The  ABDUCKNS  take.,  its  origin  in  the  floor  of  the  fottrth  vet,tricle,  exactly  on  a  level  with  the  en.ine.ii.  teres,  by  two  symmetriLl  nuclei  which  appear  to  be  common  to  it  and  the  facial. 


MUSCLE 


External  rectos. 
Internal  rectus. 


ORIGIN 


DIRECTION 


!Oplic  foramen. 


i'.-rwLivd  and  out\jard. 


7  miUim,  from  the  corneal  raavgii 


Optic  foramen.  IBirectly  in  fro 


1 


Superior  rectus. 


Optic  foi-amen. 


|SIightly  outwaii 


3 


8  millim.  from  the  corneal  margin. 


IsFEMOR  RECTOS.     Optic  foramen. 


Superior  oblique. 


Optic  foramei 


Inferior  oblique. 


Sliglitly  outward. 


lAlong  llie  upper  part  of  the 
'    inner  orbital  wall,  between 
I    the  sup.  and  int.  l  ect.,  to  pass 
I    through  a  pulley  and  run 
backward  under  ilic  sup.  reel, 
and  be  inserted  on  the  poste- 
rior and  outerpart  of  the  ball. 


Anterior  and  inner  part  Backward  and  wlw.rd,  between 

0  the  mferior  walll    the  globe  and  the  .nf..  . or  rec- 

01  the  orbit.  tus;  afterward  upward  to  the 

I    temporal  side. 


INSERTION 


AXIS-  OF  ROTATION 


6.6  millim.  from  the  corneal  margin. 


7  millim.  from  the  corneal  ma 


margin. 


16  to  18  milhm.  from  the  edge  of  the  cornea 
behind  the  superior  rectvis. 


HoriAintal,  dd,  its  in- 
ner end  forming  an 
angle  of  67'' with  the 
line  of  fixation. 


The  posterior,  superior  and  outer  part  of  Ihe 
globe.  17  to  19  millim.  from  the  corneal: 
margin. 


Horizontal,oo,its  outer 
end  forming  an  an- 
gle of  38'  with  the 
line  of  fixation. 


PHYSIOLOGIC-Vh  ACTION 

ON  THE  DIRECTION  OF 
THE  CORNEA 


Outward. 


Inward. 


Upward  and  inward. 


Downward  and  inward. 


Superior  extremity  of 
vertical  meridian 
inward. 


Downward   and  out- 
ward. 


Upward  and  outward. 


TORSION 

around  THE  LINE  OF 
FIXATION  a  a 


Nil. 


Nil. 


Superior  extremity  of 
vertical  meridian 
outward. 


Superior  extremity  of 
the  vertical  mei-i- 
dian  inward. 


Superior  extremity  of 
the  vertical  meri- 
dian outwiird. 


i 


B.-PARALFSIS  OF  THE  MUSCLES  OF  THE  EYE. 


I 


I.  In  incomplete  paralysis  the  deviation  of  the  healthy  eye,  |vhon  tlie  affected  eye  fixes,  is  greater  than  that  of  the  affected  oye  during  the  fixation  of  the  healthy  eye. 

ir.  The  restriction  in  motion  and  the  diplopia  increases  in  tlje  direction  of  the  action  of  the  paralyzed  mnscle.  For  this  reason,  in  carrying  the  object  of  fixation  in  the  direction  of  the  paralyzed 
muscle,  the  image  of  the  deviating  eye  appeal's  to  fly  before  that  of  ^e  sound  eye,  and  vice  versa. 

111.  Tlie  image  whicli  the  deviating  eye  receives  is  always  pjojected  in  the  direction  of  the  paralyzed  muscle;  and  hence— 

a.  The  image  of  the  affected  eye  is  always  found  to  the  side  jipposite  to  the  deviating  cornea,  or  inclined  in  the  direction  oppose!  to  the  pathological  inclination  of  the  vertical  meridian. 

b.  In  fixing  with  the  deviating  eye  alone,  the  patient  falsely  pstimat^  the  position  of  objects  and  refere  them  farther  to  the  affected  side. 


MUSCLE 


EESTRICTED 

MOVEMENT. 


DIRECTION 

OF  THE 
AFFECTED  EYE 


DIPLOPIA 


EXTEllNAL 
BECTUS. 


Internal 

RECTUS. 


Inward. 


Superior 

RECTOS. 


Inferior 

RECTOS. 


Outward. 


Inward. 
No  inclination  of 
j  the  vertical  vie- 
1  ridian. 


Dijiiopia  homonymous. 

Double  images  are  of  the  same  height  and  parallel. 

Tlie  distance  between  them  increases  toward  the  affected  side. 

The  line  of  demarcation  which  separates  the  pavt  of  the  field  of  fixa- 
tion having  single  visioii  from  the  part  having  double  images,  is  slightly 
nclined  upward  on  the  affected  side,  downward  on  the  healthy  side. 
For  Explanation  see  Remarks. 


Outward. 


Crossed  diplopia.  Outward; 
Double  images  parallel  and  of  the  same  height. 

The  distance  between  them  increases  in  looking  toward  the  healthy 
side,  and  in  looking  upward. 

Ill  louking  ii|nviird  nml  lo  tlic  heiiUliy  side  llie  imnge  of  llie  iifiected  eye  is  lower  niid 
tiiclhicd  iiiwnrd. 

In  looking  lowiird  the  iiealthy  aide  and  downward  it  is  higher  and  ineliiied  outwurd. 

The  line  of  demarcation  is  obHque  to  the  vertical,  its  upper  extremity 
inclined  toward  the  healthy  side  {See  Bemarks  on  Faralysis  of 
Ext.  Beet.) 


Upward  an  dlDownward. 
ilightly  inward.  Dowmoard  and 
outward 
looHng  up. 


Upward  and  out- 
ward. 


SUI'EIIIOR 
OBLIQDE. 


Diplopia  in  the  upper  part  of  the  field  of  fixation. 
Double  images  superposed  and  slightly  crossed. 
The  image  of  the  affected  eye  is  higher. 
It.s  upper  end  inclined  to  the  healthy  side. 

The  difi'erence  in  height  increases  in  looking  upward  {and  outward). 
The  horizontal  distance  diminishes  toward  the  two  sides. 
The  obliquity  increases  in  looking  to  the  healthy  side. 
The  line  of  demarcation  is  inclined  to  the  horizontal,  its  end  corres- 
ponding to  the  affected  eye  being  lower. 


DIREO^^ON 

OF  THE 
HEALTHY  EYE 

WHEN  THE 
AFFECTED  EYE 
FIXES 


1 


DIRECTIOIT 


REMARKS 


Inward. 


I  Turned  o 
vertical 


Upward. 


Dii)lopia  especially  in  the  lower  part  of  the  field  of  fixation. 
Double  images  superposed  and  slightly  crossed. 
The  imnge  of  the  affected  eye  lower,  and  inclined  to  the  affected  side 
The  difference  in  height  increases  in  looking  downward,  and  to  the 
ffected  side. 

The  horizontal  distance  diminishes  toward  the  two  sides. 
The  obliquity  increases  in  looking  toward  the  healthy  side. 
The  line  of  demarcation  is  a  little  inclined  to  the  horizontal,  the  end 
corresponding  to  the  affected  side  being  higher. 
The  image  of  the  affected  eye  appears  nearer  than  the  other. 


Downwan : 
outwan., 


iDownward  and  Upward  and 

I  outward.  ward. 

complete  pa-,  The  vertical  vie- 

j  ralysia   of  (Aej  vidian  is 
sup.  oblique  the  dined  outward, \( 
movement     of'i  being  more 

'  'rtAflf^rt/Tl^  "^ffevflWl*!" •f^i^Hfli^B^  ■' V 

ward  is  also  di-j  looking  dovm- 
minished.  ward  and  out- 

ward. 


Inferior 

OBLIQUE. 


Upward  and  out- 
ward. 


Downward  and 
inward. 


Motor  oculi 
communis. 


Inward,  upward, 
downward  and 
in  the  interme- 
diate directions. 


The  diplopia  present  only  in  the  lower  portion  of  the  field  of  fixation. 
The  double  images  are  saperposfd  and  homonymous. 
The  image  of  the  affected  eye  is  lower,  and  inclined  inward. 
The  difference  in  height  of  the  double  images  increases  in  looking 
lownwjud  and  toward  the  healthy  aide. 
Tlie  ob]i<|uity  increases  to  the  side  of  the  affected  eye. 
'^'ftu  ^iimi'ul  ^^ration  diminishes  toward  the  two  sides. 
The  image  c '  tho  affected  eye  generally  appeara  nearer  to  the  patient, 
The  line  of  emarcation  is  slightly  oblique  to  the  horizontal,  the  end 
corresponding  o  the  affected  side  being  lower 


Downwarq  and 
inward, 

mo  ■cment 


Turned  around 
the  vertical 
axis  to  the  side 
of  the  affected 
muscle. 


Directed  upward 


and 


1    the'    Every  palliological  i;(mivrgenc<-  is  more  mani- 
^  J  g  fest  in  lookinij;  liowniaivd. 
'  Every  pjithologieal  diveri/encc  is  more  pro- 

to  the  Side  ot  ^^y^j.^,,  ij^gj-jug 

the'  affected  j 
eye. 


Directed  down^ 
ward  and  i 
little  to  the 
side  of  the  af- 
fected eye. 


Diplopia  onl;  in  the  upper  part  of  the  field  of  fixation. 
The  double  i  nages  are  superposed  and  slightly  homonymous. 


Upward  aiid  in- 
ward. 


Outward. 


Tlic  iniiige  o: 
The  differenc 


the  affected  eye  is  higher  and  inclined  outward, 
height  increases  in  looking  upward  and  inward. 


The  horizont  .1  distance  between  the  double  images  increases  in  look' 
ing  upward  anc  outward. 

The  obliquitj  increases  in  looking  to  the  affected  side. 

The  line  of  d  marcation  is  inclined  to  the  horizontal,  the  end  corres 
ponding  to  the  ffected  side  being  the  higher. 


Crossed  diplobia. 

The  image  of  the  affected  eye  a  little  higher  than  that  of  the  sound 
eye. 

Its  upper  exti  emity  inclined  to  the  affected  side,  and  appears  nearer 
to  the  patient. 

Tlie  lateral  diitance  between  the  double  images  increases  in  looking 
to  the  sound  aidi-. 

The  differenct  in  height  and  the  obliquity  increase  in  looking  upward. 
They  diminish  eipecially  in  looking  downward  and  to  the  affected  aide. 


Outward. 


In  looking  strongly  upward,  the  upper  Hd 
of  the  fifiected  eye  is  slightly  elevated. 

Tlie  vertical  deviation  of  the  eye,  produced 
by  the  paralysis  of  a  superior  oi'  inferior  rec- 
tus 13  especially  manifest  in  abduction  of 
the  eye. 

The  vertical  deviation  caused  by  a  piiralysis 
of  one  of  tlie  obliqdes  is  most  marked  in  ad- 
duction. 


See  Reimrh  on  the  Paralysis  of  the  Rectus 
Sup,rior. 


Inclined  down 
ward  and  to 
healthy  side. 

To  avoid  the  in- 
clination of 
tlie  head,  the 
patient  some- 
times places 
the  object  of 
fixation  up- 
ward and  out- 
ward. 


The  restricted  upward  or  downward  move- 
ment of  the  eye,  caused  by  a  paralysis  of  one 
of  the  obliques,  is  ohvaya  accompanied  by  a 
convergence,  in  consequence  of  the  isolated  ac- 
tion of  the  recti,  while  we  find  a  dirertjence  in 
panilyBis  of  the  recti. 

The  inclination  of  tlie  double  images  is  in 
the  opposite  aeiisc. 

In  paralysis  of  the  obUqufg  the  vertieal  devta- 
lioii  increases  lo  tlie  nasal,  the  ohliquitij  to  the 
temporal  side.  The  reverse  obtains  in  para- 
lysis of  the  rtcH. 

Sm  Remarks  on  the  ParahjBia  of  Bed.  Sup. 


Directed  upward 
and  slightly 
toward  the 
sound  side. 


The  maximum  of  elevation  and  tlie  interme- 
diate directions  are  obtained  by  the  combiued 
action  of  the  sup.  rect.  and  rect.  ext. 


Inclined  toward 
the  sound  side 
and  is  slightly 
elevated. 


The  affected  eye  is  slightly  proniinent. 
Falling  of  upper  lid. 

{ It  i.'>  elnyjtetl  more  easihi  u-hen  the  sound  eye  M 

The  pupil  moderately  dilated  and  immov- 
able. 

Paralysis  of  accommodaiion. 


